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JAMES A. 


LEHN & FINK, Inc., New York 


OFFER 
Small Flake Manna 
Florentine Orris Root 

Canton Rhubarb 

Cinchona Bark, High Test, Quil!s and 


Established 1067 194 Worth Street 
Chas. Cooper & Co, 0 eto" 
CHEMICALS: C. P. Nitric, Muriatic and Sulphuric Acids, 
Collodion, etc. Silver Nitrate. 


a ANON DENATURED 


ALCOHOL! 


ie Mark Completely and special for all industrial uses 
U. 8. Patent Office requiring highest chemical efficiency. 


Ethyl Alcohol and Cologne Spirits 
For Manufacturing, Industrial, Scientific and Technical Purposes 


JEFFERSON DISTILLING AND DENATURING CO. 
INDEPENDENT DISTILLERS 


NEW ORLEANS, U.S A. NEW YORK OFFICE: Woolworth Bidg., 233 Broadway 


ALCOHOL 


For Manufacturing, Industrial, Scientific & Technical Purposes 


Cologne Spirit 


For Manufacturing, Industrial, Scientific & Technical Purposes 


J. N. LIMBERT & CO., Importers of 


VANILLA BEANS 


12 SO. MARSHALL STREET PHILADELPHIA 


PYRO pen 


(Trade Mark Reg. U. S, Pat. Off.) 


U. S. 


TAINTOR’S WHITING 


AND PARIS WHITE, the Standard Quality 


Made 
by the 


COLOGNE SPIRITS 


<7 
oA ee ERR Ors 

b+ ETHYL ALCOHUL 
annve =” For Manufacturing, In 
dustrial, Scientitic and 
Technical Purposes 
DENATURED 

ALCOHOL 


New York Office 
149 BROADWAY 


115 East Lombard Street 
BALTIMORE, MD. 


ATURED 


Executive Offices: 
CORRESPONDENCE INVITED 


H. F. TAINTOR MFG. CO., 2Reatos, Street 


< 100 William St., New York f 
ne eee 4 


WOOD PRODUCTS CO., B8a" dir 
Refiners of Wood Alcohol 


C. P. METHYL ALCOHOL ‘cotumpbien metnanon 

METHYL ALCOHOL 99° TRALLES, Betam,cor omens 
ABSOLUTE REFINED WOOD ALCOHOL 

EXTRA REFINED WOOD ALCOHOL 95% and 97% 
COMMERCIAL ACETONE, tree trom water 

METHYL ACETONE, water tree 

DENATURING GRADES OF WOOD ALCOHOL, &:"... 
SPECIAL GRADES OF WOOD ALCOHOL, 87ensred for indivi. 


Cable Address WOODPRODCO. BUFFALO 


Tel. Call 


Cable Address 
John—4501-2-3-4 


“ Graylime, N.Y.” 


WM. S. GRAY & CO. 


80 Maiden Lane, NEW YORK 


Acetate of Lime 
Acetone Acetone Oils 


Ketones Wood Alcohol 
Denatured Alcohol 
Methyl! Acetate 


A. L. Webb & Sons | Denatured Alcohol 


Wood Alcohol, 


Linseed Oil, Turpentine, Rosin, etc. 


22 Cliff Street 


Established 
1884 NEW YORK 


ROCKHILL & VIETOR 

New Crop Fenugreek Seed 

New Crop Chamomile F lowers 
Menthol Crystals 


New Crop Cummin Seed 
New Crop Coriander Seed 
Jap Ginger 


INDUSTRIAL ALCOHOL COMPANY 


MANUFACTURERS OF 


ALCOHOL 


27 William Street, New Yor 


LUBRICATING OILS 


Cylinder Stocks Neutral Oils Mineral Colza 
Refined Paraffine Wax Turpentine Substitutes 


WAVERLY OIL WORKS CO, ®#thsnet Pittsburgh, Pa. 


RALPH L. FULLER & CO. 
Offer INC 


ORTHO AMIDO PHENOL 


See Pages 17, 66, 72, 85 and 118 


WEBB'S: ALCOHOL 


For Manufacturing, Industrial, Scientific and Technical Purposes 


The Acknowledged Standard 
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WEBB & SON, 


eee creer Da RO en ed ee en Ee 


50 and 52 Stone Street, 
(Hanover Square) 


NEW YORK 


oe eee ne en en ae een Dae 


a eh ee Ae ~~) 








TaBLe oF Hi Paint Arug Keporter CONTENTS 


ESTABLISHED 1871. July 15, 1918. 


July 15, 1918. 
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Published Weekly :—Mailed Every Saturday Under Publication Date of the Following Monday. 
SUBSCRIPTION TERMS:—United States, $5.00; Canada, $7.00; other foreign countries, $10.00. Payable in advance. 
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The prices in the following pages are for original packages in large quantities, and, unless otherwise specified, represent 
oa ae When no spot goods are obtainable the word ‘‘Nominal”’ is used. When no quantity is specified for any one item 
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Cottunseed meal— 
OILS f. 0. b, Atlanta.............4750 @ — 
, f. o. b. Columbia........ +. - 4.50 @ — 
— f. o. b. New Orleans......47.00 @49.00 
Linseed, cake....... # short ton.50.00 @ — 
Animal Oils. MGR] cccccccccsve eevecceces 50.00 @ — 
25 
sgras, American......++-: #8 lb, 24 @ 
ee Enlish 2 @ 3 Petroleum and Products. 
ibe, ack ccs 17 @ , 18 Export Quotations 
Lard, prime winter, edible. @ gal. as § 180 ILLIIMINATING OILS. 
non-edible 1:65 @ 1.70 Quotations are based on the following quan- 
off prime ie @ 1.50 tities:—Bulk, tank steamer lots, ranging from 
extra No. * 140 @ 1.42 30,000 to 70,000 barrels, according to steamer 
INO, 2 codscccccsecssess * 1138 @ 1.40 capacity; barrels, cargo lots, about 80,000 bar- 
Mi DB ncay cezadeceeersvecss . @ 3.50 rels; cases, cargo lots averaging from 10,000 
Nonteoot 3 died 0°" i Bite [5 boow tasee be 
‘  causecveaesased Ma ran . Ws 
pring Sresrescisssssccscssos LOS @ BOR 116 teat 
eee oko 9 OL ERNS Ne oe 1. g “17% ‘Bulk, New York........ rere re cone “ORD 
cae errno, Ot eel la ala 17%@ 17% Barrels, New York, cargo.......sseseeee 15.05 
Red saponified ...eesseeeeeers ¥ Nominal COO, FeO Blas bs w0.6.0600 008002 see0nr 18.75 
Soe nn acid, single preaned...... 22 @ 2 Prices for water white ofl (150 test) are lc. 
eee & ‘pressed pebeeesssa es y 24 @ 3 higher than those for standard white. ete 
triple pressed ..... ommeene! « = g 1.60 nee 
Tallow, acidless.......+-- e ~~ 188 @ 155 , 
pre wenettere rr Two, five, low screw lots...........ss. 18.75 
d 3,000 to 10,000 cases. ee 
i 1,000 to 3,000.... d 
Lard Tallow, Stearines an 700 to 1,000. : 19.10 
. 500 to 700.. eee ai 
. 400 to GOO. vcvccvescoves \ 
Greases 19% 300 to BOO. cecees verre oe 
antine, 6s, 16 ozs. 16 Oe Bis sdeovcses : 
Canteamnne, 63, 12s, 14 ozs... 165 16% Wt MOA seccccieics 20.25 
stearic acid, plain, 8s and 29 Cr 20.75 
euin Qnds, 60, i4 ozs... 2 27 Quotations for 150 test oll are 1 cent above 
i. oa those for 110 test. 
wee eae 28 - NAPETHAS, GASOLINE, ETC. 
ms aa 2s 29 = —10-gallon drums— 
nite ekaneten een 17 @ 17% Under 100 cases 
Pa. hhc lbeaers 15 @ 15% 100 cases. and over. 
yore serrepers Fe ae aed 15%@ 16 Benzine, 59@62 deg.......... =a en 
peeee. Sere oy tee ae woes 15 @ 15% Gasoline, stove.......cccceee bee 
See ae iotesestenaesets 16 @ 16% Naphthas—_ 
ng tletegen daa ahd Auto, 68@72 deg........s0. se 
a 244@ 25 T3@76 deG. 00.00.0000. eave ed a“ 
1 gal alates ay bi 22%@ 23% In cans and cases— 
MR so ac acto duane 234@ — Under 100. 100-199. 
romero Vemeee chee ah te 23@ — Benzine, 50@62 deg.......... ‘s ee 
veiadies T Ble oe eer a ceas 274%4@ — Gasoline, stove......... obsace os an 
—. rt eee Ce tee e8 ~- Neen ‘ 
Tas Saou cc ee - Auto Dicinescrenss as a 
" ow special, loose......- f 9, om” 
Tall a ree prime.....eceee situs ‘9 TBOTE GOB. .sccccccccccccecs ee 
edible wo. cece ceeeeereeerere 2 Benaine, 58608 dee 
Gasoline, stove....... 
7 Naphthas— 
Fish Oils. SN, EE DERE ivikie soevexssssseoes 
Pane ..O gal. 1.30 @ 1.35 TEDTE GOB icc vecrevccccrsccscssccsosesve ee 
Cod, Newfoundland..... ca os : ‘ 
ee cee... ‘aa A Quotations for Gasoline and 
©, B, WORKED. ..00<0- y : 
Menhaden " Northern, crude..... | Nominal, Naphtha Withdrawn May 3). 
Southern, f. 0. b. fa 345 @ LIT? : 
fight, pressed ..ccsccsssses 125 @ 127 New York Jobbing Quotations. 
yellow, bleached .;.:..+s:: 1:30 @ 1.32 Crude oll, steel barrels.........+.. Peal. 16 
white, bleached, _—, Sette WACKER DAFTEIS 2 cccovcsvesccesvecsccese 22 
Pou Seee  toxesss [1120.00 @ — Fuel ofl, 28@31 deg. in barrels.......... 15 
a oor Nominal Gas oll, $4 dem., distilled..........ccsc0e 15% 
Sperm, bleached "$8 deg. cold test 2.23 @ 2.25 SAN Arine OILS. ms 
2 t . COld test.....e.eee 2 ’ 10 Wee Seek, H.W... WB voccncscacscseces 
Mrinal $8 deg. cold test.. 220 @ 2.22 150 fire test, W. W., Dbla........0eeeceee 17 
45 deg. cold test......-- ee aod $ as CE MDE oa ccadd 6 69054086405 0058008 11 
Whale, No. fT, crude....-+-+++++ ss — NAPHTHAS, GASOLINE, ETC. 
ee cae Ce oa Bee eee ohio alodl bar 
BE tRS 6440494599929 2 569° F 25 SN bette the haahireewed eke Oak ‘ 
Natural — Sha eies a 135 9 1'35 Motor gasoline to cOnsumMerS..........+e00+ 26 
Blescheteached winter wna} 1.50 @1.55 Naphtna, V. M. and P., deod., steel bar- 
” ; ME 64. 508 t0oences beer bane getecatesce 
Oil wooden barrels ....cccscccscscccccvece ee 4 
e Gasoline, gas machine........+..+6++5 coos € 
Vegetable : ~ @ 28 T3@76 deg., steel barrels.........ee-e0e = 
ro il, in bbls....@ Ib. 27 wooden barrels ....+++.sssseeeeeeeee bee 
oe a aanie imported...... Nominal 7O@72 deg., stee: barrels..........- eoce 3 
Cosa’, domestic, tanks..... 17%@ 18 wooden barrels ......... increta neagss een = 
Cochin, domestic, bbls..... 18 @ 19 68@70 deg., steel barre 3s 
Ceylon, domestic, bbls.... 16%@ =. WOOdEN DATTE]S «16. +eseee cece eeeerereees 
‘eylon, domestic, bbls....- 7 a § “ cree ; 
Corn oll, crude, in barrels...---9, 7MG», of Lubricating Oils. 
efined, in barrels,....-...-+ ai.ai — 
Cottonseed, crude, £0. bile. vind *Natural West Virginia— 
ae summer raw Ss lb. 204@ — 30 degrees, carloads........ 1842 - 
bleachable, in tanks." Ib. | 19%@  — ie corer: Ge 
Linseed, raw, car tots. -- 0 B80 @ — Black, reduced. 29 gravity, 25@ a 
DOES) SOE, * e009 564° 2 1732 o@ — 30 cold test...... Beal. 22 @ 
ee one 2022 * Se eee 1.79 @ -- 29 gravity, 15 cold test.... 22 @ 24 
boiled, pO anee soon e 8s [a 2. , SUMMEL o oer .serseesereece = e = 
—— botled. car lots 1.81 @ _ Cylinder, one ee ona . = ¢ ii 
Supe poles & : Tate: 3 @ _ dark BN 5 6 des:e-e $40 : 3° D 
Gounse See : ~ 15 @ — extra GOld tést....cccccccce 62 @ ss 
eee eee etter 18 @ — dark steam refined........ x ° a 
refined, 5- 1 ecording to Bloomless, 30@31 gravity....... 
wrens. “ces tote 185 @ — white, 30@81 gravity....... 50 @ 1% 
ies ee an 1. Paraffine, high viscosity........ 
t. 0, b. Minneapelis, Fri-  .  _ 908 specific gravity......... 26 @ 38 
: Gay, sah —_ "i gal. 4.00 @ 4.25 885 specific gravity......... 26 4 = 
Olive, denatured. igs Rea Tees Nominal TOA POTAMNE ..ccccsccccces se ° * 
- ie ae te ee €® ib. 46 @ — Spindle, No, Mee ccccpne can ees se © 
TT oan unok. in eaekn .@ 1b. Nominal DR ae gion gl saa0nes . 
Palm ag gp oan Nominal Sr wepcehwcws kobe Pakae 29 @ 31 
BOM cect orecctesgacceves Nominal 
Semen. Prersesverewesise se. 2 Nominal *This price Is carload lots f, o. b, Parkers- 
oer anoenen sees 18 @ 19 burg, W. Va. For less than carloads, add Ic, 


Palm kernel covsos-seesvasccens 4%@ 1.37 Tre New York from 1.7@ 
11.8 gal. 1.36%@ 1.! per gallon. Freight to New r 
Peanut. crude, f.0.b. oe Ib. 21 @ 21% o916c. per gallon must be added for New York 











. 0 vers’ tanks.# lb. 184@ — lelivery. 
Grjegtal, barons tan TES io | ag 
; . refined, ME LS 
Rapesee4, in mares i ee Si oictaa’ - I A : 
plown, in barrels @ gal. = e ed *Copper, electrolytic........ # Ib 9 fominal 
Moe ohealene ss ceums eee fo @ ik VG Sc ues hss 35 terrerseeees 8.05 G -- 
eee #@ gal. Nominal ore, JOPUN .. cerca ; 4 ton 97.00 @ - 
BOCRIDO os eases churia, spot, bbl 18 @ 18% Quicksilver ..... .++ flask.125.00 @ — 
Soya bean, Manchuria, spot, ~ ichbtae lots a ie aa. ko 
ow oe * SO ae nia ..B0z. 99%@ — 
+s ain Ma ail Spelter, prompt Western ship- 
ment, New Y ve Ib, 8.80 @ 8.90 
ee Zinc ore, first grade blends ore, 
Copra. ¥ ton'75.00 @  — 
Zine 3 Btethi esses RP ton 55 @ = 
Cebu, sun dried, gpot..-.-..-.+- Nominal —_ ae gen 7 @45.00 
Java, sun dried, spot..... 8 Ib 9 @ 9% Zinc ore, low & ad hat deed tt yn ; 
Maeassar, mixed, ONO. ccccscses Nominal E. 
SAT OE,, SOEs ccct soc cnacs Nominal Cs . 
South Sea Island, sun dried, spot 9 @ 9% 
Padang, mixed, spot....... Nominal Metted. WRG. is isccccccnue # lb. 36 @ 45 
BmOke dried ...ceceseceenee Nominal Medium white.... ee 31 @ 2&5 
Cabinet ...-es.0. ee a + = 
OW BTAdO ...000008 2 
Oil Cake and Meal. ee eee ee serabn BR ae 
Corn cake..........98 short ton.87.00 @40.90 COORG. «0 0 n6cssasecctandies 15 @ 2 
WORT oo--crccccccccess «++2241.00 @42.00 BRIG se ccccccccecccedooccece gsee Homtnal 
Cottonseed cake— BENCH 2.0 ccccccces evecccces eves ominal 
f. o. b. Galveston..........6850 @ — German RIGO .ccccsecsece sesseee Nominal 
f. 0. b. New Orleans........ —- @ = COMMON .....+56- eecceee ess Nominal 


Fish, liquid (in barrels, 50 gal- 
long each)..... +--@ gail. 1.00 @ 1.80 per Ib...... Oedeccovccece 


ton. 

domestic, f, o. b. mills....25.00 @ — Rose 
domestic, pure white, float- , 
WO b ibn eus 33.00 @36.00 regular ... 
Ess ao See Toluidine toner 
on. 35. . Tus eevee 
600 Ibs.).%® Ib. aan sel 
WHR. ccvccccces eoccese 


Blane fixe, pulp 
dry (in bbls. 


Steel kegs, less than 900 

# 100 1bs.13.50 @ — Chromes, chemically pure, ton 

500 Ibs. up to 2,000 Ibs....12.15 

2,000 Ibs. up to 10,000 Ibs..11.85 
10,000 Ibs. up to 30,000 Ibs. 

® 100 1bs.11.54 

* Carload, minimum 15 tons.11.42 
All above prices subject to cash 
discount of 2 per cent., and are 

for single delivery 
English glassmakers’..... 


-. 8 ton.24.00 @32.00 
¥ ton.24.00 @30.00 





American dry casks.®@ Ib. 


100-Ib, kegs, 
less than 500 lbs 


a 
500 Ibs. up to 2,000 Ibs....12. 
2,000 Ibs, up to 10,000 Ibs. .11. 
10,000 lbs, up to 30,000 Ibs, 


Carload, minimum 16 tons 


All above prices subject to cash 
discount of 2 per cent,, and are 
for single delivery. 
oe A ere v 


to 2,000 Ibs 
to 10,000 Ibs ° 
to 30,000 Ibs....11. 
MS 1608 .. iss 11.42 





500 Ibs.#@ 100 Ibs.14. 
up to 2,000 lbs 
2,000 Ibs. up to 10,000 lIbs.. 


carload, minimum 15 tons.11. 
prices for red 
are subject 
to cash discount of 2 per cent., 


Engllsh glassmakers’ eaee 
Zine oxide— 


Leaded grades— 
American process— 





Stee ener seeene 


Puritan zinc oxide 
2 Puritan zine oxide 


Dry Colors. 





Carbon gas 





Mineral blacks, 


Celestial, 500-Ib. lots. 
Chinese, 500-Ib, 


Gcluvian bene nee ee 
Ultramarine, 


Italian, burnt and pow- 


Tremere PCr eee ® Ib. 


raw, lump, ton lots, in bar- 


in ton lots, 
Spanish browns, high grades, 
34.01 


raw and powdered 
PER Crcteseenceay 


chemically pure, 


Commercial 


concentrated 





5.50 @ 6.00 Singapore, No 


Crocus martua (purple oxide), 
r ib... 





Cosine ..... . 





PAINT MATERIALS, azecttcaZeeiisi pure-.-°-. 
Pigments 


Alumina hydrate.............. 
tes, prime white, foreign 


Oxide red, copperas, in casks... 

native, in lump (in casks), 

bowdered (in casks).... 

: GPOMIAR. ceccvesccccesees 

‘ara red, toners, concentrated, 

16 @ 18 per 100-lb. lots......... 
commercial ......6. 
Nominal Purple, lake......... ° 
BREE . évvevésvseuswesevevus 
lake ...... eovcses 


5%@ 6 YVORGTINE 808. ocnsnenesvenoccaa eo 
Go fw Vermilion, quicksilver, English. 2. 
CONG cs duceksceceses 

10%@ 10% Eosine .... 


see ** 


"Yellows. 





@ OCB vcccccdescesses ®@ Ib 
@ Dutch or Englieh pink. 
e Ocher, French, superio 
@ 






first quality ..... 


- domestic strong ...... # Ib. 8 
GORI onc 0esidecéc #8 ton.30.00 60.00 
golden, imported..... B Ib. 

- domestic, high grade... 
Nositnas ee, FU bivva'ngud nee Ue « @ Ib. 
7™@ 8% 


Colors in Oil. 


13%@ 15 


Nomizet Per Pound, in 1-Ib. and 5-lb. Cans 


Nominal LACKS. 
Re te ee eee teeeoes 
9 @ %% eerOe DMO OT. Ola os ives nce cots 
Lampblack in oil....... ecbeesecee 

BI. b 
4 @ — Chinese .. seeualrteeret da. ‘ 
= = =" ‘See .- 3. ccc boettersesthen 
7... See oe ae 

Imitation cobalt 92° 0cceeccee 

4 @ — BROWNS.” 
Sienna, Italian, burnt o; raw, 
422@ - best grades ..... 7 Soeaee 


Turkey umber, burnt or raw, 
best grades 
Vandyke, genuine 


~ 
> 
ry 
# 
© 
_ 
~ 
Q 


Chrome, c heinically 








1 @ — commercial, 25 
gs @ — CUOP - 6050 exdinen sts . 
“oe l= Paris green, French............ 
4122@ — 

MNO | cb 90 s'40 06.06 ER Tata we hee 
o@— PUR.” vy bea th Seda dounied chines . 
o@e — WOON Sods 80 dCes th scavan ices 
oo — YEL 
To =— Chrome, chemically pure........ 
8% @ — Ocher, French ........ ssacae ee 

— 
Other Paint Materials. . 

Nominal Bronze powders, SPs haissaseus ee 
Nominal BONNER - Vitentevediese.s me 1.15 

CRE na at esn sas 50s kink\ comers ¢ 
13 @ 13% Chalk, English C00 Ceres eoceds 
13%@ 14 French e 


eeeeee 


14 @ 14% Clay, china, imported, lump. ...20.00 


domestic, lump 


Cobalt oxide ..............9 Ib. Leo 


10. @ 10% Feldspar 


exXe 10 Fuller’s earth, sows. ies Ibs. 1.50 
seeeees  @ ton. 8, 


9%@ 9% Marble fiour.’..... 


°@ 9% Manganese, car VOUS. 050000000008 
100 @ =— Magnesite, raw .......... #8 ton.80. 
97@- calcined, powdered eeeces 







Naphtha, deodorized 
Plaster of paris 
dentists’ cavbweusteneekia 
Pumice stone, original cks.® Ib. 
selected. lumps in bbls 
powdered, pure, Ibs 


aed 28338 


z 


12 
16 @ 2 Putty, com’l, in 1 and §-Ilb, tins 
5 










5. 
linseed oil, in do.......... Te 
5%@ 1 COMFOE, TB. BOs cscccccccsces Mi 
a’ @ 30 white lead in do........... 8 
15 @ _ 45 commercial, in 120-Ib, tubs 3 
00 @45.00 pure, in do..... Prcccceccecs | 
¢@ - linseed oll, in do........... 6. 
Rotten stone, orig’! casks. .# Ib. 
om selected, lumps ............ 
* @ = : powdered, in barrels..... - 
= , as Soapstone, pow’d, in weveiehone 
oF “ BOX secccccccccscccccscccccsee sD 
35 e a Smalt, German blue. --¥ 1b) Nominal 
35 @ 1. super. black 
Nominal Tale, American , 
85 @ 1.50 SOE ce. dsebheveccs tes 
14 @ 60 Ttalian ..cccccces 
Terra alba, Am. No, 1. 
PME. ak 5 84% 0 bd be-oaltay oe ean 
MEL vatcdewrawiinscanes 
WOMEN Fadkad se Eeisinceseeccde 
7@ Whiting, commercial, car lots.. 
4@ 6 gilders’, bolted ............ 
extra gilders’, bolted...... e 
6 @ g English cliffstone ........ 
American parila white,..... 
5 @ 6% 
oe Varnish Gums. 
rhe Egyptian asphaltum ...... 8 Ib 
6w0oeee sc WE bEsbe ---# ton 
0 Menicen O00 se sednesens eeecccese 
— TOBGOR oecece sccccevecs # Ib 
16.00 @ CROMER aiccccvocusccacs 8 ton 
SE 5-60 gessdabdeieeeenec ce eee 
5 @ 7 THEOL” Se¥ eek tnadaurdaaceacds 
WRIN Scsuteerdstnet 
eS aialin nr rechetess 
Nominal Manjak s eR ee 
Nominal Zanzibar, bean, pea white. ® Ib. 
84a 4 pea white cee 
3@ 3% sorts 
bean and p 
ewe POOR, SN 35 obo 6's. 000% 60db arn 
3%4@ ¢ dark, hard 
bright amber 
standard sorts 
10 @ +O PM MD. Siacdcccstcavacne 
50 @ 60 DOM GEIS .ccceaces 
60 @ 70 Congo copal picture 
R @ 12% WETLEUG: acd cb0Kd oh nd<ieae tank 
122 @ 2 OPRNEP ocans Vencereskecsaans 
SE shakes ke cee eu Chaweeaneu 
9 @ 14 en I, ce cswasdsa badensauc 
en eo Pontinak, selected fine 
9144 2 OG: MA teas otsdawadsbacscetad 
12%@ Th BUDE ccdasccacoestecsaccesse 
CIDE 2 60504 sivas 
Nominal Damar, Batavia 
Singapore, No. 
. 5.50 @ 6.00 Singapore, No 
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ON ee ee ee ah ty Dragon's blood, maws ........-- 35 @ 6 
NO, 2 ..ccveseses. 32 @ 40 _ ONO a er 5.00 @ 5.26 
INO, 3 sy 6a gee 2» @ . ErHOt, BPANIG 2. ccvescconcs 1.056 @ 1.1U 
crdinary chips ..........-. 2 @ 26 RUNGE cadesceissccs. 1.05 @ 1,10 
BS OM setesevevcvccsccsese 42 @ 4% Grains of paradise.........-. 1.35 @ 1.40 
. R awedenrs ceaveveses : @ a GORIEBE cdscovecccievvccsces 90 © — 
Eras cubue spp b> eh 60260 06s 0 @ & Iceland moss .. +ves 2 ‘ 
vrown chips, org@inary er 1s @ 14 Irish moss, ordinary 10 @ l4 
bruwWb chips, ealfe........ 10 @ as bleached ..... : 12 @ _ 
PD MOE pevccccsces ‘ Is @ 2B Isinglass, Russian ...........- 7.00 @ 7.1u 
DFOWN GUst. ...ccccsccecese 10 @ 12 Kamala, U. 8, P.....seeeeee 3.25 @ 3.30 
ordinary dust, white....... 14 @ 16 Kola Nuts, West Indian........ su @ 35 
brown, ‘No. 3........++. Is @ Ww PT Bh si veseresvcecesves 1.00 @ 3.v0 
M GArk wicccccccsevecsvees 6 @ LYCOpOdiuM «secs weereeess --» 16 @ 170 
MN pale ..seescevssececves o , apeze Manna flakes, large ....-...+++: 1.00 @ 1.05 
ARM YOO occ ccserevceesers wv - email .....<. 5 72 @ is 
XXAXR oxtrm paio......-5. LW @ =— Nux vomica, whole 1 @ 16 
AXAXAX picture ret “= @ = DOWANCE sv csccccscces is @ iv 
— Indian bold. 1% 3 - PERRI os cc ciccccecacscovescccose 4 . g o 
MUDS cee ececeeereree v2 = Poppy heads ...6csecseeruee t . 
CHIPS .ocecececeeeeceseeeees Liga 16% RED BONDE oie cbse vstedscscuds 8@ 9 
St. John’s bread, grinding....... 7. @ 2 
Tamarinds PT TTTTT era. 0 @ 12 
Shellac. Oy the BOE icviscocrsewss noo @ 650 
ME TY cprccy sev sseawansvudys 82 @ 8 Bin! 
VB, Onncccccccccsrccevscsssees Sz a _ 88 Balsams 
RM Fe ovo kccsevicestescewwes no. Tl ; 
Fine orange ...-- eeveeeccoees -- 70 Copaiba, South American. .@ Ib S2ly@ 5) 
second orange .....-+- coves 67 @ 68 PATA cecccccccececccesocess w @ 6 
EE. | high Gb 0c 0900056 500000.6.00006 Ob @ 66 Fi, “ORMAA occ tetedaaces * gal. 6.00 @ 9.35 
A, C. garnet........++- 6 @ GIO. svesvvvesinrssuagrupe 1.75 @ 1.80 
Kala Dutta ..+-+-sreesreeereese omen Peru aeets e008 Sebhocwess @ Ib. 5.08 @ 3.70 
BUGOR cece cece cece eneenteaneee UE? be cbccswseepers weve “ @ 1. 
Bleached, commercial oo @ + 
home ATY ..cceerecrcercceee i” @ 76 eT 
Barks. 
Win Ww ANBOMUTA ccccccccccccccce 8 Ib 60 @ 6 
indow Glass. Gass wouU s FuSépedeor ses = @ . 
Single BQPBOPTY occ ccccccscccscccsccces 
United — beet pi saeuaaansenassesnere' : g ¢ 
inches. Sizes. AA A B ackberry, Of root......s-+++ : ; 
6x to 10x16.... $24.00 $20.00 $10.00 espe” > oa FOO. cccccccscecese S g i. 
lixl4 eee ete ee eee eee . 
34 12x18§ to 14x20.... 25.00 21.00 20.00 Buckthorn, i a 
40 10x26 to 16x24.... 27.00 22.50 21.00 (alisaya ca, ae 
of 22. cuneate aan la is @ 20 
50 20x20§ to 20x30.... 28.00 23.75 vaecare sagradt ~ diy. = 
54 15x36 to 24x30.... 29.00 24.50 22.50 Cascarilla quills, ee 
60 26x28 to 24x36.... 30.00 26.00 23.25 quills, small 26 i2 
26x34 siftings .... ooee 1.30 i aa” 
70 28x32} to 30x40.... 82.00 28.75 25.25 Cinchona, a, Se pudeecevecns 2 g 5 
EE Rr ae re) 4 er Corus cone zee ; -— 
GIGS ce civscvsvccccccce 8% @ & 
80 sasse} to 30x50.... 36.50 33.25 28.75 yellow quills ....-sseseee% rn 
mM ae ; 89.00 pdehte. o1.38 an pale, Dales. «oss. Nominai 
Loxa, pale, pwd., bxs. Nominal 
United Maracaibo. Jominal 
yelle >w, pwd. Nomina 
inches. Sizes. AA A TL, con nieranire : 11 @ 12 
2 ma 10x15.... 32.00 28.00 26.50 Chattanrase 10. @ 11 
x a e 
Cramp, 80 DU ise tad Kase: aoe 12 @ 14 
ee ee ee og 3 
18x22 oO eee le \ Dogwood : a @ i 
Eim, bun lles Ss @ ‘ 
% aoaa0+ to 20x80.... 42.00 37.00 34.50 , 10” @ 1i 
54 15x96 to 24x30.... 43.00 38.00 35.00 lee 06 11 
oo —— to 24x36.... 44.00 39.00 85.50 wiorcreon ... 23 @ 24 
Oak. red 
70 28x32} to 80x40.... 47.00 42.00 38.00 white cea canes ‘i 4 @ 5 
80x30 Orange peel. bitter, Curacao, s 
32x38 swee alag: shons 10164 1 
80 84x36$ to 80x50.... 51.00 46.00 41.50 WEED eccinncse ee 
84 80x52 to 80x54.... 52.00 47.00 42.50 aweet Trieste ..... ees 123 @ 132% 
90 80x56 to 84x56.... 55.00 50.00 46.00 prickly ash ......:.ceeeeees 13 @ 16 
198 —_ 4 aon: ee oo is Pomagranate of root...... suveée OO g 45 
ees : . GE TEER cicbevsccesvecececes 31 -_ 
Sizes making over 100 united inches, packed Sassafras, ordinary .....-+++«+> 7 @ " 
i cases 1 select Wen oa 7 @ 
oe steen to sxts. 142.00 180.00 120.00 Simarubra oe * 
110 40x66 to 40x70.... 158.00 146.00 136.00 Soap, whole. ae f 
115 40x72 to 40x74.... 178.00 162.00 152.00 pee oo payee 13%@ 14 
12% 40x76 to 40x80.... 210.00 190.00 180.00 Crushes 5%e 6 
An additional 10 per cent. will be charged Fp sede veedesee eccccce e woo 55 
for all glass more than 40 inches wide. Al = reek css. gets ie ‘ 9:°@ 43 
sizes over 62 inches in length, and not making ‘Y®000 0° PoObsss+sssscrerrrres 20 @ 21 
more than 81 united inches, will be charged === PF SIE weer ere ererereececes sei 6 
in tne 84 united inches bracket. All glass 64° Witch hazel .......seeeeseeees ae 6@ 18 
inches wide or wider not making more than Wild cherry ..-+sssesereeeeees 9 @ ; 
116 united inches will be charged in the 120 White PINE -seeeeeeeeereeeersees i $ : 
united inches bracket. Sizes above 120 united Wiite poplar «-eecseeeerreeeeees 
inches, $20 per 100 feet case extra for every — 
five inches. 
The following discounts apply for all regular, Beans. 
single strength and double strength window 
glass, in carload lots and over, for shiprnents Calabar .......seeeeeereererseees 40 @ 45 
within the United States and Canada:— Castor, Indl@...ccrccccscces dames 9 @ e'4 
Single strength, A quality, Ist 3 brackets, Manchuria ....... eatwed oe xO — 
80 per cent. South Amerioan..... oee68s 94%4@ 9% 
Single strength, B quality, 1st 3 brackets, St. Ignatius..... heb ebetsaweawe 24 @ 25 
80 per cent. Tonka, Angostura .........0.0+- 95 @ 1.00 
Single strength, A and B quality, larger WROD ccccceccévscccesesee - 6 @ 70 
sizes, 79 per cent. Surinam. crystallized..... - 0@ 
aa strength. A quality, all sizes, 80 per Vanilla, Mexican, whole 4.50 @ 8.00 
od PSP ee: 3.0 3.25 
Double strength, B quality, all sizes, 82 and Sonean pepe bOe0.8 6506 beaved 215 $ 2 50 
8 per cent. South American 3.00 @ 3.25 
Note’—These prices are f. o. Db. works and Tahati, white label 155 @ 1.00 
to them should be added a boxing charge of 30 ereen fabel i... 6.5.65. 145 @ 1.50 
cents for the first iiree brackets, 50 cents for yellow label 150 @ Las 
others, as well as cartage and freight charges. —_— 
Berries. 
NAVAL STORES. Cubeb, ordinary...........8@ Ib eo $ 2 
Spirits of Stapmontine. «6s s<swceic 3 @ aka PM be aC eeecse céecveceas . . ° 
Wood turpentine, eteam distilied z @ ee powdered se esceeeeeeee ears 1.10 @ Le 
destructive distilled ccooosee HG = Fish (coeculus tndicus).... 22 @ 25 
Rosin, common to good strained Horse nettle, Gry ..cccosceces 1.06 @ 1.25 
@ 280 1bs.10.90 @~ - Juniper ee cccccccsccsscere cece 9 @ 10 
Large Florida graded rosins— , Laurel ........ eeceee Coeveese . 7@ 
R ‘ : PGE DOM és 06ccoaveececegere 11~@ 12 
a paige eta RES 10.90 ?. << ee RUNOEOD haba sees csscvsiens 19 @ 2 
Sl eae a = Sloe POE cecscocseesseccess BO @ 55 
Ce Ree Se drewnh os 62's »$ a 
ee 10.95 @ - ae 
MOGs; ocahcces 10.95 @ Fl 
Bet Soden 400% 10.95 @ owers. 
I x « 
rT ose esa a Me cdivuhaasessinsasays B Ib. 1.00 @ 1.05 
Ee nt Cee oe 11:50 @ BOTERO .cecscvccovssccsesosovcce 60 @ 7 
M 1185 a Calendula ; 0 @ 3.75 
ees, . 12.00 4 Chamomile, Roman..... ssevenes DDG. 390 
W. G 12.15 @ Hungerian, true..... ecaera somsinal 
Ww. WwW. Laer 12.25 a ‘s Hungarian style .......... 48 @ 50 
Pitch, beiwete (200 Ibs.)....-..e. 6.10 @ : TRAHAN ccvcccegscoccves ooee 47 @ 48 
Tar, kiln burned. 12.50 @ Clover tODB wcccasees. ‘ 28 @ 29 
potent Rie diel nGo cia es a 13.50 @ Elder ....... ecsecese on we 
ne oil, white steam.... al. 656 5 BOCt, GHGB vi cccessoncccece oe 38 3: 
eee ou ame r steam. -@ eal. 54 $ be co valered hs 3 ° 3s 
ne o yellow, steam “distilled 55 
Pine oil, destructive............. 49 $ ss ae ee dinaeo: | aa 
Rosin a rectified. . «ee @ a ‘ select wr in 30 g 36 
panens’ “ractided A = SCMCCE rare eee ereeeereeees a i 35 
third rectified ............. = g re Linden, with leaves............ - 34 @ 8 
fourth rectified ........... oe a eee TOR VOB. 02. ccccssccs 488 @ 50 
Se, SOUR GNUINOD, 1.05.05. GE Be MONG: UNO voeeserreeces scenes 2 = 
Tar oil, commercial............. 84 3 5] Mul) a 5 mci ok piped ails erqess 40 @ 50 
Mullein ...ccccces és bees aes 1.80 @ 1.90 
Orange os »00 @ 
SE MOON oS, veh esesensee eee 5%@ - 
BOTANICALS. Poppy. Mtiealso- %a0dsewcsces + 100 @ 1.25 
aeétnlain osemary eer cecccccecccccces ee > ™ 
Saffron, American 1} 5 
omer pane, NGG ch ane Siecle oy = g 86 Valencia 10.00 016.50 
No, Ree rae re ae 70 @ @7i1 — 
 MIOR occ ccdeboenctede 4.50 4.75 
Rietbbay titles “ties bonen: “Ott Herbs and Leaves 
Sweet, 28-lb. boxes ....... 28 @ 30 POIOS go 00:0 6006 0s 0 006080 8 lb 35 @ 7 
Meal 2.00004. teteeereseseeee 35 @ 36 Bay. tFU@...ccccccsccce ceececece Nomina! 
oS SAS PuageNErncs 90 @ 95  Boneset herb ...-.+.ssseeeseeees 18 @ 19 
Re Se 88 @ 40 aca ctadinc de eekwenec'a 18 @ 19 
Balm of Gilead buds ane i haoted 45 @ 55 Buchu, short .......... 1.45 @ 1.50 
a des, (¢ fever He Jokes 9% @ 6 MOM. nc cdscens 1.45 @ 1.50 
Chinese, powdered ...... 1.25 @ 1.30 Belladonna 1.40 @ 1.60 
SRS Wise cehshsisxweanks 4.50 @ 4.60 Cannabis indica. imported... 1 : 
8 D 4. : ported... 3.50 @ 3.40 
aceon? powdered ........ 460 @ 4.75 domestic, U, S. P..... 2 30 @ 90 
@ flatula ...cceccesecccoeee » 2 Bo 3 RINE hai a ocnbe's0sb0eiee <o -§ 0 @ 42 
Goloeznth spples, Spanish ...... 30 @ 35 Coca, Huanoco ..... aeaente ++» Nominal 
Pulp .. tap tgcneneshsrnenees Nominal Truxillo ....... seasesencsee Nominal 
a ae See e he erences 50 CII 5 hs eranvctassvcesesass 188 @ 2 





DRUG REPORTER 








COMIUM ..cecseccecceeesceesceess Nominal 
COFN SUK sccccdivecsctcccosecie . ¥A@ 10 
AJMUUNR ceccbesdordsedesscssres li @ 1s 
Ayews WUIBUS. 0s ccc cBicccecibes ee a w 26 
xitalis, domestic eee . i @ ” 
IVUCHIY PLUS ..ccccccsceseees coves Skye y 
Rupuve via piiuiileta oe «eee ag ” wv 
AEAUUE A CUUUBLE Coe e ee ce eees e lu @ Al 
Henvane 1.25 @ 2.0 
Horehound 22 @ 2 
Javuraud su @ i 
Laurel 12%@ 13% 
Liverwort 5 OD Ww 
LsQUGHE secccsercescesescssccvers i0 @ iil 
PALCBUUIL ceccccccccscccssecs esee 6 @ ws 
MAaticd ccccscesscccssccsccsesees 30 @ Bi 
Marjoram, French .......0esee0. Nominal 
wennyroyal leaves ........eeees is @ 19 
Peppermint, American ......... a0 Bo 
PICD soccccsccccrecescccsssesese iv @ 1z 
Pulsatilla ...... @ - 
Princess pine .. @ 31 
Rose, re@d..cccsseseves @ 1.85 
Rosemary .. Coercecoscccse @ 14 
RUG cee. ccooevececevesescrccecs »- 0 @ WwW 
sage, Greek, good stemless..... oO 4 3 
fair grinding ...... i pane 
domestic ee _ 
Spanish, stemless 20 
SAVOY  ceessrsececssrcivicsicer wv 
Skull cap, leaves..........0006. 3u 


MOPDS .oscccccce 
Senna, Alex., whole 





ONHHSHE NS OK SL AES 
z 


























half leaf ...... wu 
GIECINGS ccscccccvessccsscce 
powdered ..... 42 
TIMNEVELY .ceccessecccceses 20 
powdered ....... 24 
DOGS vccvecsccccrcvsice 17 
Spearmint, American .......... 20 21 
BUPGMOMIGM ccc cavesccesessess ° 20 21 
Thyme, a bb +ebe Ce ceccocere 9% 10% 
F¥ench “a ° eae 12%4 13% 
CVE CIDA: 6 cicacosees eaevavases tte w@ ez 
Witchhazei_..... eee ° 7 @ 8 
Wormwood  foreign.... steve ESS 
FOrDA. QATG © cccecosccscocccscs ° 8 @ ¥ 
Roots. 
Moonie, U, GB, Picsivasacacseic 23 @ 40 
ALOIS secces Ces eV CO CReeereaEs ES 40 @ 45 
ALKANE .cecscccccssecesscssesss BOD @ 2.00 
\ithea WHOM 260s sttascersiase uA @ a 
CUE ce crccvcccvvccccssccvce jw@ 7 
Angelica, Buropean ........6+. 6 @ 70 
MMOFICAN soccccccrcvestose 48 @ 6&0 
Arnica, Montana......... eeceose sv @ lw 
Arrowroot, Bermuda ..... esses 55 @ 60 
St. Vincent, ~~ eC 0ecdeedve's 3@ 4 
GomMestle ..svccseses oe 8s @ ly 
Belladonn@ .....++646. ° @ 2.05 
erberis aquifolium.. @ 2 
HOt cesccpeesccoceseees @ 17 
i l 2 a 26 
HOO nc ch oboe heateretscsceebenets 22 @ 2 
eSIUCHPE cccccccccvcccccccccccses 30 @ 3i1 
DEFOR | 6 Ke eeo08 656 Coccconee su @ 4) 
BUTUGON. 6500s 85460 cds cuceeesers 19 @ 20 
Caiamus, bleached .....-..eeees 1.2 @ 
ordinary .....++.. CCnsete Ces 16 @ 2 
(Cohosh, black 11 @ 12 
blue > . ° 1” @ 11 
ColeMicUM an eeccccoeeecscceeeees 250 @ 3. 
Colombo ere’ ne aYa 20 @ 21 
pe »wdere d 25 @ 26 
Culvere@ ..ccccccces 15 @ 16 
Dandelion, foreign. 82 @ 35 
domestic 29 @ 30 
Doxgrass, U. S, P. 50 @ 51 
Echinacea .....cs.s. 28%@ 30 
WIGCRMPENE cccccccscccsesccsseee. 100 @ ii 
Galangal ...cccccccccccessecsess 24 @ 25 
Geranium ..... 5 @ 6 
Geisemium .,....... 8%@ 9 
Gentian, whole 164%@ 17 
STOUNG ...scs 18%@ 19 
powdered 19%@ 20 
Ginger, Jamaica, unbleached.... 18 @ 20 
BIGRGNOE cocccccsctvescessse SOO. 
Ginseng, Whole ,....e+esseee-++- 450 @ 5.00 
DPOMON ccccccccccccccscsces 1 @ — 
Golden @@@]....--.ceeceeeceeeesss 5.25 @ 5.30 
SD. -scctbeckwckveswi se : ee @ 6.00 
Hellebore, white, imported. . Nominal 
DIME 2ccccscsseces 1.0 @ _ 
domestic, white .. 22 @ 23 
powdered, white 25 @ 26 
Ipecas, Cartagena ..........+0+ 3.15 @ 3.25 
IO se coccocseeesoorscsecers Ge OO San 
Jalap ..... oe 0edecesseescessocee mM @ #80 
Kava Kav@....e.cecccseeececees 18 @ 19 
Lady slipper ..ccsccescccccccece 75 @ 
Licorice, Spanish, in bales 33 @ an 
MOTE OU USA aE dae as nates 9 a @ 36 
powdered hes ed § a @ 27 
Russian, peeled and cut.. iw) @ 1.90 
Syrian ccedececoocsoress 6 eOminal 
Lovage, Amorican...............5 7 @ 76 
German) ..-seeseeseseeeses Nominal 
Manaca ...... ee @ 2 
MGGGTAKS. cc ccccccctecsoccccscne @ 9 
a SAPP ree @ 2.0 
Orris, Florentine, a 23 
POWMETEH ..ccccccecccccces @ 28 
Verona @ 24 
fingers ...... @ 2.10 
POWHETER ..ccccccccccevees @ 2 
Pareira DIav4.....seeeeseeee 33 @ 4 
PORIGOEE  ciccpocsecccocccszevics: OF @ SI 
Vink, true Ua ae ek ee os 2 @ 45 
PIOUTIBY .ccoccccccccccvecccscece 19 @ 20 
PRK ..ccccscoce ° 4%@ 5% 
Rhatanv .....- - 8B @ 14 
Rhubarb Shenst. . 6 @ 9 
high dried 69 @ 61 
Glee a nb dan ests sedenves 75 @ 2.50 
Sarsapariila, Honduras ......... 70 @ 75 
Mexican Ho @ as 
Scammony root. betecccones 8 @ 9 
Senega. Northwestern pttendbeue 1 @ — 
MOuUtherM ccccccceccevcccces 10 @ — 
Serpentaria ....+... 45 @ 46 
Skunk cabbage... 17 @ D@ 
Snake, Canada... 85 @ 4h 
Spiwenard ..cccccccccsccccscecese 26 @ 27 
Squilis. white........-.. 968 eg-ees zw @ 18 
BOWSER ccccccccesecsesvace 22 85 
Stillingla ..... éuatecyeceacs 13 @ 14 
WCU cic secendccdevesseccves 11%@ 12 
NS onic Caawecstcwls Ue bwede ave TA@ 8 
Turmeri« Madras 11%@ 12 
China 94a 19 
OE na xvedadhdsincsedaes Nominal 
Unicorn false (helonais).. 9 @ 4 
true (aletris).......... oa 40 @ 45 
Valerian, Belgian......+-.++.++ 1.25 @ 1. 
Japanese > ‘ 1.10 @ 1.15 
Fongligh .nccccccccccevccece Nominal 
Wid FEM: secccee 8 @ 9 
Vellow dock 11 @ 12 
NOT ina bee te0 see sde es venedee 40 @ _ 
Seeds 
Anise, Spanish ...... ; : 27 @ 28 
tar actual weight 28 @ 281 <, 
TAVOR ccccce og eseeeoegs ° Nomina! 
TANG ices. ccccevesssees Nominal 
Canary, Spanish ‘ , 1 @ 16 
SMVPNA ww ee eee eeccccceene Nominal 
South American ie 15 @ 16 
COE i in ccanneeatirescucs< Nomina] 
Caraway: Duta. covsisiecce ee Nomina] 
African . WEEE AYES ON 53 @ 4 
Cardamoms, bleached ......... 90 @ 1.50 
BOGGPHORCOR  oe6c:ancesicsas 574@ 58 
CN ss xa cake hee¥ atade 3T%@ 38 
Colchicum paeehotanetakeaoaes - 3.50 @ 3.75 
Comte coccsccess éoecneskeseess 40 
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Coriander, natural M4@ 15 
beacneu é ltiw@ li 
Cummin, moro l4'ou 15 
LeVAUL on eeeee OS erccesecsce lime 10% 
MAIL ccccccsccssees ecescece lig Li% 
Dal SOO seveceseseeececsess ivy @ 2u 
renuel, ‘French ose ede sacdeessd low@ li 
HMOUMADION  .ccceeeeees eee Nominai 
W'IMA, WhbwIE ..6 csscuees # volis.uw @iv.uvu 
GPOUNG wecccccsccecsece @ ib lu @ il 
foenugreek oseeQe BD, ISiga i4 
Hemp, Manchuran eee sb bOC OCS v4 O% 
RUSSIAN «cece cceeeces esses Nominal 
JOD'S COOP... cc crcccee cesecveess } @ th 
LArkSPUl cccccrscccccssscesccess 3 @ 34 
Lobelia «..+.+-+ Pocvecccccesccese . su @ di 
Millet, mMatura@l. ..s.ecescceeeees 6%@ 6% 
hulled .... «++. . dsywu Vy 
Mustard, Bari, brown...... Nominal 
California, brown ......66+ lv¥nx@ 20 
Sicily, DrOWN . 2... cceeeee Nominal 
BOMBGY ccccssccscesecscces 16 @ 16% 
English, yellow ........e6. 30 @ 483i 
wutch, yellOw ..ssiccreces Nominal 
PRICEY ccccccsccccccesevvevceres 20 @ 21 
Poppy, Dutch ..ccccsccccsescves Nominal! 
BBO wncccscvescssuesvse w @ 4i 
Russian sv @ si 
Pumpkin ... . Bb @ WW 
QUINCE secccscsccsecccess 1.15 @ 1.25 
Rape, Snglish Nominal 
Bulgarian Nominal 
Japanese, 10 
small ose. 
Sabadilla ....... 
Staveacre ......- 
Stramonium ...... 
Strophanthus, 


Hispidus 


Sunflower, large 
small os 

Worm, Levant......... 
AMCTICAN .cssrcscceeeceees 

Spices. 

Cassia, Batavia, No, 1...... @ Ib. 
GNOPISICK ..cccccsecces Seed 
Batavia, No. 3........ oece 
No. 1, Saigon Ce Gerace 
China, selected, cases...... 

oken, selected eosaeecoe 

DUGR cccccsocesseseces ecoee 

Cinnamon, Ceylon, No, 1....... 
NO. B ccccvecescccesesoeses 
NO. B cscccsss CO ee sesecees 

Cloves, Amboyna 


Zanzibar 
Penang ... 
Gingen, Cochin, 
Cochin D 





African, No, 
Japan ..cseees 
Jamaica, bleached. 
unbleached éeees 
Mace, BAnd@ ..ceeseececevvccees 
Penang, No, 1....s-ceeeees 
Penarg, No. B.ccccccccccce 
No. 2, Batavia....cscccses 
Nutmeg 15s to 110s 
hs t BOG. .csccces 
Paprika Spanish ......ccccsccs . 
S»anish, Hungarian type... 
Pepper. black, Singapore........ 
ALOADY .ccccesesoveviscades 
FMAMNDONM .cctvocsecesecers oe 
TENCHOTTY wc csrcvevesececcs 
white, Singapore ...... 
Penaie ‘ wins 
red, chillies, Japan, No. 1 
DECSTINGOE 655s cee 6 ecee es 
capsicums, Bombay ..... 


Japan 


DRUGS 





34 @ 35 
32 @ 33 
Nominal 
64 @ 5 
21 @ 22 
17 @ 174 
26 @ 28 
31 @ 32 
30 @ 31 
-~ @ 8 
Hn oa il 
47 @ is 
6 @ TW 
164@ 17 
16%@ 19 
138%@ 14 
12%@ 13 
25 @ 25% 
17 @ Ww 
556 @ 55% 
55 @ 56 
50 @ 51 
488 @ 49 
34 37 
40 @ 41 
» a6 
45 @ 60 
38 @ 40 
27%Q@ 28 
2%@ 20 
27%@ 28 
29%@ 320 
33%@ 34 
Nominal 
16144@ 17 
30 @ 31 
144@ 15 
1I3%4@ i4 
Tua 7M% 


MACEUTICAL 
CHEMICALS. 














AND PHAR- 


Acetanilid, C, P., in bbls..@ lb. 78 @ 8 
Acetphenetidin ,,....-.see+e+ee4 075 @ 4.00 
ACETONE «rcccececescvereccresece 25% 25% 
Acetone oll, light .........+-++-- 135 @ 1.50 
DORVE oo. cccccccccscccccccs a = 
Aconitine ..........8 0s. vial Nominal 
Adepslanae, hydrous oseeee «sees 388 @ 39 
anhydrous .....ceseeeeess . #2%2©@ 4 
Alcohol, 188 proof, grain...@ gal. 4.91 @ -- 
100 proof, U.°S, P...eesa-- £07 . ie 
cologne spirits, 190 proof.. 506 @ — 
sugar cane, 188 proof...... 4.90 @ 4.95 
sugar cane, 190 proof...... 4.92 @ 4.97 
cologne spirits, cume....... 4.95 @ 5.00 
ref, wood, 95 per cent..... 92 @ 92% 
oe Pee 9 @ 95% 
denatured, 180 proof...... 68 @ 69 
SED SHOE iv cck Cvisacasn ee 69 @ 70 
Aldehyde, commercial......@ Ib. 1.25 1.50 
Ambergris, black, per OZ. ..++++.10.00 @15.00 
BTBY ccccccccccce Veseteee -+-24.00 @28.00 
Ammonia, carb., domestic..® lb. 13 @ 13% 
POWAETOD cccvecvcccccesive ‘ 
chloride, U. S. P.. 
Amy wwetate ‘ Te 
Antipyrine, bulk........ % 20. 
Antimony, needle, fine powder... 13%@ 14 
sulphate, 16 to 17 per cent. 35 @ 75 
chler. (solution, butter of 
antimony) ....... oebeeeew 1 — a 
Apioted ..cccccesecs cossecviccese SN a.m 
Asperin. powdered ........ PR Ib. 2.30 _ 
Atropine, sulpn. ..... ° .-902.387.50 O@ — 
IR, 220: cove cocccecceccesee Gere 
Barium chlorate no @ & 
nitrate .... 12 @ 14 
BIGHIGE “ccusccesesvenscesees 2 @ 30 
jay Rum, Porto Rico.....®@ gal. 3.70 @ 3.75 
St. Thomas ........ coeeess 3.75 @ 4.00 
Benzvnaphthol, A. M. A........ 7.00 @ 8.00 
Bismuth, ammonium citrate 
a, Tes Wiser actigasecs - 430 @ 4.35 
citrate. U. S. P., Sth re 
WOR cccceedctnce “Gaikhe 3.50 @ 8.55 
wivoerite, MN. FP eccsvécese --. 140 @ 1.45 
BO 5.0 0dbecee eC eis eode es »-§ &6& @ 
TURTLE. heb eectasesniiatees 3.50 @ 8 i 
nitrate, crystals 2.30 @ 2.35 
oxide, powder 4.10 @ 4.18 
hydrated coves 4.25 @ 4.20 
OU CINE 6 06 040.8 6s Baws 40 8.50 @ 3.5) 
salicylate, 38-40 per cent... 3.385 @ 3.40 
subsalicylate, 62-66 per cent. 2.90 @ 3.95 
BSubbenz0ate ..cccsccceccece 4.70 @47 
subcarbonate, U. S. P...... 3.50 @ 3.55 
BTRF ccccccesccccces +» 4.70 @ 4.75 
subgallate ....... pevneaveci 3.50 @ 8.55 
BUbIOdIde .....--seeseeees +» 560 @ 5.05 
subnitrate, powder. ....+... 3.20 @ 38.25 
cones sereeee 3.320 @ 3.35 
tannate - 3.10 @ 3.18 
valerate 4.50 @ 4.56 
Borax, crystals and "granulated, 
sacks (contract) ....... T%@ 10% 
O0t,. GROG cccsccscecss eke ™@ 8 
crystale, granulated and 
powdered, barrels ..... ™%@ 8% 
crystals or sranulated. U. 
7 yg RR 8%@ 
Bordeaux mixture, eis... <. 9@ i1 
en  . dialed ooce BOE. W 
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Bromide, amn.onium, granular.. 7 @ 
pulassium, granular .....-. 16d @ i 
pulassium CLYBLAIS 1.6666. . 1605 @il 
sudiwn, granular .........5 6 @ 
stroulium, gratiucar ios @ 

bromine, — buik. 6 @ 

Ne Brccccsssccccssce im @ 
Burgundy, pitch, * domestic eeuues 4h@ 

LUFELBM ceccecssccess «seeees Nominal 
Cadimuin, bromide 1 


iuetal slicks 
Caffeine, aikaivid 
nydrovrumide 
CULTALCU cc eececneee 
phosphate 
Suiphate . \ 
Calcium, ty pophusphites. ") ib. 1.3 





phosphate, precip..-.-.++-+- ° 
sulpno. CarbolAte ..----eee 1.02 
CalaMminme ..cecsseecereceeeeeenee 


Camphor, monobromated 
Carovn, pdisuipnhide, bulk. 














CHBOIN, CC, BPeceseceveretes 
Castile gsvap, white, pure, spot.. 73 
Marseilles «.seeees ecccseees 1d 
Breen, PUL] .eseereee ovecess 17 
UFGIMALY «eeecseeeee eose i4 
MOLLIEd, PUTO ..ceeerreeere 15 
OPGINA@ry ssseeeees eeecee 12 
Castor vill, AA, bDbis. e 2 
CABES cecssseeeseseee BU 
No, 8 barrels ...-- 25%@ 
Chioreturm, U, 8. P. scstecoes OO 
Cerium oxylate wet aca gps EH w @ 
ated, ° . 
Chaik, precipit g 56 a0 
MOAVY «screener . 3 
Charcoal, willow, ‘pwd. ° 7 
Chloral Hydrate....seseereeerers = 
CNIOFINe, MQUIG ..eeeererererere ° 6 = 
CNryS@PUDIN .osceceresererrrrres 
Citrates, iron, U. B, P.rcscccoee 1.0 
iron and ammon., 6 90 
BTEON SCALE «ee ereeeee 1.20 
iron and ammon., « 
iron phosphate ..-.--- vo 
fron pyrophosphate ...+.-++++ vu 
from strychnmine ..+eeererees > 
POTABN .acececeverere eovses a 
soda, 8th revision sececee soo |= 
¥th revision vecesccecose 5 Oe 
Civet ..-- 550860800 c608e8 y 
Cocaine, hydrochloride, granular 
and flake ..-+++-s++e+ee- 11.00 
sarge CrystalS ..sseererers 11 wv 
Cocoa butter, DulK....---++ee++es 29 
wrapped fingers, es i . 86 
) , 1 oz. lots, 
Codeine, sulphate, 1 vi a oe 
phosphate 6.50 
nitrale, ..++++- . & 20 
hydrovromide ..- . 7.30 
alkaloid ..ceeeeeerees ° 9.15 
BCOETALE ccc cece ceceersereees = 
murtate (hydrochlioride).... 8.20 
SAIYCIIATS «6 ee eee ere reseees - 6.80 
Codliver oll, Newf'diand..# bb1.92.U0U 
Norwegian ...eeeessercers 135.00 
Collodion, U, 38. Pi.ccscusee a ae 
fiex, U. S. P...-++- ov 70 
Corn syrup, 42 deg....8 ‘100 ibs. ss 
48 Gegrees .--eerereceeeces 2 
45 degrees, 7" 100 Ibs. 4.18 
Cotton, soluble ....--- esecee Ib. 79 @ 
Coumarin ..---seeeeeere Rdecdawad 32 W0 
Cream of tartar, powder......- 66 f 
CryStals ....seeeerereesseee 67 
Cress!, U. 8. ss a wean bane ®B ib. aa @ w 
Creoapte, U, 8, Pesesecseccerces 
carbonate ...-seees eeckeces 26.00 @28.00 
Suttlefish, Trieste ...-+-+e++++e+- 45 
French ....-++: ooese 87 
jewelers’, * 





jewelers’, ° oe 5 
Cyanide, chloride mixture. aoe $2 
Dover's powder .....--+-+ ooo RID. 2.85 
Emetine, alk., 15 = vials.....- 2.75 


Epsom salt, tech... ..B 100 lbs. 3.37%@ 












U. @ P.... - 3.62%4@ 
Ether, U. 8S. P., = 
os 27 
nitrous, concentrated, 1 to 1.10 
we. cab edeendenmesnceue be 
tic, . c., carboys.... 83 
et s PE, 8th and 7th.. 1.50 
sulphuric, anesthesia....... 
100 gramme lots 13 
Eucalyptol ..cceceeeccersseeeece 1.35 
Formaldehyde, gov, price f. 0. b i 
factOry .....sceee cai om" 
Fusel oll, crude.......-+++ gal. 3. 
refined .... «see. +e. -@ gal. 5.75 
Gelatine, silver ...-+-..++++ saees Bae 
BOA .aceceee oe Seesteseeesees Nomi 
Glycerine, C. P., in bulk. Blo. 64 @ 
drums and bbls. added F 
C. P.. In CANB....c0s-+0++0- 66 @ 
dynamite, drums included... 62 @ 
30 degrees, yellow, distilled os a 
svaplye, loose a6 44 4 
saponification, loose . 4 
Giycero-phosphate, calcium..... - 1.75 @ 
soda, crystal8.....++-- pie tae 2.15 @ 
soda, liquor, 75 per cent.... 125 @ 
potash liquor, 75 per cent... 2.08 @ 
Guatacoi, carbonate .....-+ # oz. 2.30 @ 
MQUid cecccscssece ..- + 1bD.20.00 @& 
Haariem oill......#@ gross bottles 8.50 @ 
Hexametnylene-tetramine...@ ib. 1.10 @ 
Honey, Californta..... e a @ 
Hydrogen peruxide, per gross. @ 
Hydroquinone baroodeensea @ 
Hypopnouspnhite, caiciam @ 
MA@UBANOSO 2 cece cece reese eenneee @ 
ITOM wae eceerecornns @ 
potash @ 
soda... @ 
Tohytmoi: .....--s00++-s écoscovcss) =I 
fodine, AMMONIUM .....eee eer eee 4.15 @ 
BFOSTOUG 0 eves cccoctesveses 5.00 @ 
arsenous and mercuric solu- 
COE citconee keuevee seuns 20 @ 
DAFIUM «ivcvcccccccsdscoses 5.25 @ 
bismuth subiodide ......... 5.60 @ 
CAGIUM .neccceeeseerecceces 440 @ 
CAlCIUIM cccrcccceccsesceces 4.10 @ 
COPPEP .ncrccccccsceccecsecs 4.95 @ 
GP)  .ccvivotvacedavecscwes 56.25 @ 
resublimated iodine ...... 4.25 @ 
iodoform . @ 
WOR ssactvaveeees @ 
iron lodide syrup @ 
leac @ 
ithium @ 
MABNESIUM ...eeceecerceene 4.35 @ 
MANGANESE 2... cercrecevcece 4.85 @ 
mercury, green and yellow. 4.10 @ 
WEA 2 erica bien eneeeuae 420 @ 
POTASSIUM 2... cece rcescesees 375 @ 
BOGIUM cccccecscsccccesecee 3.90 
staren fee anne een bee caus 21) 
BtrONtiIUM 2... reece rerenee 3 BO 
Bulphur9s.cccerse cacccvcces 3.75 
thymol ....-- ‘acest 
25 ozs., one "Gel ivery.... 1.08 
SING. 6k nde viveve taenesaeecsee 4.04) 
Jodolforn éctareweas COseR ra eke ae @ 
Ketone, ethyl ‘methyl. ..-@ gal. 20 @ 
Lac sulphur, domestic. eocescccece 9 @ 
FOTEIBN sc cccecerceerevcens 39 @ 
Lanoline, hydrous, U. S. P..... 38 @ 
anhydrous .....-- egecsceee 49 @ 
Licorice, powder, compound 
vs GB. Pecccccccescsescses 8 @ 
OXTTACt Lecce scrennecevece 85 @ 
siick, CorigliamO «.+..e-ee> 821%4@ 
Lithium, carbonate........ ecomee Le @ 
Citra ocecceces acsaveanens 2.00 @ 
Magnesia, carb., U., 6 P., bar- 

’ rels osees > @ 
hnieat a 
bags 12 @ 

calcined 3% @ 
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white precipitate 
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Methyl acetone 


1. 


rR 


Campnhur, An., ref'd, bbi 
cases of 100 biocks.. 
syuares Of 4 OZ. .e-eeeeeveee 
iés in 1-lb. cartons. . 
its, bulk...--.. 
24s in 1-ib. cartons. 


ded Ullal... 


_ 
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Mam pendel . 
, bUIK, Murliatse and gul- 
Pale aceléic, v-vs. Calis, 


oe ¥z.11.80 





au dikaiviu, 
uravcelys NyUruchiuride, = 
sés in 1-ib., cartons... 


fHyuruchioride, refined, 2%-Ib. slabs 


E21 811 


bhuphorbium 





«eee @ 1b.30.00 @ mass and pipe 
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Myrbane gil, 
Naphchaline baile. 
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Vliabanum, 


_U. 8. Beseeceee: 


eee 150 @ 


sete eeweteeee 





eream white 
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eee eeeeeeee 


ween eee weneee 





eeceees W280" 18.00 14.00 
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Phosphorus, 
ee iragacanth 
Pilocarpine 
ude phy a, 


rm inganate, 
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Quicksilver, oi 
ZOCUHEE BOGE: 60 Sksu seat 8 lb. 
and Disuip., 
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a: hydrobromide- 
dihydrochioride (bimuriate). 
lerrucyanide . 
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Birch tar, crude..... 


weer rere eee ee ee 
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gyicerophosphate 





hydrobromide 
hydrochloride 
hydrochloride and urea 
muriate and . 
hydrochlorosuip 
hypophosphite 


phenosulphonate 
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Capsicum oleoresin, lois. . 4.25 
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Cassia, 75@80 per cent. technical 2.25 
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cinchonidine, alkaloid drums....... 
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Citronella, Ceylon, 


cS 


Ban 
=i 


* 
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Russian white paraffin oil, 
dicinal, 885@890 deg. gal. 
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Salacine, bu.k 
manufacturers’ 
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sulphocarborate 
Strontium, carbonate. 
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Strychnine and Salts. 
as follows:— 


lemongrass 
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alkaloid, powder, 


a 
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sulphate, cryst. and powder, 


~ 
oll 
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at fh fh em 


glycerophosphate, 


hydrobromide 


Q® 


hydrochloride 


s 
one 
Ll liele 
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Pennyroyal 


)}}Q999999 
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LOLS. .ccccceee ee 
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ahonmethanne bottles. cheaons 


589-9 


South Aanovial an 


Pine needle, 


¢ 82999 


commeré Hal 


Sandalwood. East, India 
West Indies 


Theobromine, alkaloid 
T erp inhy< irate 


59993999 99 


— moo 


Snake root 


~~ 


Witch. ‘heat 
Zine oxide, 


393993598 
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Thyme, red, French........ coos 1.98 
white, BYEMch ...-.seeeeees ZW 
Vertivert, suurbon ..... ee eeesees Nom: 
SAVE cnceveee eeeeceseesee se WU. 
Wintergreen (sweet bircn)...... 2.15 
BYNUNELIC ceccesecesees 3 
ieaf (gaultneria) » 4.00 
Wormeseed, Baltimore .... -1lv.vu 
WUrMiWU0d ...eeee Cee ceceseeres GED 
Ylang ylang, aerenyenessees see 
Bourbon ..... tovees oee edb. bu 


PERFUME BASES. 


\uivnd meal, French, powdéréd, per Ib. $0.60 

Del pamiur you, wluie «...+.+ eee ereessese 
PYWUCL CU coe sccceseeeeeessses 

Cassa luwers, WhUle .....6066 


6¢ 
Pes 








oss 
see 


SIPS he 
eefe 


as evovnait Fam 



















PYUWOCPOD oc cccccceeresesseeeens 2.UU 
Laveuder tluwers, Brenen, selected. 3d 
VuK inves, whuie, selecled......... fo 

PUWMBEES Seoccedrrcctovosccoccecssee 1.2 
Urange tflowers, whole .........0e06 coe 200 
POCuUULY 1OAVES, WHYIE . 666s 4.00 

PYWECTOR cccccrsccccccsccceccosccee § 6&6Y 
Hed stuse ieaves, b’rench, whole......... 1m 

PUWUOTEd .occccrccccccceseece 15 
Sandalwood, selected, powdered. -60 
VOLIVErL PUUL, WMUIE 2... c ec eeee 1.25 

PYWOOTOD ccccccccccccesccccessovces 1.76 
White Kose puds, french, whole...,.... vu 

PUWEOTOR cccccccscoccccccesccccsecs -1%3 

WAXES. 
Bayberry ........ Cesecceses . B® & 
iseeswax, white, pure. «. 8 @ & 

YORUOW, CHUGS. oceciscsces . 42@ #4 

YORMOW;. FORMED. bic Khu acetic 5 @ 46 
Candelilla ..... ye 









No se @ 
No, 2, ‘regular... setceesseees 88 @ Bw 
No. 2, North Sronneee veeinn 3 @ wt 
wo, 3, chality.......+. . 73 @ TA 
No. 3, North Country...... 77 @ 78 
Coresin, yellow ....ccecceeees ++ l7 @ 1s ‘ 
white 0680's Ce Nees eess cesses 15%4O lv 
PO Fe etiswerde bacdsdedsss eee 3 @ & 
mavintaN, CLUDE ceseeccecscceeess 35 @ 86 
bleached ....... ve Nomina: 
Ozokerite, crude, brow -- 6 @ sé 
SPOT ccoccee Nominal 
refined, white . Nominal 


refined, yellow........esse6 Nominal 
American, refined, white... Nominal 
FOOD cosccdescccecccdvove Nominal 





viack, 164 degree..... Se 
182 GURTOD <cicrececaund 78 § $9 
Paramne. crude, lus@ivd des. 

oe A ere S4y@ Se 
118@i20 deg. m, p........ 9%@ 10 
1244125 deg. m.*p........ 1 @ 11 
refined, domestic, 118s@ 

S50 Gem, BA, Bice ccsiv cet 13 @ 18% 
125 deg., m. p 134%@ 13% 
128 deg., m. p.. 13%@ 14 





135@135 deg. m. p.......... 14 

135@137 deg., m. p......... isang 5% 
refined, foreign, 125 m, p... Nominal 
IBU M, Prercceccccccccsesee 144Q 14% 
LBS MM. Preeseccccsececresee 144Q 1B 


OP OR, Disease desecs 16 17 
Spermaceti, block ° ‘ aio 32 
ae obese oe 32 @ 33 





CHEMICALS, INDUS- 
TRIAL. 








Alum ammonia, ht 7 
+ a a imp....@ Ib 4G 5Y 
 ictennen mp GREETS Cee es se Big 
IN! mates Salle oad bea Jo 54@ 5% 
POCASD, TGIND. 6c icesiscedcee s4@ 9 


chrome ammonia . ° 
chrome potash ......... 20 
Alumina sulphate, iron free.... 3%O 7 











COMMercial ..ccecsces ee 2 
Aluminum hydrate, Pe snesces 1798 1 
soars, MO EEO Oa, @ 18 
Ammonia, aqua, in carboys# - 
16 deg. 7 @ 9 
20 deg. 12 @ 14 
26 deg. 1 @ 2 
chloride. (Bee ammoniac wal), 
anhydrous ........... #0 @ 4 
MOOR soestessss 30 @ #0 
Ammoniac, sal., gray @ 


granulated, white 
Se: s.deheates 
Antimony, needle....... 
CHE. cccveccices coscccce IS 
su!phuret Was asso decaece 2% @ 28 
UE - 0nd 22ctectcbesedecde ae eo ww 
crimson ,. 45 @ 47 











Arsenic, white .. ae v4@ 17 

DOM .. cvvevecdéeseoeed & @ 70 
Barium P -aasa 80 per cent, 

ON cece eter cccccccce ss sO0.00 0. 

OP OP GOES cccibéecdhoxeced 95.00 Sivoo ° 
Bleaching powder, 300/ 500, Ib.. 2@ 3% 
Brimstone. long ton..... sesseees Nominal 
Blue vitriol, 90 per cent...® Ib. 94 @ 916 
B ane 9 per cent 6 ee v9 @ oy 

ordeaux mixture, paste. --8 lb. 12 
Cadmium sulphide, yellow, lb. 2.00 $ 2.28 
Calcium carbide .......... Bilb. 154@ 16 
Calcium, chloride, 70@75 per 
2 cent.. fused...... a ton.22.00 @24.00 
Carbon tetrachloride, in dms. .Ib 154%@ 22 
Chlorine, gas, liquid...... Ib. 1 : 
Chrome acetate, 20 de =. o"s " 

Copper, carbonate ....... 29 ° 30 
2 Sulphate (see blue vitriol). 

COPPUFAS ..cccccvcccesees ¥ cwt. 150 @ — 
Cream tartar, crystals....8@ lb. 6 78 
OTE “a aw'es ees’ CRs és ten 7S 78 


Ethyl acetate. commercial. ® gal. Nominal 

Fluorspar, washed . #8 ton.70.00 @ — 
powdered, No 90 p. c....9%.00 @ — 
white lump, 0G00 peo: Broo @e@- 


Glaube r's salt , -.-? ewt. 1.50 @ 3.00 
Iron, nitrate of, commercial. lb 1%@ aM 
RUUD ccawudan cece tseacebesta 7%@ 


Lead, acetate, brown broken, Ib. io 
white cryStals........... 17 iN 
white broken,........... 
granular ......... 14e | isy 

arsenate, paste, according 


to package ........ 16 @ 18 
arsenate, powdered, accord- 











_ ing to package......... 81 @ 36 
nitrate, C. 5&6 Oo — 
TANG, BOCAS 00k scceccc< FR cwt. 400 @ — 
Lime, ByArRte 6.-cccccesces #8 ib Nominal 

Lime, sulphur solution....@ gal. 15 @ 19 
DELO GRIND vanccstsecevee #R lb. 0 @ 7 
Nickel salts, single .. ...... Ib. 14@ 15 
MUEED ~ 0 wene eee ee ween < eee 12 @ 18 
PRONG. “SOEs is in'ccdee kan ice 1.15 @ 1.20 
NN se eae ec hinge kee 1.35 @ 1.40 

tash chromat, ies 416 @ 4016 
thlorate, crystals .. baa 39 @ 4i1 
PWHETOR ..cccccnccne ° 39 @ 41 

earb., calcined, 80@85 p. c 38 @ 4 


caicined, 85@90 per cent. 40 @ 45 
calcined, 96@98 per cent. 65 @ 75 
calcined, 60@65 per cent. 80 @ 35 

carbonate, hycrated, aes 





OOF  OOE. 6s0sced satan ° Nominal 
caustic, 88@92 per cent. 80 @ A&ai 
70@75 per cent......... 61 @ 62 
prussiate, yellow .......... 1.05 @ 1.10 
POG - x ieee oe xaeads haere 2.60 @ 3.00 
Salt cake. ground, bbls. ‘¥ ton.20.00 @35.00 
MONTONDA 5. s nncssetegsaces 20.00 25.00 
Saltpeter, granulated...... Roilb 27 27% 
powdere 4 27%@ WwW ( 





GEUORAID .ccccccccccsecccsccs. BD Onan ne 
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: ae ws ‘ 5 i bts - BB ven sveWecvees 2.00 @ 4.50 ' 
soda, acetate .......... ... @ Ib. 0@-=— Nitronaphthaline ....++..++«+++ 45 @ 560 viamine b Vartrazine ........ 1.50 @ 2.00 
ash, light 58 p. c., in bags “2 @ 2% Nitrotoluol ....s.csccees Sb csove 5b @ WwW Dette <. saotecdscddeves oa @ a Thionone flavine. 4.50 @ 5.00 
PEED og cee dedcncesecse 2%@ 2% Ortho-dichlorbenzol ......«++++++ 1 @ 2 oe Bren core ee ~ ae Uilramarine biue 2 @ Luv 
dense, 58 p. c., in bags.... $4@ 8% Ortho-nitro-phenol ......+.+++++* 1.40 @ 1.60 FGCRUE Boss ose 19 @& Union Mavy biue b.00 @ 4.00 
barrels 3%4@ 2 Ortho-nitro-toluol ....-+e+e+eeer* 5s @ 8 — yellow ts @ 40 dark biue .. 2.75 @ 3.60 
bicarvonate, 3 @ BM Ortho-toluidin ....seeseeeeeerees 1.00 @ 1.15 a 0 © ¢. dark green 3.00 @ 4.00 
bichromate 27%@ 20% Para-amidoacetanilid .....++++++ 1.50 @ 1.75 — nes Siave deep navy blue B....eee0e. — Go — 
bisulphide 2.50 @ 3.00 Para -amidophenol Sc edt 4.00 @ 4.50 sumeiees Re aaa * Low @ 176 vom on eee eee eet eee eeeeee 1.7% @ 2.2% 
bisulphite, powdered..@ 1b. 6 @ 7 ERE Ses pean abe eee wee 4256 @ 5.00 skyblue, FF 6.25 ° 8.00 ctoria blue ..... eovcce SVeveee 10.00 @17.00 
25@38 per cent. liquid. wists 4@ ih Paré-dichiorbensct 15 @ Ww FOUOW: docccctsévevcetvccce GN Me pen : Svewbeesuee “se - 8.00 g 9.00 
oases s ee sua G Paranitraniline ....--.eeseseeees 1.60 @ 1.70 Diamond DIACK ..cececeserccceee 275 @ 3.W biue Se ssrssseversavernese -@o- 
a ° a aes Le ae Tovenmreaeeeente . -s Eivevcdeee ios g 1.15 Gee, pallans scarlet 10B......+ = $ reo GTOCN oe cccccecereces esecees 4.75 @20.00 
en ee Sd ee 7 on ‘aranitro-orthotoluidine ....-«+- . _ rec ACK se etnerreeee seeeeee POD cccccecccvcccccccsccsces bs 
= aed pow ehViCei se dtes sue a Paranitrophenol ...eseseeeees 1.50 @ 1,80 DIUS ccoccccsccces eocvccces 2.00 @ 56.0 PRR eneretegn ‘ <e g os 
chlorate ee ate oe 24 @ 26 Paranitrotoluol see eeeeeneeeeeaee i.e uw iz biue Di acti ti yesctantuatwes 2.560 @ 3.50 SOE < eeavheveves cccssvcee SN OP Oe 
ae ibosib saseetrv avy 37 @ 2 Parapnenyilenediamine @ 4 = blue BB .cccccsecsccsccece 1.40 @ Fo WOO GHB Ls vnéevnsecevsiens ill vou @ 1.60 
Gustin «. “Fb ope thane . 2 @_ Paratoluidine ...... os @ = viue -. ecereeccce Ceecccee ove ‘3 @ oo MEE Weleinseiess ot 650 @ 7.60 
hyposulphite, bbis. .% cwt. 2.60 @ 3.60 eae? pe anhydrid a 370 a i Supeesensiencetan ee i $ 260 green W (mixture) ....... 400 @ 6. 
nitrite, WGus per cent.W Ib, 28 @ 3 phenol, U, 8, Piccccccsscceeees $*3 ek a sence ee 
phosphate, commercial.....+ 72 ° ere a ¢ brown stectsosesvee ee ae 
srussiate, yellow ...+.+-- e« 6&0 @ 63 COR? BRIE coccccccccccccccccescss { @ 1.25 A thhcind . oe E- 
peer plea alge # cwt. 136 @1.50 Resorcin, technical ........++++ 0 @ — aan + pean t= bar} g 400 Nz \, TURAL DY 
aye “ag ye a ane 2% oeeeed pemendeman ™ tea 1.40 ° 1.50 DFOWN MB... seecereesseees 2 @ 3.0 STUFFS 
sulphide. tu per cent., fused 6%@ 7 ‘Tetranitromethylaniline ....----- 2.50 @ 2.75 eae = 22 * 3.00 > 3.25 ® 
30 per cent, crystals.... 4@- TONGIN occcccccsccccscccccscoss BW @ 3.00 noraeeas . 2.00 ° 4.00 Acétate of soda......cccses 8 lb. 30@ — 
SuUlphite ..sceceeeececevecs 54%@ 6 Toluidine mixture .,...s:+e0+++ 3s @ ions Senetae. 300 @ 3% RIDING MEE on 6. 6 oho eksers 625 1.25 @ 1.35 
Sugar of _ (See acetate of TOluol, pUre .....eeeeeeeee # gal. 1.50 @ 1.56 fk DIAM. cc00skeoss Tol aloo @ 4.76 pare Essnesouseussnereseone 90 @ v5 
lew lel ele cou ceeascieve ral. 45 @ 55 Sa eR ean ar VO~CtADIS ...cccccscsccvecs 68 
gulphur, refitied «..-..+++. wowt. 2.25 @ 4.60  XVI0l, pate LE 90 @ 8b See roerrerctseneseet 2 be granular, egg’ ‘yoik........ 6 it 
Tin, bichloride ......+++++- GT Be ee FG sexs cvvevecevecess e lb. 8 @ 90 DUGUE. Biss chee een. eee Spray CBE YOlK.....+-eeseee 70 @ 72 
CrYStAlS sees eeeeeseseeeeees oo @ 61 sions green J BM ¥........c2c.-. 835 @ — Allsarine red 8, type........ +++410.00 @12.00 
OXIdE ceeseeeeeecersereeees 1.00 @ 1.10 gray Seale 4.00 @ 4.50 reduced ...... -¥50 @ — 
Zinc, carbonate ...ccssceeeeeeecs 18 @ 22 1 Tar C ] SEU“ scccsecserstsccgicraee OG. = ia” oe 4 @ 4.10 
SERIES osiee dns sah os se¥e* a Coal Tar Colors. MEEED castrssctecesscorvory ED GGUS | gmmk ere, o° 73.5 
« © ccc vesceccsccsseeseses? we gp BORG settee es seeeeeveces oe 
sulphate ...seeseeeeees Pilb 5 @ 6 Acid, dlack.......0066 eeee Bld. 1.50 @ 2.75 SEENES ES socvorsrvesossses Bae Antimony, salt, 75 per cent.... Nominai 
eran, R 2450 @ — 
ER casGst vyusieeese 273% @ — ee Pena nee Se a 6.00 OP POP OMG is fs ccncicvcceees 68@ 70 
. Nee te hey oa SrEass 2.00 @10.00 Ae co g 5.00 47 per cent....... eesedesere Nomuinai 
Acids. = gee 5.00 @ ia red ¢ 276 @ 5.76 mais CHIPS ooecscccsccesenens 6 @ 8 
lue wees eee 5 @ a Lea Vererers e eo 7 WD 66600086 CES COCKE ECO CCCS 4 @ 6 
Acetic, 28 p, c., bbis....% cwt. 5.96 @ 6.11 blue K tees 2.75 @ 8.60 = AB... esse esesssseesees se $ gg _Bichromate of potash........... 46 @ 48 
66 per cent., redistilled....10.76 @10.87 blue 4B . e- a Geen oeene chee enters oi. $ es = a OF BOGE i608 ¥ stv 28 0 27%@ 29% 
glacial, $Y per cent.......- 19.50 @19.70 blue G @ 8.00 red amltnins sss. eecccoe ee 3.30 @ 4.00 oe WOOK... eceseceerees ® ton.60.00 @70.00 
70 per cent., redistilled....13.30 @13.48 Bordeaux @ 2.50 manits dictates hpideeg o Camwood chips ..... Aseeees tteee 18 @ Ww 
Hf nf einpmegananapdsele 15.15 @15.30 RN ea @ 2.50 - Ripe -eeert mresssatense> ae @ he Cochineal, Teneriffe, silver.@ lb. 65 @ 70 
Acetylsalicylic, bulk...... ® lb. 2.75 = brown B . 5 eo- ony rarer rv ; cess + 9.60 3 .00 rosy, WMO occcsvcssccosvece 75 @ sv 
Aqua fortis, in carboys, 40 leg. 7% 8 brilliant green ......ss+e+ Nominal xy ot ae ecvcces 360 4.00 gray, black .......+.. scoseeee CO @ — 
ae Gees course Nears Bue (8 canary yellow G.........+: 2.50 @ 4.00 ¥ WO. Go cccccccscevecss a @ 4. ‘ fine Madras ......+-+se+e+5 Nouuinal 
Battery, 66 deg., aviphuric...... 5 @ 5% i Me a cees 25 @ 1.50 aren ighprevemeteschiessas = e ss Cudbear, French ..cccccccsccse Nominal 
Benzoic, ex toluol........sseees 8.00 @ 8.40 fast red B...eeeccececeeees 200 @ — eer merersewicvecertets 4 S S00 concentrated Nominal 
Boric, crystais, bvi 13%y 16 BISA ew sdecccsctccccverses 3.50 @15.00 violet Rete cm ee eo aeee 135 - English .... ..Nominal 
granulated ... 18%@ 16 STON GE a.cscsccccccecees 12.00 @14.00 aan Bb cus... epeey suas Cutch, bales .......seeeeeeeeeeee 14%@ 15% 
powdered .......++-. 13%@ 15 MABEMA ci seeeeeeeeeseeres 4.25 @10.00 “aa & Gee. ‘ = @ 8.7 GORGE said eccdesecessccces 22 @ 2% 
Butyric, tech, (60 per cent.).... 145 @ 1.65 maroon ......+ iveibessases . 2.50 @ 8.00 atio re = SIADS seseeeeveeresresseeees Nominal 
Camphoric .......- 4.90 @ 4.50 DAVY DIUC .....ccccceesseee weee sun... aap 72 Dextrine, imported potato. ..... - Nominal 
Carbolie, U. & P.. crystals, dma 638 @ 65 MEE Shs Sa atwisdcussdos 1.00 @ 2.00 a tecoreres - ¥. @15.00 British gum ........ Secesce Nominal 
borties, pound .. : 6 .= RENO <ssseniessasnsvse 9 @ 1.25 Pe .dhotseeigcrrponeianesee © oar domestic potato ........... 19%@ 20% 
Chromite, tecknioal . DD @1.% ME AE 5. Scacss pcceeus uy 55 @ 1.00 Seerteserevestsisaeson cen Wee $11.80 4, COM seceeeseesceseee srssee = =88 @ 8% 
SE ras caxeces "25 @ 1.60 pink .... 5.50 @ 6.00 rene Olah itech 200 ae BRE EUS Sve bevesevescesad # ton.75.00 @79.00 
pabietatis fcrerecireveorsee Ee ae er esse 5.75 @  — BEZtRFOSIMO «0-000 e0ee+ee0reee 0180 g 5.00 © lavine ..... setwestas sevee®@ Ib. 1.00 @ 1.10 
DEE.  cudesgeesorevirevases 20 @ 6.20 Ped 4B ..cccccvccecess - 2.25 @ 3.75 acid brown ‘(rea ‘aade). ane Fustic, stick..........+ ++-® ton.40.00 @55.00 
Citric, crystals, domestic, mfrs. 82 @ 88 BCATIEL os esrcccsescccsseees 1.25 @ 1.75 crimson aed @ 4.00 YOUNG TOOL ..++.+.seeeee +++85.00 @40.00 
powdered {Fe aude awe mae 824@ 88% @carlet Yo ..sccesssccecsvee 2.00 @ — light yellow. Spirocessevusns Sa @ aes J. CHIPS os seeeeeecsseeeees Hees 3%@ 5% 
Cresylic, 95@97 per cent..@ gal. 1.10 @ 1.20 WOME 6 odevc0 ses see ss cvecces 5.00 @ 8.25 neutre! ee ese coe SOO @ @ Gambier, common.......... 2 @ 26 
GU per CONt......eeeees ° 75 @ 80 violet BAN ...ccsceceeceers 5.00 @ — eaten BTBY eos sccrccccers - 375 @ — DIRTRRION: 5505 cwspeeas ad 23 @ 24 
Prelie DMR ecicvecss ss sses >: 40 @ 45 MS, So laws nce 6.75 @ 7.50 eee sememennerneestees re @ 2.76 Singapore cubec ....... .. 85 @ 35% 
Fornile, 75 per cent. “Bl. 360 — WOM OU. sc ssdeccceesseedd 8.00 @ — Ben nrecceneeest}erees $055 eee Java, cubes ........+. +» 19 @ 20 
REL, BW, Biinesssoctsecsvces 1.60 @ 1.65 Violet 10B ..c..eseeseceees 10.00 @ — ee anaes ccrvrerss tvests 8.09 @ oq _Hypernic (see Brazil wood) oe 
Hydrochloric, he wicns . Nominal MEME TES i itcscravtscvaceds 2500 — my Jack” 260 2 209 = Hypo, of soda, bbis. LP ewt. 2.60 @ 3.60 
Hydrofluoric, 30 p. c., - 6@ 6% POIGW soceds sive sscesises 2.00 @ 2.25 biue .. 7.00 > 8.00 kegs ..... teeter ee eee scene 2.85 @ 3.10 
48 per cent., in carboy 9@- Yellow 2G cssseeeeseeceers 350 @ — brown 8.00 @ 6.00 digo, Bengal .,.......... #8 lb. 3.00 @ 3.75 
52 per cent., in carboys. 10 8 12% VOMOW Re ..cccccccccccsece 123 @ — Fucnsine, crystals ............ 7.50 @13.08 Kurpans ..sessccssssceccee 2.25 @ 2.75 
Lactic acid, 22 per cent....... ° 6 7 Aligarin BlUe csocccccecccess --. 6.50 @ 8.00 indanthrine blue (per. sample). ° 2328.00 @ io Guatemala ......esereeeeee 2.25 @ 2.75 
44 per cents nea payed - 8 g 16 tes ce pecasvente 6.00 @ 8.00 Induline base........:..:ss06+.., 2.00 @ 3.00 ey lsd eb baetebkabs a. a 
revision, U. 83. P....- os & 3 I ED i ss 5 yc aeee . 1.25 @ 3.00 ee is SEE vckcovecsceds rake MANIA .occeeeeeeccscesccce —_ 
Sth revision, U. 8. P.....-. 260 — iooen Gat guste... o> a oe et fo ea bebe eeteeebatnaete: 2.25 @ 2.75 
Mixed, U. aS Governmenc stand- o nent PeseRbe Ke Sodsveenes oe @ — water SOl., C....-.se0e 140 @ — Indigo paste ........ srrecescees 54 @ 55 
eocccegccccosesce = NAVY DIVE ....seereeoeeee oe 6 » 8. een ay rp ~ 
Molybdic, C. P.es...ccee. ® cw. 6.90 @ 7.40 aate Aaee os ‘ss ee spirit AOL, Reseeesseeeseess 175 @ — — jndigotine +: sss. were ie ae Ss Ze 
Muriatic: 18 deg., in carboys a" eee eeerene *""" 3'50 @11.75 a sol., C.... ee 115 @ — — BUCK... cccccoees 8 wea ee 
eb. 20 2% ee oT ees. ieee aie 2:50 @ 8.00 «ea Ae a ay uo 6 
NR cas ulgdee 2u@ 2K a gpa . io $ iS Magenta, crystals : 7.50 @10.00 CRIPPS .ccccvccccscrcccsscccs 3%@ 6 
BE AMNME-« 5 ccsseddie ness 24@ 3 an ae ee 259 powder .... 7.75 @ 9.00 Madder, Dutch........+.+. @ lb 26 @ 80 
Nitric, in carboys, 40 degrees. %@ — Meee Ro os55-cceetscccunat 50.00 @65.00 Malachite greea, 6.00 @ 8.25 Myrabolans ..............@ ton. Nominal 
MEP AURORE accsacseecesaseees 8%4@ — violet 14.00 @15.00 crystals ..... 6.25 @11.75 Nitrate of iron, commercial. ®lb. 2% 
Oleum, tank cars ........ @ ton.32.04 @70.00  aiall blue. "12:00 @14.00 Geees yellow i rrertircrrreey: | ao kt CPUG vc eeeeeeeeeeeeereeees - HO 8 
Oxalic, American .....+.+-- @ lb, 42 @ 44 vielat .. 12:00 @18.00 et Ay s Olet base.......+...... 3.25 @ 8.25  Nutgalls, blue Aleppo........... Nominal 
Norwegian ....cccccecececs 46 @ 48 ‘Guise - Gath 5.00 violet base conc............ 5.00 @ — COO 6c. gadis 08 0H inc a oe = 
PICO cc ccccccccccccccscccccces Nominal D Seliow "175 Sit ae Bepcenesevcistexenevees oo = Orentine ....... 8 ton.60.00 - 
Phthalic, anhydride .......++++- 4.00 @ 4.50 yellow 1.75 @ 7.50 “eae. eo ee rw Persian berries. . --@lb. Nominal 
Phosphoric, 85 per cent......... 45 @ 50 yellow 6G 1.75 @ 2.00 ERESC Se eSeSe Re eee ee ee a Phosphate of soda, ‘com. . 4@ 4% 
BO Per COMNt....cccccccecees 33 @ 40 Pe 260 @ aap hive OD BE. 0000000000000 . 5+ #russiate or soda, yellow...... 88 @ 60 
aie =< . 25 > 5 eee een eee . eee eee ere eeeee . =e > si > , as = r i’) 5 
Pees errs ethreese esses = g ae Amidine yeiow ase 4.50 @ 6.00 violet 6B. 536 Preasexe of potash, yellow..... 2 g = 
Seeuseeacewe sees 3.2 ae ME 4 cs... 2.. a nied es “7 ee Puente ba tag ehce hones. 6660me 3. 
Sglicylic, crude .....sceeeeeees 90 @ 1.00 SIMS S oo coo, oo so ascneee ns 2:25 $ i 6B Ex..... Seed 7:80 ° —  Quercitron, rough bark, f. 0. b. 
aH cece oc ds ace vabies sey 1.15 @ 1.20 MMAR TAR sive cccesstcetcen 3.75 @ — 6B crystals ......-....- 7.20 @ 8.00 WOTKE aes s nn neeeseeeees # ton:12.00 @ — 
Sulphuric, 50 degrees....@ ton. — @ — Anthracene brown G.......... - 20 @ — Methylene DlUC .....eeeeeeseeees BOO @ 5.00 aaenee coe ReGen sena snes 26.00 ape 
60 degrees 18.00 @ — FOE cccccccccccccecscecsee +» 6.00 @ 7.00 BD sesccocccccse seceseceee 8.50 @ 3.75 RE TERRE ee : vy 
, ‘ Bi ’ B n t d. Red sanders, chips........-++-+.+ 12 @ 14 
66 degrees ( =, vwuramine O....05.0000: Geoscede 4.75 @ 5.00 concentrated...++....1.5. 4:25 @ 450°" “4 9u 
GBulphurous ....-..cececeees 3% | eee per err oes see Te aes mean MAD swodevensigires ‘= g 5.08 sone Seat sce ats 289 @ 1b. 1248 1s 
Tannic, U. S. P., MN, oc cagecaee 1.48 @ 1.53 seereessesescessessess GB, 5 oe ae ees See RO Se yA 
Binet 516 artes aceeenes 6s @ 83 Az0 CrIMBON +. os. eeereeeee roves 7.25 @  — oa B seeseeee tteeesesese = @ — 75@85 per cent..... Sesser - 18 @ 2 
€ d chrome blue B......... .--- 5.00 @ 5.50 Raves ecccccccccoccce = @ = Starch, corn, powdered 64@ 7 
Maptaric, crystal ..++0-+.0s000 88 @ % carmine ..... ice secnneee . 5.00 @ 6.00 Naphthol BERG ORE soos sikainwnncs .++11.50 @12.00 OUEEE ott te cllicce e e 
powdered ..eeeeeretereeeees 8 @ 94 oe tes” 000 Setces canes 4.25 2 — a _— pevecccccconsoses = g 6.00 Japanese potato ........... 1B4u@ 14 
a ta ice - WEE Mivssipeaesereesesce eee : WO cweds eeenasshpcessseaee . 12%0@ — 
yellow ., -. 3.00 @ 3.50 Naphthylamine . seeee 6.00 $ 10 wheat cceetcewesseereesesss Weckteai 
COAL TAR BASES, rubein ........ - 27 @ — ‘igrosine jet, base.. . w@e— domestic potato, bags...... 12%@ 13% 
Basic blue, bright.............. 3.00 @ 4.00 ot! so}.,’ lumps R.. -» 6 @ -— — sumac, Sicily, No. 1 (28 p. 
INTERMEDIATES MERA Soe co5 Cece scaeee 75 @ 8.00 oil sol., lumps C........... 6 @ — tannic acid...... a ei :98.00 @100.00 
. ’ OFBMBZO cccccccccccessovccce @ 3.00 Water S0l., Riwsesecceeeesee WO @ — DOOMEAIG ; Sch ubuneractsacace 65.00 @75.00 
purple ... @ 5.50 ooo _ ger iheraneseenens 6 ee - Taploca flour ..cccccsscccecccsce 16 @ 18 
AND COLORS Benzo brown.. o - = MOL, Ressecscessesees 80 @ — TNE, WENUOIE. was cds ctewsssd . 60 @ 61 
° dark green. @ 5.75 Wirit sal.. CO. .cccccccccees: & @ 1.10 Turmeric, Madras 11%@ 12% 
Acid, benzoic, ex-toluol....#@ lb. 3.00 @ 3.40 fast orange ........... eens & @ 7.0 Nigrosine blue, base........... s& @ — Aleppy ....... . Nominal ~ 
NS or ivapct aadaslecesceve 2.90 @ 3.00 fast = ABS... see eeee o = blue oil sol., lumps R...... 5 @ — PUUBE oo ssccuccosiace «-» 10%@ 11 
Acid naphthioniec, refined........ 1.20 @ 1.30 = YONOW A. -2+-+s0er0e0 ie fs blue oil sol., lumps C...... 60 @ — CHina - see eeeee ee ee eee e ees 9%@ 10% 
Cechmlca] ..ccccscccccccece 1.00 @ 1.10 orange Reese eaaee cnt Eseries @ 5.00 bus wae oo & peak eee 50 ee Se Eee OB. «rs +900 ec ae 73 2 
Acid, sulphanilic, technical...... 32 @ 34 DUFpUTINE .....0-cceeee @ 8.00 blue spirit a ae 75 @ 1.00 Sipe Sern Citsn aes Thnernsegs ers == 
FENCE ....cceceeeceeeseece 42 @ 44 purperine By cae seevnseses @ 5.50 blue spirit sol., Briss eco aD oe = 
OO re rear 1.00 @ i.20 purpurine 5B.........++++-- @ 6.50 Oil black ; 
Alpha-naphthol, crude ....-...-- 1.00 @ 1.10 SKY DIUC «.seeeeeesseeereee @ 8.00 green ...---- kan 30 93.00 Dye Extracts. 
0 ait! ee le) Chet het Ne | ML dea vueretavSutses ces : @ 3.00 
FOANCH .ccsccccccccccsscece 1.60 @ 1.70 Biebrich alizarin_blue.... @ 4.50 mahogany red. Brats kts 3.00 @ 3.50 A 
cinekdinbthvianio; .... 6 @ & Bismarck brown R......... @ 1.75 wo. * 300 @ 3.00 Frobil, double .........006 @lb. 16 @ 18 
IRN RSTL ches cis tieciegivsg avs 27%@ 38 brown VY ..cessceeee . @ 1.25 acariet Sis ivadarawestncsen 20 @ — concentrated ...ccccccerces 23 @ 30 
Aniline Oil for red.....cscecceee 1.15 @ 1.20 Bordeaux red B....... scoccescee BD @ 2.50 FOUOW ciccccoccecce bent wan 2.00 @ 2.50 Barberry, French .......--... . 35 @ 40 
EE MGR code eucacuncdnnn eens 35 @ 36 i Cree > : ~~ c Swe lee Hypernic). prs = 
Anili | 6 Brilliant croceine scarlet 35.... 3.00 @ Orange A. . % @ 1.25 weet eee tee. Oe 4 @ 
Anthracene, 8 per cent......... Nominal AUN OR asda, wectie bene as 3.25 @ 3.75 II Sea rites FoR eRe ee “00 Chestnut, 25 per cent,..... tee 2A@ 4% 
Benzaldehyde ............. ..-. 3.50 @ 5.00 green crystals .........- > 2 — BE teense tree eeeereeeesens @ 1. CUES, MAGI go tse scene ccoesiees “uo 
ometatne bane a # secccceces SO. cclsccce eecces eoccece 1.00 @ 1.25 Divi divi, 500-lb. bbls., 25 p. c. 
sulphate . Bright acid green....+-..s++..++ § 9.75 @10.00 Oxamine blue BB.......seeseeeee 7.25 @ 8.50 DOMME Vise ccwiseds cee wud 6@ — 
CarMoigine ..ccccccccccccccccces 3.00 @ 4.00 pure blue 7.50 @ 8.25 ‘ustic. soli 
Benzol, water white GRPEN hal TBE cose scceesccccses ++, Nominal | red B Panaracer TE BTS Ute. MOM .. 2... 0. ereeeevere 27 @ 28 
Benzyl chloride, refined... % . @ 2.70 Chinoline veiiow ssossenses srani 5.00 G1! 00 eecccccesccesececce coe & @ 7. liquid, 51 degrees.......... 14 @ 15 
REE eS tee oe 2: @ 2.40 ae Peet mhe eocerccccece oseese++20.00 @25.00 CIVBBlg sccccsvccccevs lb. 30 @ — 
Beta-naphthol, sublimed Ss @ 0 2.76 Pp : ote ct ge ae ate pn Galt ae "gel Keak bl gg hae dace tdi 30 @ 32 
distilled |. . 65 @ 70 oa hosphine BG c.ccccccccsesoss --. 7.00 @10.00 Gambier, 25 per cent.......-..-. 17 @ — 4 
veauhiimed "1.90 @ 1.80 275 Ponceau GG....esseeeeeeeeeeees 200 @ 250 Hematine crystals ......... @ lb. 20 @ 22 H 
ME teg corse si tarcaarss o@ — Oe ee gee satan r tae eaxeees i RE cater ak ee oi teens oor 10 @ 13 
Beta-naphthylamine, technical .. 1.65 @ — Chrome gray A, ae _ ©, ©. Frew ncesceevers @ 1.00 emlock, 25 per cent, tannin.... 4%4%@ 5% | 
sublimed .....+.. Seeanenecy 265 @ — Wee Sait eeaicicentenae? — -. a eee scarlet og 4.00  HPernic. s0lld «.0--seer2seee0 se = 
Creosote oil, 25 per cent..@gal. 40 @ 55 violet sees . 8.00 Rocceline ,,..... feaa een eeeneeese 2.50 @ 8.00 Indi Rees ee MEO. 4 vere cenenee oe = | 
We ME OBIE oc a's 4.050 00.006 sho 35 @ 37 YOHOW .ccccccecscccecs . 8.50 %hudamine 12.50 @65.00 BOD Rien O06 8 ees eseecdescsevee 26 @ 30 
Grane UU. B. Piecccesessss 2 Yellow 2R..ssceseccecereees 7 3.50 B extra conc ‘00 @GS. Larch, crystals, 50 per cent..... 8 @ 8% f 
ortho- cresol, crystals a a5 g i yellow 8G . 3.00 © sted ar 1195 @10.00 ages, 7" Bae TOR x8929990 8%@ 4% 
Dichlorbenzol .......ceeces J as Coryaemine Gqiiserstseeseaeedes 2.55 Gr nc rccescecsccdcceceuce ..80.00 @ — Logwood, solid pe sspieiestecees 20 @ 21 | 
Diethylaniline @ 5.00 POUOW Go ceeseseessrseccces 50 @ 4.50 Scarlet pulp .....seeeee cossiveas we eee trae ie mt teen es ee Ge 
Dimethylaniline @ 380 IER. 55.0. 0.64.05-0800.60 0000005 1.10 @ 2.00 Ws Gxiesadsedednedasdans eee 1.25 @ 2.00 Meoatnla? tae, seteseceeees 9 @ 10 
Dinitrobenzol ....... . @ 38 VOMOW G.ccccccccccvcceccce 200 @ — Bafranine 400 614.00 EPEGRIS aysccbeaceetyveriees 21 @ 7 
Dinitrochlorbenzol ........seee 40 @ 45 Chrysophenine .......e.seccesees 8.00 @ 9.00 > ave ecccces eocvecees ee6 4 S +o Mangrove, 55 _per cent, cutch... 10 @ 15 
Dinitronaphthaline + ....2.2221.! 55 @ 60 Chrysophenine G......-......... 10.75 @12.00 MP tee ees Eee tc Tae ae quid, 25 per cent....+.-+. 8 @ 10 
Dinitrophenol ..............ss. ae a oo RR Nominal ML, Ss cascacn cat taeeen ae 6.00 @ 7.50 Muskegon, 25 per cent. tannin.. 1%@ 2% 
ENE. ie ws nee ob beckdeces 65 @ 75 CibannNon DbrOWD ....eeeeceeeees 9.00 @10.00 Silk blue g Ts 2.50 Myrabolan, solid, 50 per cent... Nominal 
Diphenylamine Fins ERE RAIN, 4 Nominal | ieee adic Reeneptagig > om @ he ‘ Bint Bo oogsssncsoaaesivas oes Se $ liquid, 25 per cent........ - Nominal 
eee ee ererereseeesecece » g e SPP HST ETS PASS AS Z - ak eeoreeveressccens , 
Pematsce) * {ott h see eesses 1.25 @ 1.45 red W «s+-++ - 5.25 @ 4.25 soluble blue R....cececeeeeees. 675 @ — as orange, 42 deg. liquid.... uo 12 
Metanitroparatoluidine ........- 5.00 @ 5.50 Cosmos red .. 250 @ — blue type..... Seanasceate ..- 0.75 @10.25 Palmetto ..-... Pio eaaaeeeig o Ss 
Metaphkenylenediamine .......... 1.85 @ 2.05 red SH .. . @ 3.50 Sulphur black 40 @ 9.00 Persian berry - Eetroaaaaeas Nominal 
Metatoluylenediamineg .......... 2.00 @2.25 Cotton blue @28.00 Niagra co cc ean eee Ry Z Quebracho, solid ....++s++sss.se ‘ 
: M +e Se itineksesbecieic Mn eee SUSOFACHO, SOMA os sciccrcccneser 9%@ 10 
onochlorbenzol ....... i a Bee @ 5.00 blue 5G... 1.25 @ 1.50 35 per. cent, tanin 6%@ 7% 
i Monoethylaniline , . 1.50 @ 1.70 orange G ae blue R <6 @ 800 Querc : <a 
Monomethylaniline ..........+.. Nominal orange R eo - brown .. "40 @ 6 mak og Bee ats sooo BO 1 
Naphtha, solvent ......... 8 zal. 18 @ 2 yellow eo = green 150 @20 c saute, St dogrece 'e@ ™% 
ee Pdi tees 122 @ 15 Cianetiecateariet «.... : @ 2m green 8G * 2°35 27 Spruce, 25 per cent, tannin...... 1 @ 1% 
Naphthaline, flake ........ Pb. 9@ 1 UIE Shs ssensncotecesscce OMB kahk! G.., 1790 @ Tan «Sumac, staluless, Sicilian...... 10 @ il 
e car ° @ 3.50 : 
RR Sais an 9 aroha 12 @ 1% Crystal violet @ 9.50 kahki R.. 90 @ 1.25 comets. a oo ere 6 @ 7 
Naphthvlamin disulphonic acid.. 1.00 @ 1.10 CyaMine blue ....... @ 5.08 ae Rees reese sone ‘ oe $ LS er net ttt “— 5 
Nitrobenz0l .....eeeseeeees sesee 17 @ 20 Cyanol blue... minal Fellow Gree EE BSE (Continued on page 8.) 










July 15, 1918. OIL PAINT AND DRUG REPORTER 


We offer subject to prior sale - 
the following materials: 








FOR SALE 
CHEMICALS 
6,000 LBS. TIN TETRA-CHLORIDE 6 CARS LIGHT SODA ASH IN BAGS 
Prompt Shipment, F. O. B. Cleveland Equal Monthly, July-December, $2.60, F. 
O. B. Works 
1,000 TONS SOLID CAUSTI 
Equal Monthly, 1919. ako 7 25 BARRELS FLUOR SILICATE OF 
MAGNESIUM, 18% 
1,000 TONS LIGHT SODA ASH IN BAGS Prompt Shipment, F. O. B. Cleveland 
Equal Monthly, 1919. Wire for Price 4 TONS WHITE GRANULAR SAL 
8 CARS SOLID CAUSTIC SODA AMMONIAC 
Rolling to New York, 4c., F.O. B. New York 19ic., F. O. B. Philadelphia 
OILS 
82 BARRELS COMMERCIALLY PURE 9 TANKS SOYA BEAN OIL 
OLIVE OIL | Equal Monthly July-September from Coast. 
In Warehouse at New York. Wire for Price Wire for Price. 


1,000 BBLS. SOYA BEAN OIL 
Equal Monthly, July-September, from 
Coast. Wire for Price 


WILL BUY 
50 TONS SOLID CAUSTIC SODA FORMIC ACID, ANY QUANTITY 
Each Month, July-December, 1918 CREAM OF TARTAR, ANY QUANTITY 





Wood Oil, Spot and Pasture. 
Place Your Offers Before Us. 








E. R. SMEAD COMPANY 


ROCKEFELLER BUILDING CLEVELAN D, OHIO SCRANTON ROAD 








NEW YORK MARKET 


PRICES. 
(Gontinued from page 6.) 


FERTILIZER MA. 
TERIALS. 


Ammoniates. 


*Ammonia, sulph., prompt, single 


bags P 100 Ibs. 7.80 @ 785 
futures socvcccccoccscccs. Nominal 
Fish scrap, dried, 11 p. c. am- 
monia and 14 p. c. bone 
phosphate, f o, b Chesa- 


peake, and f. o, b. North 
Carolina fish factories 

? unit 7 
wet, acidulated, 6 p. c. am- 
monia, 3 p. c. phosphoric 
acora, ££. ¢ b, fish fac 


& 20 


tories . 625 @ 6.50 
Ground fish guano, imported, 10 
and 11 p. c. bone phos- 
poets, € &. 6 H. eo 


Balto. or Phila......... Nominal 
Tankage, i! pc. and 15 p. ec. 
CO D, CRIRBG: cccsccscnse 6.65 & 10 
Tankaee, lv and & p. c., f. 0. b. 
Chicago, ground ........... 6.65 & 10 
Tankaxe, ¥ and 20 p. c., f. o. b. 
Chicago, ground ........+.. 665 & 10 


Tankaee, concentrated, f. o. b. 
Chicago, 14 to 15 p. c..... 60 @ — 
blood, f. 0, b, Chicago 6.70 @ 
Garbage. tankage. f o. b. Uhi- 
cago +Teeireene ee aes . 5.25 @ 5.50 
Hoofmeal, f.0.b. Chicago..@ unit 6.25 @ 
Driea biood, 12-18 p c. ammo- 
nia, f. o. b. New York.. 68 @ — 
Tankage, New York.....-ssees. 6.85 @ —_ 
Garbage tankage, New York....6.15 10 2.00 
*Nitrate of soda, 96 p. c.. aput.. 
# 100 lbs. 5.00 @ 5.10 
futures, 96 Pp. C....+-+++++. Nominal 
*Resale offerings. 


Phosphates. 


Acid, phosphate, bulk....@ton 1800 @ — 
Southern ports ... ad ° .. TO @it.oo 
Bones, rough hard ...... eescens 80.00 @82.00 
eoft steamed, unground....26.0 @ — 
ground, steamed, 1% p. c. 
ammonia and 6 p. c. 
bone phosphate ........31.00 @ — 
ditto, 8 and 50 p. c........87.00 @ — 
raw, ground, 4 p. c. ammo- 
nia and W p. c. bone 
phosphate ..............4200 @ — 
South Carvlina phosphate rock, 
kiln dried, f. o. b. Ash- 


fey RAVE .nccccccvcess - Nominal 
Florids land pebble phosphate 

rock, 68 p. c., f. 0 b. 

Tampa, FIR. ..cccecess 3.75 @ — 


Florida land pebble phosphate 
rock, 75 p. c., f. o. Bb 
TAMPA .ccccrccccccscccee 6.76 @ 6.0 

Florida high grade phosphate 
hard rock, 77 p. c., f. o. 

b. Florida ports........ 650 @ — 

Tennessee phosphate rock, f. o. 

b. Mt. Pleasant, domes- 
tie, 78@80 p. c...-Wton 5.50 @ 6.00 
+6 Dp. c. guaranteed........ 
# ton, 2,240 Ibs. 5.50 @ 6.00 
78 p. c.....@ ton, 2,240 lbs. 6.00 @ 6.50 
68@72 p. c., ground so that 
vu > will pass 
tnrough 100-mesh screen 
# ton, 2,000 ibs. 600 @ - 





Potashes. 


Muriate of potash, 80@85 per 
cent., basis 80 per cent., 
im BABB. cccccsse «e+e ton.310.00@ — 
Muriate of potash, min., 90@95 
per cent., basis 80 per 
cent., in bags..... ++..325.00 @ — 
Muriate of potash, min. 98 per 
cent., basis 80 per cent 
TD WRN co cnccavepinaces 325.00 @ — 
Sulphate of potash, 90@95 per 
cent., basis 90 per cent, 
in bags ee ...$25.00 @ 
Double manure salt, 48@53 per 
cent., basis 48 per cent., 


tm DABS ccccccscccccccee Nominal 
Manure salt, min. 20 per cent., 
K,O, in bulk............ Nominal 
Hardsalt, min. 16 per cent., 
K,O, in bulk.. ......... Nominal 
Kainit, min. 12.4 per cent., 
KO, im bulk.......... . Nominal 
First sorts potashes see ae 22u 4 25 
Pyrites. 
Spanish, crude, unwashed fines, 
per unit, averaging 48@62 p. c. 
of sulphur, ex ship......8 unit 17 _ 
Spanish smalls, washed fines.... 17 - 
Furnace size lump ore, washed, 
averaging 48@52 p. c. of sul- 
phur ..... 63000060800 coccccesse 19 @ 1% 
Spanish lump, washed.......... 17 @ 1T% 
Furnace size high grade practi- 
cal'y non-arsenical; less than 
1-16 p. c. arsenic..........+. - 17@ 17% 
Lump. unbroken, Spanish ore... 17 @ 17% 
Spanish pyrites, delivered.®@ unit 80 @ 82 
Domestic concentrates, f. 0. b. 
MOTD cccccccccccsccsces eveasese 23 @ 30 


NOTE.—Foreign prices on pyrites are tased 
on the freight rates. The seller pays up to 13 
shillings and the buyer the difference. Freighte 
today are from 40 to 42 shillings per ton. 


COMPARATIVE. PRICES OF 
PRINCIPAL ARTICLES. 


The prices of the following principal articl 





at the close of the market on the correspond 
ing -date of the three previous years will be 
of interest: 
Chemicals. 
L117 1916 1915. 
Bleach, per Ib $O.01% $O.04%, $014 
Brimstone, crude long 
n 4 $5.00 35.00 22.00 
Cream tartar, crvstals 10 nO 
Kair min., 12.4 p, « 40.00 10.00 woo 
Oxa a 1, in casks 16 oS ar) 
Potash caustic, SS@2 
p S4 SS 41 
chlorate, crystals, f.o 
b. works ote - 51 48 30 
muriate of, basis SO 
p.c., in bags..#% ton.350.00 300.00 270.00 
Sal ula ae aes 1.4 60 
Soda ash, 48 p. « a . os OT 
ash 68 p c., light 
bags, Ib .34ks 02% .02% ee 
caustic, T4a76 p.c.,lb oy 4 2% 
chlorate ‘ 24 24 1 
bicarb., Am J - 2.25 1.327% 1.00 
nitrate. 9% 1 ri spot, 
per 100 Ibs.... ‘ 1.15 3.10 2.321% 
Sulphurie acid, 66 p, ¢.. A ae eo 


OIL PAINT AND 


Business Opportunities. 
(Continued from page 18) 


FOR SALE 


Equipment ip rented plant ready for 
the manufacture of Permanganate 
Acetic Anhydride, and Phthalic Anhy- 
dride. Includes enameled stills, kettles, 
evaporators, stoneware filters, mills, di- 
gestors, filter-press, ice-machine, air- 








compressor, steam engine, iron. stills, 
tanks, and condensers, duriron pans, 
lead chamber, complete laboratory 
equipment, office furniture, etc., ete. A 
large supply of chemicals necessary for 
the work also On hand and for sale. 
Address WILLIAM T. BOYLE, Re- 
ceiver, Third and Market Streets, Cam- 
den, IN... d> 








Four steel stills or digesters with cop- 
per tube condensers and receivers. 
Stills 6 ft. diameter by 16 ft. high, % in. 
plate double riveted; 24 in. manhole and 
10 in, condenser and 1 in. steam inlet 
Conical bottom with 28 in 
All in excellent con- 


openings 
and 3% in, outlets. 


dition. Will sell without condensers 
and receivers. Full particulars and in- 
spection to interested parties. Con- 


denser, 9 coils 5 feet diameter of copper 
tubing reduced from 6 in. Opening to 2 
in. outlet in wood tank 6 feet diameter 
by & feet high. 5 H. P. Raleigh Gas 
Engine, speed 400. New, in original 
crating; 1,060 feet 14 in. seamless steel 
tubing. Address BOX 562, care of this 
paper. 




















—— 
Paints. 
WT 1O16. 115 
larvtes, white prime 
foreign, per ton sas 00 S40000 Sia 
Litharge, Am powd 12% 0914 oF 
Orange, mineral An ID ole 00% 
Paris green, bulk, keg me a2 mB 
Venetian red, Ibs.. wey a2 7 
White lead in oil ‘ 
than Soo tbs per 100 
Ibs 12.75 1.75 6.75 
Whiting, commer ' Ha) 0 no 
Drugs. 
117 1916 11h 
Nleohol, 190 1 Ss. P S586 $2.66 $2.56 
Borax, erystals bbls., 
gran ¥ “714 OB% O54 
Belladonna, atropa root 1.25 2.25 1.00 
Carbolic acid, t Bi Eas 
crystals, dms... iJ a 1.50 
Caffeine, alkaloids . 11.50 15.00 Tm 
Cocaine, erystal 7.25 4.25 3.50 
Camphor ref, bbIs., Am so 453 
Epsom salt, tech, P 100 
bs 4.25 2.76 4.00 
Glycerine, C, P., bulk 63 5 22 
Gum, arabie sorts, am 
her, leaned 23 17 13 
Ipecac Rio ‘ » 2.50 7 nom. 
Leaves, helladonna 1.60 1.85 SO 
senna Tinnevelly WwW 27 20 
Morphine, 5 0z., cans, 
er OZ 9.80 5.0 5.00 
Onotum jobbing lots, 
Per ¢s - eR Om) 11.320 7.05 
OU, ceodliver, Norwerianl20.00 140.00 65,00 
eppermint me brand 
in bottles. bottle 2.65 2.46 
wintergreen, synthetic 75 2.15 1.60 
Potash, permanganate iw 1.60 1.00 
Quicksilver, jobbing lot 1.75 1.10 1.30 
flask lots 105.00 80.00 a’ 
Seeds, canary, Smyrna OS OT 615 
caraway 184 10 
celery é 1 1814 
Soda, salicylate 2.75 3.25 
Thymol 1.00 1.) 
iodids 61 
1916 1915, 
Cottonseed, prime, vel 
low summer 2 Ib. FO $0.10% $0.06 
Cocoanut, Ceylon, Ibs 1s ste 
Lard, prime winter, per 
zal ° 1.88 1.05 S6 
Olive, denatured.#? gal. 1.60 S6 S4 
Sperm, bleached, win 
ter, cold test, 38 deg 1.37 su 70 
Whale, bleached winter oO 6 oo 
Dyestuffs. 
117 1916 1915 
Acetate of soda $O001G 
\niline oil we 42 1.30 
Cochineal, Teneriffe, gray 
lack TA oF oO 
Cutch bale lo ty OT% 
Giambier spot ex 
WW 12 O84 
Ind » Bengal 7 " +O) 
I wood, stick tor 0.00 
Prussiate pota 
ow Loo SI) 
Soda bichroma ly 10 
pr in 2 
Starch rr mw 2.25 2.55 
eurtl Sicil Is 
tant wid 86.00 TH 65.00 
Miscellaneous. 
117 1916, 19th 
Spin ur} ne, S040 $0.4916 $0.4816 
rR I om, str.,280 nh 6.40 3.25 
Linseed cake, dor ) 47.500 2.0 20.00 
—_—— <2 


Duluth Closing Telegram. 
Dulut Minn., July 12, 1918. 


Duluth close today:—Cash, $4.4004.41; 
July $4.40 September, $4.50: October, 
$4.55: November, $4.42 Receipts:—Domes- 
tic, 2.075 bushel no bonded Shipments: 

Domestic, none bonded, none Stocks 
in store Dome 187,000 bushels in- 
crease in two days, 2,000 bushel bonded, 
1.000 bushels: mo change in two days 
Seed dropped 20 cents on market today 
largely on account of rains in Northwest 
Montana hopele however. Contributing 


cause of decline order of President M. L 


Jenks of Duluth board that all dealer 
shall report names of all principals in 
open trades, to shut off speculation, will 
be rigidly enforced, 
>< 

Saturday Cottonseed Oil Closing. 
The market for cottonseed oil closed 
dull and uninteresting Not sufficient in- 


terest was shown by traders to name 
quotations at any quarter, 


DRUG REPORTER 
FOR SALE 


Soluble Blue. F. M. TIEMAN & CO., 
: ulton Paint and Color Works, Brook- 
yn. 








AUCTION SALE. 
THE RACARMA COMPANY, 
Detroit, Michigan, 


Manufacturers of high-grade per- 
fumes and toilet preparations sold in 
department stores and drug stores 
throughout the United States. 

Assets consist of essential oils, ma- 
chinery and equipment, perfumers’ raw 
materials, bottles, jars, lithographed 
boxes, cartons, about $4,000.00 worth of 
finished product, formulas and regis- 
tered trade name. 

Plant in excellent condition and can 
be plated in operation without delay. 

Assets will be offered in their entirety 
and in suitable parcels. : 

Sale takes place on premises, 2nd 
floor, Globe Bldg., Brush and. Fort 
Streets, Detroit, Michigan, Thursday, 
July 25, at 10 A. M. Sale subject to 
Court confirmation. 

DETROIT TRUST COMPANY, 
Receiver. 

Cor, Fort and Shelby Streets, Detroit, 
Michigan, 
ee 


Raymond Improved Automatic Pul- 
verizer for screen separation: J. H. 
Day Sifter and Mixer, 1,200 Ibs. ca- 
pacity; 15 h. p. Metropolitan Horizon- 
tal Steam Engine; 8 h. p. Vertical 
Steam Engine; 2 Buffalo Vacuum Dry- 
ers; Cast-Iron Revolving Mixer: Ro- 
tary Dryer; A Blower: 6 Steel Tanks; 
2 Arm = Stationary Revolving Scales 
and Sacking Machines. Address BOX 
»o9, care of this paper. 

ee eeeeeseesensneneneseneneseerneeeeeeeneeee 
Rebuilt Machinery, prompt delivery; 
1-7’ Kent Chaser, 1-6’ Ross Chaser, 
1-20 gal. Ross pony mixer, 1 gang 4-14” 
Ross iron paint mills, 2-60 gal. lead and 
paste mixers, 2 paint roller mills. P. 
F. CAMPBELL, 55 Laure] street, Phil- 
adelphia, Pa. 
a 
Machinery—Two No. 2 Mead Mills, also 
1-5 HP DC Motor (Westinghouse), 110 
Volt 1,600. R. P. M. complete with start- 
er box, both in New York, and in good 
condition. Address BOX 552, care of 
this paper. 








Nine all steel] Acid Tank Cars, 40-ton 
Capacity, immediate delivery. First - 
Class condition, just rebuilt. Will fur- 
nish details on receipt of your inquiry. 
Address BOX 574, care of this paper. 


July 15, 1918. 
FOR SALE 


Factory at Cornwall, N. Y.; two story 
brick building, half acre ground. Floor 
space, 2,966 square feet; chimney, 9 x 
60 ft., 60 ft. high. Railroad siding for 
20 ears; 10 minutes) from West Shore 
passenger station; unrestricted. Gen- 
uine bargain. Address BOX 572, care 
of this paper. 
i 
Steam Boiler, Locomotive type, 75 H. 
P., at a ‘bargain to quick buyer, or 
wili exchange for C. I. Kettles, Wood 
or Steel Tanks, or machinery suitable 
for our Chemical Works. Address 
MORRIS COUNTY CHEMICAL 
WORKS, Butler, N. J. 

ee SSE 
Creosote Oil—We have to offer limited 
quantities of light distilled creosote 
oil, unusually clear, well adapted for 
the manufacturing of shingle stains. 
HAMMAR ENGINEERING & SUP- 
PLY COMPANY, 389 Cortlandt Street; 
telephone, Cortlandt 2402, New York. 








Fresh Green and Dried Ripe Saw Pal- 
metto Berries. We keep no stock on 
hand, but collect to order only. Green 
Berries ready to pick now; ripe Ber- 
ries in August and September. VIC- 
TOR SCHMELZ & SON, Route A, 
Sanford, Florida. 


MISCELLANEOUS 


Vacuum Drying, Experimental—I 
have a good sized dryer for experi- 
mental] work, and can handle your 
drying problems. If you want to sell 
goods to rubber manufacturers, I have 
the machinery to demonstrate prac- 
tically the value of your product. Also 
the knowledge to advise you. FRBDD- 
ERICK J. MAYWALD, F. C._ S&S. 
Chemical Expert, 133 Water St., New 


York. 


Have you a Tube Mil] not working to 
full capacity? We want some one near 
Philadelphia to grind sixty-mesh sand, 
containing approximately 95% silica, 
balance clay and iron, to 110-mesh, Ad- 
dress BOX 476, care of this paper. 


on 
Have $1,000 to $2,000 and services to in- 
vest in established, good paying busi- 
ness: must stand investigation. State 
full particulars in first letter. Address 
BOX 568, care of this paper. 

coer eS 
Chemical Manufacturing Co., Greater 
New York, with unusually light, well 
equipped plant, with garage and all 
conveniences; will rent space or com- 
bine with responsible party manufac- 
turing suitable products. Address 
BALTAN, Box 546, care of this paper. 


























AUCTION SALE 
The Racarma Company 


DETROIT, MICHIGAN 


By order of the Circuit Court in Chancery of the county of 
Way: e, State of Michigan, we offer for sale to the highest bidder, all 
assets of the Racarma Company, excepiing cash and accounts receiv- 


able. Sale takes place 


THURSDAY, JULY 25, at 10:30 A.M. 


on the premises, secord floor, Glob» Building, Brush Street and Fort 


Street East, Detroit, Michigan. 


This concern has manufactured the famous Racarma Company 
perfumes and toilet preparations which are handled by the leading 
department stores and druggists in all the large cities of the country. 

Premier buyers assert there is no becter line of toilet preparations 


than ‘‘ Racarma.” 


CONCERNING THE ASSETS 


The plant is housed in a fine, up-to date loft building. Equipment 


is complete for the manufacture of Racarma products. 
Stock consists of essential oils, perfumers’ raw materials, bottles, 


jars, lithographed boxes, cartons and about $4,000 worth of finished 


stock at list prices. 


The bus ness will be offered in su.table parcels as well as in its 


entirety, together with registered trade names, formu'as, and bottle 
, 2UYs = 


moulds. 


Everything is in such shape that the plant can be put in operation 


at once 


Sale subject to confirmation of Chancery Court. 


Detroit Trust Company, 
Receiver, Racarma Company 


Fort and Shelby Sts., 





Detroit, Mich. 
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Cable Address: 
“Edgertyn” New York 





Codes: 
A.B.C, 4th & 5th Editions 
Lieber’s and Bentley's 









MANUFACTURERS AND WHOLESALERS 





- OIL PAINT AND DRUG REPORTER 









118 William Street 
New York City 


963 
Telephones} 964 | Beekman 
965 


Our Forte: To Serve the Trade Right 


Aniline Dyes Chlorophyll 
Naphthionic Acid 
Neville Winthers Acid 


Phenylhydrazine Hydrochloride 
and Base 


SODIUM BISULPHITE 
SODIUM SULPHITE SODIUM FLUORIDE 
FERRIC CHLORIDE AMYL ACETATE 
SODIUM SILICATE, 40° AND LUMPS 


Crude Potash 
Caustic Potash 88-92% 


PARAFFINE WAX WHITE BEESWAX 


OIL OF MUSTARD . 
LANOLIN (ADAPTS LANAB) HYDROUS AND ANHYDROUS 


Yellow Ochre 
Precipitated Chalk 


Petrolatum, snow and Lily White 


CUBE GAMBIER SUMAC CUTCH 
QUEBRACHO SOLID HEMATINE CRYSTALS 
LOGWOOD, SOLID AND CRYSTALS 


Barium Binoxide 


Pharmaceuticals 


FERTILIZING POTASH GLUCOSE 
INSECTICIDES CALCIUM CARBIDE 


Certified Food Colors 


Inquiries Invited 





See Us First 


Notwithstanding the 

burdensome draw- 
backs of business, due to 
the war, we are today 
more thoroughly equip- 
ped than ever, through 
perfect organization and 
foresight, to fill your 
needs in the chemical 
field, large or small, spot 
or future, as they should 
be filled, with care, skill 
and efficiency. 


Our merchandise, sound, 
pure, dependable, con- 
forms to the highest 
standards and bear prices 
consistently low in spite 
of a rising war market. 


W.S.S. W.S.S. 


AMERICA’S 
BATTLE HYMN TODAY 


“Stamp, Stamp, Stamp, 
The Boys Are Buying” 


BUY YOUR SHARE, 
THEN DOUBLE IT. 


Interesting Quotations 
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os 
Linc Oxide 


_ THE HIGHEST GRADE 
OF LEADED ZINC 


Arctic Brand 









In all sizes for both human and veterinary use. 
Clean, firm, thin-walled, highly transparent, 
quickly soluble, easily joined, close securely. 
Carried in stock uncolored and pink. 
Many of the sizes are satisfactory containers for 
small articles, having certain advantages over boxes 
and glass vials. 








Polar Brand 









Opacity, Whiteness and Fineness 
Unsurpassed 


Zenith 
Zinc Dust 


COMBINING HIGHEST 
“METALLIC CONTENT” 
WITH 
FINEST MESH 







PRICES ON REQUEST 


FLT ood & COMPANY 
ee _— ae 


an 
‘AGLE BRAM 


DENATURED ALCOHOL 


IN FORMULAE TO SUIT ALL REQUIREMENTS 


FUSEL OIL 


Commercial Alcohol and Cologne Spirits 
NEW ORLEANS, LA. 60 WALL ST., N.Y. C. 




















Reducing Power—97 to 98% 
90 to 95% thru 350 mesh 








ee 


A Contract Is a Contract With Us 


SALICYLIC ACID > 


U.S.P. and Technical 99% (Spot and contract) 






THE 
American Metal Co. 






61 Broadway, ice York 
Boatmen’s Bank Bldg., St. Lou 





H ACID 


(Manufactured by United Dyes Corporation) 
Waugh Chemical Co., Sole Selling Agents 





ee 


Waugh Chemical Corporation 


No 2 Rector St. Telephones Rector 7990-7989 New York 





W\ 





XQ. 








/ 
/ 
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Abbott, W. Gi, Iti.ccccccececeteeeeeeneers 17 
Aberdeen Chemical Company....+.-+++++++ -- 
Ackerman Co., The H. R...cceeeseseeeeceee 30 
Adelano Company (Inc.)....-++-+ degccccces 107 
Agar C0,, W. Goccecscceecccscrcerssceces 66 
Albany Chemical Company...----- sbae 0aes 120 
Alexander & Co. (Inc.), G. S...-- feFse cote 92 
Alison & Co. (Inc.), A. M..seeeeeeee’ pereees 66 
Allbright-Neil Company (The).....-++.++++* 70 
Allen, Stafford & Sons, Limited......--++++ 83 
Allied Industries Corporation.....++++++++> 83 
Almarin Company (The)..... hobosesvedeods 88 
American Alcohol Company, Inc....-.«+++++ 10 
American Alkali and Acid Company.....-- 109 
American Aniline products (Inc.)..«--+-+- . 
American Asphalt Association.....---«-«.+- 38 
American Camphor Refining Company . S 
American Can Company.....--sseecsrrrrtes 2 


American Chemical Company (The)....---- 
American Chemical and Ozokerite Co @D 
American Commercial Ore & Dep. Co. 




















American Cotton Oi] Company...----- . 
American Cyanamid Company.....-+-+-+++ ; 
American Linseed Company.....--- evccosss & 
American Metal Co., Theé....--s+eerereerees 107 
American Process Company.....---- ebeevese a 
American Scientific Inst, Company.....---+- 
American Steel Wool Mfg. Company..... . a 
Andereon coma. (The V. D.).ceeeeeeees Ss 
son & ustafson....--++seeere ecccses 
Siena & Cempounds Co. of America.. -107 
Antwerp Naval Stcres Company......-- see = 
Arkell Safety Bag Company..... iste yin.e bs sé = 
Arnold, Hoffman & Co. (Ltd. a) “a 
Aspegren & C0.....-.++++- “e > ve 
Atkins, Kroll & Co......- oeedbds ob = 
Atlantic Chemical Company.....--+++- coveal® 
Atlas Color Works (Inc.)...-++-+essererere a 
Avery Chemical Company....+--+++++ Saee ae 
Bacon, Charles V....---s+serseeer secede - 
Baird & McGuire (Ine.)..---+-+++seeees ss vod 
Baker & Bro., H. J..---e-serrees pccveceamy Sam 
Balbach Smelting & Refining Company....118 
Balfour, Williamson & CO.....++++++reeeees = 
Barber Agency Company, W. H....--+++--- 120 
Harclay Naval Stores Company.....--+- 34, 37 
Harker Brod. ..ccscccecscscecsessesseeceees — 
rrett Company (The).... 76, = 
ett & Co., M. Li..ccceeseeceesers ons 
lartlett & Snow Company, The C. O. cccee 7 
Battelle & Remwick......--+++seeeeererrees 2 
avers Products Company (Inc.)..-.- wees -z 
el & CO., JAMES. ..ceeeeecrereererrrers ne 
BS & CO, B. Jesccccccccecrceccccccees 7 
hrend (Inc.), F...++++++ deneneeccsecscces Be 
Bent, James S.....eecseeeseseceseesrececes sn 
Benzo Chemical Company.. itebesesosad s —_ 
Herg industrial Alconol Company, David. ‘ash 
Bergere et Compagnie.......+ss+eerseeerrs -110 
PrMArd, B, .ccceccevscccccesscesessecccees an 
ay Brothere «..-+--+ee+5 ° 38 
Binney & Smith Company......- - = 
ackmer Rotary Pump Company.. a 
agden & CO., VICtOr....sessereeeeereeree = 
Bleecker & Co., Rutger....--- iinineebasete a 
Block Chemical Works.....-+--++- becocee a 
Boden & Co...-- een ecedesediwsgaccrvecences 66 
Boehm, Fred’k, TRA ca vcceececteeceeseeeee oa 
Borne-Scrymser COMpPANy «-eeesersercecs 1s 2 
Boyer O!] Company CING.).. cee eceerecces , 45 
Bradley, A. J..ee+-++++ Lu biaue uve seen wan eges a 
Bredt & Co., Picsecccccscccecccecce 606 ony = 
Brenner & CO..--ssseescercececeserrersecee * 
Brode & Co., F. W..sseseeseesererececeers . 
und Company, ose 
wn (Inc.), B....seeeeeeeees = 
Brown, aCe eeaea osabéocwune sae | & 
wn o., Rogers......- pe heneddcaneses 
awe Iron and Brass Works......-- eves Oe 
Buffalo Foundry and Machine Company.... o 
Bul] & Roberts.....---- eocvcccce cages seks, oo 
Bureau of Chemistry.....------ os onconeeeee OE 
Burnside & Company....---seereeececescees a 
Bush & Co., W. J.--cessecccersececcsescees s 
Butcher Company, L, H...-++esseeeereeees . 
Butterworth-Judson Corporation ..------- ae 
Cabot, Godfrey Li... ssesseeeeeeereecceecs . 88 
Cabot, Samuel (Inc.)...-- sepeeaeees pxecean te 
Caldwell & Son Company, W. H......+++++- 70 
Campbell, P. Fuceesecececeseeeceeeeseescers . 
Campbell & Co., JON. ...seeeeeeeeerererees 86 
Canfield Oil Company (The)...-.----++++++ &2 
Carex Company (Inc.).....- cocdseccces socoe 
Caruana, J. ..eeccecceceseeerecectenceeseres 7 
Carus Chemical Company....-..- Saveveaeees 73 
Celluloid Zapon Company.....---++rreesees — 
Central Chemical Company.....-..--- eee 108 
Central Dyestuff & Chemical Company... -108 
Central Refining Company......+--+sseeeeeee _— 
Chatfield Mfg. Company, The.....-..+.++++ 3 


Chem Company of America, Inc. (The). 87 
pees Pigments “Corporation (The) 118 
Chieage Copper & Chemical Company...... 
Childs Cempany (Inc.), F. B......+++---+s- 
Chiris Cempany, Antoine.........--se0++> 























Chromas Chemical Company.......-+-+++++- 
Chrystal! Charles B......++-+sesereseeees 
Ghureh & Dwight Company...........+-+ «+. 98 
Olaren Refining Company........+-+++++ 105 
Clark pany (The Fred G.)....+---++++: 
Clevel -Cliffs Iron Company (The)....... 74 
Clevel Steel Barrel Company..........- 23 
Ceft-Ga: Company (INC.)....6+-seeeeeees 109 
Colgate & CO. ..sssseerseceens 77 
Celumbia Chemical Company...... - 101 
Columbia Naval Stores Company.........-- 84 
Colwe. DOWiS. vcccccccesccvccseccccccscvess 83 
Comm ealth Chemical Corporation....... 86 
Coné & Co. (Ino.), Frederick H.........- eoclll 
Consolidated Mach’y & Wrecking Co. (Inc.) 19 
Consoliated Products C0....-.--+eseeeeeess - 19 
Centact Process Company......--..sssssees 118 
Ceok Oil Company, N. B.......-.- coovccens @ 
Cooper & Co., Chas........-- ceerweeh ongae 1 
Cooper d& Cooper.......eseeeerereccreres 56, 102 
Cosderd Be CO..ee eee ee cee eetereecceteeeess 52 
Cosmic Aniline Works..... 91 
Catton) & CO...eeseesseceeecces 66 
Coulst & Co., J. W.ueeeecece 33 
Cc. P. N. Chemical Company......-+++-+++0 05 
Crew-Levick COMpany ..eecercececeeeeeces 58 
DAnubil Company (InC.).....eeeeeeereeeeeee 71 
Davidéén Commission Company, The...... 44 
Dp Goot BrothersS.......-sseeseecsseereees 2 
Delta Chemical Company.........+..s-e+0s 120 
Détroit Heating and Lighting Company..72, 84 
Détroit Trust Company..........seeeeesees 8 
Dévine Company, J. P.e..eeeeeeeeeeeeeeees 101 
Develd, Peder ..... Eek «ames eeseidegaxakee 79 
Dexters, Limited.........ee.cceeeseeeeeeeee 109 
Diamond Alkal Company........-.+--+.s0+: 99 
Diamond State Fibre Company.........-.+. 62 
Dipkingon & Co., J. Q..-cee ccc e cee ceccenees 108 
ks, David Company (Inc.).....+.+0.20++- 120 
Digestive Ferments Company 60D 
DiB-Crosett, IMC. ...ceececeececeeveees -113 
Difeizian Bro®.......scsccecessccevescnsenes 80 
Digener, Karl F......-cceccecsseesecsons oe 
Dodge & Olectt Company....... wenegeees o.- 81 
Doggett Company, L. C..... ° ° eccee 


Dow Chemical Company, Thé,..-++++e+++++110 
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Drackett & Sons Company (P. W.)......-.120 
Drake, J. Sterling..... CAC CEV cep erteubes 18 
Draper Mfg. Company (The)............+5: 120 
Du Pont Chemical Works........0.....es00s 70 
Du Pont de Nemou - 
pin, Works) ..... Ret ree ee 
urex Chemical Corp, The Cavvuedat sted oo 
Dye Exchange Corporation............. ; : mh 
Dye Products & Chemical Company (Inc.).. — 
Eagle-Picher Lead Company (The).......... 62 
Eagle Printing Ink OE: cn sivucevanves 34 
Eakins (Inc.), J. 8, & W. Receccccccses ++. 30 
Economy Engineering COMPORR» vivrccnters _ 
Edgertyn Aniline Corporation.............. 9 
Edible Cocoanut Oi 
Eimer & Amend...” ins Vives Enawedone vic = 
ONS ME TIDY ois 1866 <4 v6.0 svc v's ccercccca: 64 
Plectro Bleaching Gas Company..... avass 97 
Ellis: Poster Company ....... Wie ween Pda 17 
mery anufacturing Compan ees send oaten 
Emlenton Refining Goupany. eset" 6 
Empire Chemical Corporation.............. 105 
[empire Refineries (Inc.)............. 52 
SOEs CUNO MED 00's o0edb ree vetecccces ck 17 
Erkenbrach Company, Geo. ics oi as 4 Soe 
Eureka Aniline Products Corporation...... 72 
Eureka Flint and Spar COMIPGRS ... c acievsia 8? 
Wustis, Pennock @ Co.....:...:.00+0......, 85 
Falkenburg & Company.................0.. 17 
Falkingham, Percival E..............6. cove 
Federal Graphite Mills, The..............<. -- 
Federal Motor Truck Company............. 23 
eee GP WUD CRUD, Mivdcciccoccciecscccbae 82 
Penman G6 OO, Ka Wiesnciscccccctcceuces -- 
Fergusson (Jr.), Alex. C....... Cercecccoces 73 
Fergusson Brothers ...... PTUTTy rir ry 72, 97 
RN OE ere Sccoces 41 
Finck Mineral Milling Company, J. C...... 83 
Pee OO. IMDS i os cbiycceseesiccdece & 
Foote Mineral Company (Inc.).............+ _ 
WUOMGISIONS @ OG, bd, Coicccccccvcovese 44, 64 
Fraser Laboratories (The)............cceee lj 
French & Co., Edward H.......... coccece 2 
French & Co., Samuel H....ccccccoces eos 32 
eo i eee eT errr Te? » & 
Fritzsche Brothers... coe 78 
PEON GENT) URNS 6 od bch 560608 sccttecdeae 83 
WEG. Gb teMeONIN | CMG) yc ceadsicésvivbssstice 66 
Pen, SPO Eis <tweecdcencdecsscuss chbee 32 
Fulier & Co. (Inc.), Ralph L....66, 72, 8, 118 
Gabriel & Bohall (INC.)..6.cccccccccccccece 38 
Garrigues Company, Charles F.............108 
Geisenheimer & CO.......cecceecees cocccoce 88 
General Chemical Company........ bases ean Oe 
General Electric Company................. — 
General Magnesite and Magnesia Company. 82 
General Naval Stores Company............ 34 
General Refining Company..... Serer cooccs O28 
Geen Oe GONE, TA. Geicsvacdgacdecacccsece 120 
RENO COO, | IND a. 00:0.6 he 5h.6 65.04.0000 008 ve 6 ove 18 
Cee, “SONOER: Fins ctw ckcsous ies - li 
Globe Grain and Milling Company _— 
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Hewitt & Bros., C B.... . 88 
Heyden Chemical Works (Th cooe 
Hill’s Sons & Co. (Ine.), 98, 111 
Sei BE, By cc kote ceeceeetes be scsccsrecceus 118 
Hirschfeldt & Co. (Inc.), Jules............ — 
Hochstadter Laboratories ..... ecedesvceses 17 
Hoffmann-La Roche Chemical Works........ 78 
Holliday Kemp Company (Inc.)..........+++ 88 
Hollingsworth & Petergon........-+eeseeeee 118 
Hooker BDlectrochemical Company.......... 106 
Hopkins & Co., J. Luwweceseescees seaees «+ 81 
Hergan-Graham (INC.) ...--e-seseeeeeeeees 60D 
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Huron Chemical Co. -109 
Hutchinson, D. Feviede dk eee — 
Hymes Bros. Company....-.-eecseeersecece 71 
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Imperial Color Works (Inc.).......+sseeeeee 100 
Imperial Dyewood Company, The.........-. 100 
Independent Filter Press Company (The)..108 
Independent Products Company.........++- 84 
India Products Company.......seeeeeeseees 

Industrial Chemical Company...........- 78, 7 
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Innis, Speiden & Co, (INC.)......+seeeeeee 116 
International Silica Co.....sseeesseeeseeeee 83 
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Jaenecke-Ault Company ...... 

Jahn Company, The W. K.. 
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Jervell & Co., A. S. (Litd.)..ccceeeeeeeceees 73 
Johnson Company, JONN ...sseeseeeeeseeerss 107 
Johnson Oil Refining Company......+...+-+5 50 
Jordan (Inc.), William E.....sseeeeseeseees 87 
Jordan, Jr. (Inc.), W. H. & F..e.sseeeeees 97 
Joslin-Schmidt Co, (THO). ...ceeeeeeeeecerce 42 
Jungmann & Co. (INC.).... ee eeeeeereee irene 
Kalbfleisch Corporation (Theé).........sse+++ 
Kalbperry Corporation ..ceeeecesseseecenne 
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Katzenbach & Builock Company... ck 
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Keene Company ,ThO ...cesesessecsececens 
Kelloges & Miller .....secesceceereecseeees 
Kent Machine Works........+.-sceeeeceeees 70 
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Keystone Minerals COMPANY...--++.seeeeees — 
Keystone Solether Corp. of New York...... 104 
Kiefer (Karl) Machine Company (The)..... 44 
Kingsbury, B. G....-2.--seeecccccceeveceee 104 
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Marsden-Sewell Corporation ......-.++-++++ 118 
Martin Company (The L.).......e eee eseee 83 
Marx & Rawolle (Inc.)........ eeccece ecccee 79 
Mathieson Alkali Works....... Sececcccccce 96 
Maxim Hershey Seed Company............. 80 
McCormick & Co, (INC.)...ceeececeeeeceeces 85 
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Muralo Company~ (The)........ .120 
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Mutual Chemical Company of America.... 90 


Nagase & Co. (Ltd.), Do... ceeceeceeceeveee 84 
National Aniline and Chemical Co., Inc...110 
National Gum & Mica Co.............104, 110 


National Lead Company....... ebcsocccesss 21 
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National Oil Products Company............+ 66 


National Oil] & Supply Co 
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National Steel Barrel Company, The....... 70 
Natural Products Refining Company....... 114 
Naugatuck Chemical Company....... oencee 108 
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New England Fuel Transportation Co.. 92 
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Newport Chemical Works (Inc.)............ 109 
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Wheaton Company, T. C..... -. 78 
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WEG G Gis vive coun nue doth thecucesctpeess 17 
Witliams Patent Crusher & Pulv. Company.103 
Williams Sealing Corporation.............. 112 
Williams & Co., C. K....ceeeeesess 3h aaa a» 
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ercw 2 AIRINGHAN 
has opened a branch office in Chicago 
located at 105 West Monroe Street, 


Standard Grust Building- Phone, Central 59 
Under the Management of John E-Falkingham 
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BOSTON NEW YORK PHILADELPHIA 
1011 Harvey Building 50 Church Street 409 Lincoln Building 


Beach 5350 Cortlandt 4771 Walnut 1387 
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“BUFLOVAK” 


Rapid Circulation Evaporator 


Especially adapted for evaporating foamy and delicate 
liquors. Some of the special features are as follows: 

High liquor velocity in the tubes. 

Easy cleaning of tubes from the outside. 

Liquor losses on account of foaming or entrainment reduced 
to a minimum. 

Large capacity per square foot of heating surface 

Simple operation. 

It is also noted for its high efficiency, uniform circulation, 
substantial construction and moderate cost. 

The amount of liquor in circulation is very small and the 
possibility of foaming is reduced to a minimum as the liquor 
level is always kept low and the foam is broken up in the 
upper part of the tube where film evaporation takes place. 

Built in a wide range of sizes. Also furnished in the 


Duplex type, having two steam chests bolted to a single vapor 
body. 


We manufacture a complete line of evaporators for handling 


“BUFLOKAST” 


Fusion Kettle 


An important fact about “Buflokast” Fusion Kettles is that 
they are made of the same quality of metal we have used 
successfully for many years in our caustic pots. A new feature 
of this kettle is the improved type agitator and shaft, which are 
cast together in one piece and made of the same metal as the 
kettle. This construction gives a longer life than when cast 
separately and bolted together, there being no bolts to get 
loose or otherwise give trouble. The shaft operates in a 
removable seat which can be renewed when worn. Construc- 
tion throughout is especially substantial and durable. 





Furnished as shown, or with draw-off spout when desired. 

Built in various sizes. 

“Buflokast” Apparatus is used by the leading chemical man- 
ufacturers in producing High Explosives, Heavy Chemicals, 


Acids, Caustic Soda, Organic Chemicals, Coal-Tar Inter- 
mediates, etc. 





“BUFLOVA K” 


Vacuum Shelf Dryer 


A characteristic feature of “Buflovak” Vacuum Shelf Dryers 
is the fact that the body of the dryer, even on the largest sizes, 
is made in one piece, thus eliminating the numerous joints 
found in other types and insuring the maintenance of a high 
vacuum. Another feature is the special grade of dense iron 
used, made in our laboratory-controlled foundry by special 
process. This also assists in maintaining the high vacuum for 
which these dryers are noted. Built in sizes to meet any 
capacity desired. 


, 
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“Buflovak” Dryers include types for drying all materials, 
whether in liquid or other form, such as Chemicals, Acids, 
Drugs, Dyes, Extracts, Rubber, Food Products, etc.—in fact, 7 ‘ . 
any material that requires economical drying without danger Ask far our new catalog showing Chemical 


of overheating or other injury. Apparatus, Dryers, Evaporators, Ete. 


BUFFALO FOUNDRY & MACHINE CO. 


4 Winchester Avenue— BUFFALO, N. Y. 
NEW YORK OFFICE—I7 Battery Place 






EXT time you are in the mar- 

ket for a supply of heavy 
chemicals of any kind either for 
spot shipment or delayed delivery, 
come and see us. Investigate our 
perfected systems for keeping trace 
of and drawing upon the chemical 
resources not only of this country, 
but of all manufacturing countries. 
So far as the heavy chemicals of 
the textile industry are concerned, 
we, to all practical intents and 
purposes, mobilized the chemical 
industry of the world nearly two years and a 
half ago. At that time we were the heavy 
buyers of and contractors for all the heavy 
chemicals used in that industry. During 
the same period of time, we have continued 
to maintain immense stocks and to ship on 
spot orders to every textile town in the 
United States and to the textile centers of 
of foreign countries. We never allow our 
stocks to become exhausted in any depart- 
ment, and you can be assured that no 
matter what you need of heavy chemicals, 


we can take care of you with better service 
than you will get anywhere else. 
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The Chemical Market 









REQ.U.S_ PATENT OF Fid ds a 


Mfg. Company 





BLEACHING POWDER 





CAUSTIC SODA 






SODA ASH 
CHLORATE OF POTASH 
BICHROMATE OF SODA 

CHLORATE OF SODA 
COPPER SULPHATE 


Heavy Chemicals of All Kinds 


Partola Mfg. Co. 


160 2nd Avenue and 201-3-5-7 East 10th Street, New York, N. Y. 


Telephone 8830 Orchard 
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SERVICE } RELIABILITY 





We Specialize in Supplying Chemicals for the 


Following Industries 


PAINT SOAP DYE 
LEATHER TEXTILE 








Inquiries Solicited on all Chemicals 


DRUGS WAXES OILS 
PHARMACEUTICALS 


COMMUNICATE WITH US—IT WILL BE TO YOUR ADVANTAGE 
WIRE US YOUR INQUIRIES AT OU® EXPENSE 





UU. S. CHEMICAL EXCHANGE 


59-61 Pearl Street Importers and Traders Building New York City 





Cable Address—“‘Uschemco” New York Telephone Broad 7250-1-2-3 
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AZIDOL COLORS 


Azidol Scarlet 2R 
Azidol Fuchsine G 
-Azidol Wool Red B 
Azidol Wool Red 3B 
Azidol Brown G 
Azidol Brown BR 
Azidol Seal Brown 
Azidol Brilliant Blue G 
Azidol Brilliant Green 2G 
Azidol Black 
Azidol Orange Y 
Azidol Fast Yellow 3G 


All these Dyestuffs Are Superior Brands of Acid Colors 


MARDEN, ORTH & HASTINGS CORPORATION 


ESTABLISHED 1837 


61 Broadway, New York City, U.S.A. 


BOSTON, 225 Purchase St. 130 N. Wells St., CHICAGO 
PHILADELPHIA, Widener Bldg. Hoge Bldg., SEATTLE 
CLEVELAND, Rockefeller Bldg. 316 Clay St., SAN FRANCISCO 

Union Trust Bldg.. CINCINNATI ; 
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Abbott, W. G., Jr. 
Research Engineer 
Development of Inventions, Specia! 


Laboratory, Wiltes, N.H. 





Bacon, Chas V. 
Consulting Chemist 
Analyses, Research, Testimony. 
Advise on plant operation and 
design. 
8 Park Row, New York City. 
Washington, D.C, address, 


1254 2ist St., N.W. 
is anuisiabiammdleeiemitasiay 


Bull & Roberts, Bst#>lished 1908 


Chemical Experts 
Analytical and Testing Labora- 
tories. 


*Phone—John 196. 
100 Maiden Lane. New Yerk. 


Bureau of Chemistry 
k Produc 2° 
New vere Pitnick, Ph.B., B.S. 
2 Broadway, New Y. 
cesenee _ a ee 
Soaps, tin cerine, 
Fouls, Cattle F 8, Bpices, 
Chemicals, etc. 
Consultation, Research. 











Ellis-Foster Company 

Consulting Chemists 

To those Manufacturers who have 
encountered difficulties in their 
processes, or who desire to take up 
new products, we offer our excep 
tional facilities, especially semi- 
commercial teste and demonstra- 
tions. 


Industrial Chemical Laboratories 


Established 1907 
Montclair, N. J. 





Epstein, Harry M. 
Specialist in Varnish, Japan and Enamels 


Raw Materials, Manufacturing 
Processes, Research, 
Laboratory at 175 Front 8: 

™ Now York. 


Falkenburg & Company 
Es‘ablished 1908 

Analytical & Consulting Chemists 

Oils, -Chemicals and Articles of 


Commerce, Sampled and Inspected 
at Pacific Ports. 


Second and Yesler, Seattle, Wash. 


ee eet nn SEES 
Fraser Laboratories, The 

Analytical Department, Fraser & 

Co., ical and Research Chemists 
Chemicals, crude drugs, pharma- 
ceuticals, water (mineral and pota- 
ble), foods, oils, soaps’ paints, 
gums, resins and cal tar products 
conten Chemists Bidg., 50 E. 
4ist St., New York City. 





WANTED 


OIL PAINT AND DRUG REPORTER . 


French, Edward H., & Co. 


Consulting Chemical Engineers 
Plant Design Construction and Im- 
t. Process Investigation. 


Varnish and Paint Materials. 
By produ ts. 


Cleveland 


Kee, W. J. 
Engineer 
Sulphuric, Nitric, Picric, Muriatic 
Metuchen, N. J. 








Laucks, I. F. 


(Formerly of Falkenburg & Laucks) 
Established 1908. 


Examination of Oils 
and other articles of Commerce, 


99 Marion Street, Seattle, Wash. 





Fuller, Ralph L. & Co., Inc. 


Announce that 


Owing to the large and rapid growth of their business, the necessity has arisen 
for the organization of two Divisions, staffed by leading Technical Experts 
and Chemical Engineers, qualified to advise on all problems of Plant manage- 
ment, efficiency and control of operations together with the development of 
new processes. The services of these Divisions are not necessarily confined to 
their own business, but are available for clients. 


Chemical Research, Consulting Division 


Harold Hibbert, Director 
Rector Street, New York 


Division 
Chemical Engineering 
John F, White, Director 


ND 


Gray, Thomas T. 
Consulting Petroleum Engineer & Chemist 


Reports for Investors on Oil Pro- 
perties and New Processes. 


Consultations. Investigation. Ad- 
vice. Improvements in Refinery 
Products and Processes. Develop- 
ment of Inventions. Plant Des 

and Erection. Refinery Troubles 
Corrected. Examination and Test- 
ing of Crude Petroleum. Its Pro- 
ducts, Compovuds and Specialties. 


280 North Broad St., Elizabeth, N. J. 
Telephone, Elizabeth, 2766 





Heinz, N. L. 
Engineer 


Sulphuric Acid Plants. 


1519 Oliver Bldg., Pittsbergh, Pa. 





Hochstadter Laboratories 
Chemical Consultants, Tech- 
nical Experts, Litigation 

Coal, Oils, Water, Foodstuffs, Gel- 

atine, Liquors, Dairy Products, 

Confectionery. Drugs, Minerals, 

Textile Materials, etc. 


Phone Beekman 6261. 
227 Front Street, New York. 


If Your Professional Card 


were here you would be reading it 
now. 
Send for rates. 


Oil, Paint and Drug Reporter 


100 William St., New York 





Lucas, J. Spencer 


Dry Color Specialist. 


Widener Building, Philadelphia. 





McKenna, Dr. Chas. F. 


Consulting Chemist 
~ and Chemical Engineer 


50 Church Street, New York City 





Newhall Co., Charles A. 


(Incorporated) 
Assayers, _ Pharmaceutical Chemists 
Chemical Engineers. 
We are pre to represent East- 


ern firms dealing in commodities 
poseing though the Port of Seattle. 
e 


have a e and experience 
force of train men, ay we 
serve you? 
Seattle, Wash. 


~ 


Palmenberg, Oscar W., B. S. 


Chemical and Physical Laboratories 
Chemical Analyses— Investigation 
of "coustraction’” Geasuiting “int 
on, t 

General Practice. ee 
Ere ae 

udson Term, . 60 Church St. 
Phone 2290 Cortlandt. New York 


‘Reed Laboratories, The 
Research, Factory Problems, Consultation 


Chemistry of Leather and Allied 


Dyes and Dye-Testing. 
227 Fulton Street, New York. 





Ricketts & Company, Inc. 
(P. de P. Ri , Pecidend 
and Chemical En- 


ers, 

= of ore, metals, chemicals, 

ete, Utilization of waste products, 

Repérts on a and processes, 

8 alists in glycerine analyses, 
Maiden Lane, New York 





Sadtler, Samuel P. & Son 
Consulting and Research Chemists 


Analyses and Reporte made in al) 
Branches of Industrial Chemistry, 
Raw Materials and Waste Products 
studied and reported upon. Experi- 
mental work. 


Office and Laboratory, 210 8.18th 
Street; Experimental Laboratory, 
Chestnut Hill, Philadelphia, Pa. 





Schuck, Eugene 


Expert for the Soap Industry. 
Chemical Analysis, Research and 
Expert Testimony for the Soap and 
Oil Industries. Investigation and 
Developing of new Processes, De- 
tection and Correcting of faulty 
conditions in the factory and its 
Products. 


204 Oxford Avenue. Bufialo, N. Y. 
Smith, Carl E. 


Chemical Analysis, Research, Con- 
sultation, Expert Testimony. 


Investigations of Chemical and 
Pharmaceutical Problems, Pro- 
cesses and Products. 


5 Beekman Street, New York.4 


Smith, Frank Hill, Inc. 


Engineers 


Specialize"infthe Design and Erec- 
tion of Paint and Varnish Plants. 


Recent Work 
Corroding Plant — Eagle White 
Lead Company, Cincinnati, Ohio 
Varnish Works — Lowe Brothers 
Company, Dayton, Ohio 


Litharge Plant — Eagle-Picher Lead 
Company, Newark, N. J. 


120 Broadway, New York City 
Dayton, Ohie 








Stillwell Laboratories, The 


F ten ag a a d aioe New 
, an , 
Troutien orrect Factory 


Specialties of Fertilizers, Paint 

ater, Food, Oils, Gl ‘ : 
can ‘etal . ycerine, Alloys 
76% Pine street, New York. 


Sutton, Frank 
Mill Engineer 
80 Broadway, New York City 
Est. 1897. Telephone Rector 960, 


Designs for Chemical Buildings and 
Complete Equipments, 








E invite Consulting and 

_Analytical Chemists and 

Chemical Engineers to be re- 

presented by a professional card 

on this page. 
Oil, Paint & Drag R. er, 

100 William Street - ee New York 


napteeualerscikaLecy eee 
Washburne, Chester W., 


Geologist 


Explorations for oll, Fi reign 
Domestic, Appraisals, ‘ 


Cable address: Washburno! 
York, Use any permiovanle pone” 


66 Liberty St., New York 


Ne 
Wiley & Company, Inc. 
Analytical and Consulting Chemists 


Also Experts on Fertilizers, P hos 
phates, Pyrites, Greases, Wood Pulp 
Coal and Coke, Water, etc, 


7 South Gay Street, Baltimore, Md. 





Young, E. J. 
Consulting Geologist 
and Engineer 


Offices and Laboratory, Story Bldg., 
Los Angeles, California, 


Examinations and Reports 

Mineral Deposits and rocesses of 
Extraction. 20 years experience in 
the Western States, Pacific Coast 
— Mexico and Central Amer- 


minihdeiehi tiie aT 
Stillwell & Gladding Retebiiehes 


Chemists, Assayers, Engineers 
Exp ee E < en y, } Advice, Inves- 
Paints 


8, Soaps Drugs, 
Varnishes, Gums, Foods, Glycerine, 
Turpentine, Waxes, Sploe etc, 
95-97 Front Street, New York. 


Manufacturing Consumers 


Importers and Distributors at 
first hands not only in the 
United States and Canada but 
throughout the world, receive 
the Oil, Paint and Drug Re- 
porter every week. 





WANTED - 


caastjersieinstsnitetataasi ECD 
Complete equipment for small analyti- 
cal laboratory, including balances, etc. 
Give full details and price wanted. Ad- 
dress BOX 553, care of this paper. 


Experienced paint specialty man, cap- 
able of taking charge of grinding de- 
partment of large Varnish Manufac- 
turer. State experience in detail. Re- 
plies held strictly confidential. Address 
BOX 633, care of this paper. 

a ag alineenaeeeipiinmpeemelamnsipaicesieae® 
Paint mixer, who can act as working 
superintendent. Must be a practical 
man of long experience, and know ex- 
actly how to create various formulas 
at minimum cost and be able to gub- 
mit exact costs on formulas submitted. 
Good salary and big future for the 
right man. Address BOX 519, care of 


this paper. 


acacia aipesaemainnannanae 
About 50’ aluminum pipe 1% to 38” 
inside diameter and about 3/16” thick. 
Can use short lengths. Address reply 
to ANTOINE CHIRIS COMPANY, 
Delawanna, N. J. 





Manufacturing and department mana- 
ger by large Pharmaceutical House, 
experienced in the manufacture of 
Pills and Tablets, supervision of help 
and the finishing of products. In re- 
ply state age, and thoroughly explain 
experience. Address BOX 561, care of 
this paper. 





Following Equipment—Duriron or Cast 
Tron Steam Jacketed Kettles, Filter 
(wood) Presses, Wood, Steel and Lead 
Lined Tanks. Write if you have any 
to offer for immediate delivery. Ad- 
dress MORRIS COUNTY CHEMICAL 
WORKS, Butler, N. J. 


BUSINESS OPPORTUNITIES 


Minimum rate, $2 per insertion; if more than 48 words, 25 cts. for each 


additional six words. Payable in advance. 


Display rates on application. 





WANTED 


Manufacturing and department mana- 
ger by large Pharmaceutical House. 
Experienced in the manufacture of 
liquid pharmaceuticals, supervision of 
help and the finishing of products. In 
reply state age, and thoroughly explain 
experience. Address BOX 560, care of 
this paper. 








Position open with progressive man- 
ufacturer of aniline dyes for represen- 
tative New England States. Young 
gentleman (exempt from draft), of 
good education and address, and 
knowledge of dyestuffs preferred, Ad- 
dress application with full details and 
references, salary expected. BOX 6558, 
care of this paper. 

saci is ataetisipriatiittataaaintiisienlnaiteaiclaiaa 
Shriver filter Press, 24 in. x 24 in. 
plates, must be complete and in per- 
fect condition; also require a Davidson 
Pump, size 6 x 4 x 8 Quote price, Ad- 
dress BOX 556, care of this paper. 





We want to buy supplies for every 
week:—Aniline Oil, 5 drams; Dimethyl- 
aniline, 2 drams; Copper Chloride, 800 
pounds; Copper Sulphate, 1,000 pounds; 
Soda Sulphide, 1,000 pounds; Iron Chlo- 
ride, 500 pounds; Benzaldehyde, 300 
pounds; Formaldehyde, 600 pounds. 
Send prices and samples. 8S. CHEMI- 
CAL WORKS .2534 East 177th street, 
Bronx, New York City. 


WANTED 


Practical color maker, chemist pre- 
ferred, with factory experience in 
making Dry and Pulp Colors, Chrome 
Yellows, Prussiate Blues, Lakes, etc. 
Factory within Greater New York. 
Apply with full particulars regarding 
past career and salary expected. Ad- 
dress BOX 557, care of this paper. 

TD 
Agitator for ready mixed paint. Sixty 
to seventy-five gallons. Address 639 
KENT ‘AVENUE, Brooklyn, N. Y. 





Auto Truck, capacity 3 tons; must be 
in perfect condition; dumping body re- 
quired; suitable for carrying coal, etc. 
Quote price. Address BOX 6555, care 
of this paper. 





Credit man and assistant to manager 
wanted by a well established paint 
manufacturer. A good mixer and an 
able correspondent is desired. Ad- 
dress BOX 554, care of this paper. 
ceissetih iieteatensiasanenaeiteetieicsanisteisiiaiaelaiasiaeniaesiiamenammasrind 
Aniline reducer, 1,600 gallon; must be 
in good condition. Address BOX 561, 
care of this paper. 

esl liceriiermeceetenmninmenenenniata 
Second hand cast iron kettles, capacity 
60 gallons; must have flange of 4 inches 
or more; also second hand grinder for 
grinding sulphur colors, capacity of 
2,000 Ibs. per hour. Address BOX 573, 
care of this paper. 


(9st esinteesnstesesiueessiitetantenemstcpie 
“Chemist who understands thoroughly 
the manufacture of Saccharine.” Ad- 
dress BOX 565, care of this paper. 


We require immediately the services of 
an experienced capable man with a 
thorough knowledge of the installation 
of equipment and manufacture of hard 
greases for stuffing leather. Practical 
knowledge of chemistry, as applied to 
tanning oils, desirable but not abso- 
lutely necessary. This lis an excellent 
opportunity for an experienced man 
with sufficient knowledge and initia- 
tive to produce. Remuneration offered 
would be limited only by the degree of 
ability and efficiency demonstrated. 
Address BOX 550, care of this paper. 


— ee *" 
Dry Color Man; one with experience 
selling and testing preferred: state 
salary expected and experience. Ad- 
dress BOX 549, care of this paper 





New or Second-Hand Oil Storage 
Tanks—30' Highx30’ Diameter’ or 
thereabouts. Holding Capacity, 150,000- 
160,000 Gallons. Address BOX 548, care 
of this paper. 


POSITIONS WANTED 


Chemist, University graduate, with 
very large experience in Dyes, Inter- 
mediates and Chemicals, as well as in 
analytical lines, wants position. Won't 
consider any position if not head chem- 
ist and if not independent from any 
other chemists. Location, anywhere. 
Address BOX 541, care of this paper. 








(Continued on page 18.) 
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Business Opportunities. 
(Continued from page 17.) 


POSITIONS WANTED 


Chemist—Expert on Fats and Oils; 
anaiysis of Organic and Inorganic com- 
pounds. Draft Exempt. Salary, §2,500. 
Address BOX 516, care of this paper. 


Capable young 
years’ experience along food, edible oil 
and chemical lines, open for immediate 
proposition; university graduate. 
Would be of value in business or pro-- 
duction capacity to edible oil mill or re- 
finery, food manufactory or chemical 
house; also firm of exporters and im- 
porters handling edible oils, goods or 
chemicals. Address BOX 547, care of 


this paper. 


Manufacturing Chemist, 38 years of 
age, 12 years’ experience with large 
Eas:ern houses, wants to take charge of 
Elixir Fluid Extract and Ointment De- 
partments; also has knowledge of per- 
fume and Toilet Preparations. Address 
BOX 545, care of this paper. 


Chemical Engineer and 
Chemist, with excellent experience both 
as Plant Executive and as Director of 
Laboratory and Plant Research in the 
Organic Chemical and Bxplosives In- 
dustries, seeks a change Of connection. 
Qualified to act as Chief Chemist or 
Technical Director or as Technical As- 
sistant to General Manager of large 
corporation. Fullest details given to 
responsible principals. Address BOX 


544, care of this paper. 


Chemical Engineer, beyond draft age, 
desires position. Dyestuffs and Inter- 
mediates preferred. Construction, me- 
chanical, or operating department pre- 
ferable to laboratory Or research end. 
Practical man with wide mechanical 
experience and of executive ability. 
American. Address G. S., 41 North 
Sixteenth street, East Orange, N. J. 
LT 
Pharmaceutical Chemist, keen and ex- 
perienced in manufacture of Pharma- 
ceutical Chemicals, Fine and Technical 
products on a large, profitable scale 
from Crude Drugs and other basic ar- 
ticles, desires connections with alert 
concern handling the raw materials. 
Address BOX 571, care of this paper. 
cecresieenteaesinininenteeimeme eterna 
Have had seven years’ experience as 
general foreman with a large concern 
in the manufacture of Turkey Red Oils, 
Sulphonated Corn and Cod Oils, Cotton 
Softeners, Leather Softeners, dyestuffs 
and chemicals used for the Textile 
Trade. Desires similar position or 4 
place where advancement can be had. 
Am 34 years of age. Address BOX 564, 
care of this paper. 
nee 
Experienced Drug and Chemical sales- 
man, acquaintance in New York and 
Eastern territory; also Exporters. Ref- 
erences; American. Address BOX 570, 
care of this paper. 


Chemist, eight years’ laboratory and 
plant experience on extracts, foods 
and pharmaceutical products. Some 
experience in organic research. Trained 
executive; thoroughly familiar with 
plant management and factory con- 
trol; seeks responsible position in of- 
fice, plant or laboratory. Deferred 
draft classification. Address E. D., 
Box 5668, care of this paper. 





Young man, with nine years’ experi- 
ence in Chemical trade, having knowl- 
edge of buying and selling, wishes to 
establish himself with a reliable con- 
cern. Can furnish best of references. 
Address BOX 567, care of this paper. 


Chemist, 29, with wide experience in 
analytical work, desires a_ position 
with a manufacturing concern; capa- 
ble of independent investigation. Spe- 
cialties, fats, oils, fertilizers, etc. Ad- 
dress BOX 566, care of this paper. 





Linoleum Chemist, thcroughly conver- 
sant with best approved methods of 
linseed oil solidification, the prepara- 
tion of Oleo-Resinous linoleum ce- 
ments, the grinding of (suitable) pig- 
ment colors, the boiling of oils for 
printing ink vehicles in making Table 
Oil cloth, Floor Oil cloth, Insulating 
cloth and linoleum, open for engage- 
ment. Address BOX 669, care of this 
paper. 





Mixers 

Filter Presses 
Open Tanks 
Earthenware Pots 
Paint Mills 


GEO. F. LUFBERY, Jr. 





- with necessary furnace, 


executive with nine 


Research - 





FOR SALE—IMMEDIATE DELIVERY 


Rotary Pumps and Miscellaneous Equipm-nt 


Let me have your inquiries for your needs. 









OIL PAINT AND DRUG REPORTER 


FOR SALE 


Sta ha ecneenaeentintensiecttrrnccrriccmmmmmnnaiiiidls 
One Vertical Lime Kiln (Steel), 6 ft. 


OD, 4 ft. ID, 25 ft. high with 16-ft. stack. 
The Kiln has 4%” shell, and is complete 
charging and 
discharging doors. A charging plat- 
form, 12 ft. wide x 19 ft. long, supported 
by 25-ft, tower, is also included. Cupola 
has fire-brick lining. Kiln two years 
old, but used only eight weeks. Price 
very low for quick sale. CHATTA- 
NOOGA CHEMICAL CO., James Bidg., 
Chattanooga, Tenn. 


(Continued on page 8) 


el 
West Hoboken, N. J. Two story brick bldg. 33x 
100 en Boulevard Corner, high ceiling, no posts. 
For any commercial use, no restrictions. Price 


$15,000. Lease $1,800 per annum. Neo. 12168 


J. STERLING DRAKE 
New York 


29 Broadway 


FOR SALE 


ONE BELT DRIVEN PUTTY 
CHASFR MILL 

72" diameter x 15” cast iron pan on 
4-20’ cast iron |- gs. 

4: diameter x 13” muller wheel. with 
under bevel gear drive. 

26" x 6’ tight and loose iron drive 
pulleys. 


Th- Glidden Company 


Citevelenl’, Orio 









WE MANUFACTURE 


High Quality 


Dyes & Chemicals 


For immediate deliv:ry or contract. 
Large or sma!l quantities 


Spiro Dye & Chemical 
Works, Inc 


Office, 30-32 West 15th St , N. Y. City 
Factory, 2534 E. 177th Street, N. Y. City 
Telephone ( helsea 3044 


We Want To Buy 
Odd Lots of 


High Grade Dyestuffs 


Send us samples of any such you 
have to dispose of. 





DYE EXCHANGE CORPORATION 
Clearing House for Colors 


141 Broadway New York 





GLUCK BROS., Perth Amboy. N.J. 


Second DR UMS 


Hand 


‘BOUGHT AND SOLD 





FOR SALE 
ANDERSON EXPELLERS 


AND 


HYDRAULIC PRESSES 


BOYER OIL COMPANY, Inc. 
29 BROADWAY NEW YORK 











Motors 
Jacketed Kettles 
Pressure Tanks 
Gas Engine 
Rotary Dryer 





Elizabeth, N. J. 
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FRANCE and ITALY 


EXPORTER, leaving shortly on a business trip to FRANCE 
and ITALY, will consider propositions from manufacturers 
and other concerns interested in establishing agencies in these 
countries, or desiring to have special business transacted requir- 


ing personal attention. Address BOX 488, care of this paper. 





DRY AND PULP COLORS 


We have been est«blisted since 1837, and are the onlv factory in the 
United States manufacturing CHEMICALLY PURE, Green, Blue 
and Yellow Colurs. 

Our famous MARSEILLES GREEN in oil is known in every civil- 
ized country, and is a standing advertisement wherever people live 
in white houses with greea blinds 

Our chemically pure dry and pulp colors are STANDARDS OF 
PURITY in the United States, Canada, Grest Britais, France and 
Germany, and never have been equalled or excelled. 


HENRY WOOD’S SONS COMPANY 
Office: 5 Wiathrop Square, BOSTON Factory: WELLESLBY, MASS. 



















Copper Crystalizing Tanks 


Size 4 ft. x 6 ft. 


Genuine Wrought Iron Stills 


Size 4 ft. x 30 ft. Shell and Heads 3-4 in. thick 


Tanks 


15 Tanks 4 ft. 8 in. diameter x 4[t. 9 in. high 5-16 in. sheet 
open top tanks with dished head and Cast Iron Lugs. 


All Above in Excellent Condition 


Immediately Available 


TENNESSEE COPPER CO. 


61 BROADWAY are NEW YORK 








Brewery Property & Plant 
FOR SALE OR LEASE 










Modern buildings of brick, iron and 
concrete, and modern equipment through- 
out, covering approximately an entire square 
block in area. Concrete floors, practically 
new boiler plant of large horse power capa- 
city. Fully equipped for cold storage, with 
a large refrigerating plant; all the floors of 
the main building are piped. Full electric 
power, railroad siding (South Brooklyn Rail- 
road Company, Brighton Beach Division.) 
Plant is a large one having a separate office 
building with steel vaults, also garage and 
stables. Will also sell 163 vats made of 
Cedar and Oak, which will stand- great 
pressure by reason of their construction and 
ranging in capacity from 80 barrels (31 gal- 
lons to a barrel) to 340 barrels. 












This is the property of the Interboro 
Brewing Co., Inc. Location on Franklin 
Ave., between Malbone and Montgomery 
Sts., and at Franklin and Washington Aves., 
Brooklyn, N. Y. Inquiries should be ad- 
dressed to HENRY A. RUBINO, 50 Broad 
St., New York City. Telephone 4311 Broad. 
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USED CHEMICAL EQUIPMENT 


In first-class condition. Quick Shipment. Selected by our force of Engineers as being of exceptional value. 






























AUTOCLAVES EVAPORATORS FILTER PRESSES 
110—W (1) Buffalo Foundry, 200 gal., cast (1) Quadruple effect Evaporator 884—K (1) Sweetland, 24 in, x 24 in., 18 
Vanadium steel, with stirrer; having total heating surface leaves. 
new. of 3,600 sq. ft. of copper tubes. 230—B qi) Sweetland, 24 in. x 24 in., 14 
110—X (1) Devine, 100 gal., cast steel; Accessories included. poeta a se ne el 
new. — 7 son, n. x n., closed 
A © 8 meena “* 0 ea delivery, 12 frames, 11 plates, 
steam jacketed one side only, r P ° % in, thick, pump and gauge. 
CG ALS 110—D (1) Griscom Russell Evaporator, 833—D (1) Johnson, 29 in. x 29 in., open 
CENTRIFU quadruple effect, 100 tons of delivery, center feed, 48 
110—B (1) American Tool, 36 in. copper water per 24 hours, plates. 
basket, bottom discharge. 196—A (1) Lillie, triple effect, 10,000 gal.; 447—A (1) Provost Filter Press, 36 in. x 
681—A (1) 15 in, American Laundry, copper tubes. 36 in., 24 chambers, open de- 
brass basket, undefdriven, livery, self-washing type. 
bottom discharge, excellent : 993—A (2) Shriver, 30 in. x 30 in., wood, 
condition. PEBBLE MILLS top corner feed, open deliv- 
702—A (1) Watkins 26 in. dia. brass bas- ery, non-washing, 
ket. 494—B (1) Alsing, 28 in. x 21 In. We have a complete line of Filter Presses. 
1079—A (1) Hydroextraction type, 36 in. 211—A (2) Gates, No. 7. Tell ux what you want. 
dia. steel basket, bottom dis. 
charge. KILNS 
DRYERS MILLS 119A) ft. x a tt. 
* - x 110 ft. 
(Direct Heat Rotary) Pulverizers, Tube Mills, Crushers, Attrition (1) 6 ft. x 56 ft. 
(1) 4 ft. x 30 ft. Cummer. M'lls, Pebble, Burr Stone and Ball Mills in all (1) 6 ft. x 100 ft. 
(1) 6 ft. x 30 ft. Double ==. sizes, types and makes. Good condition. (1) 3 ft. x 24 ft. 
(1) 5 ft. x 20 ft. Double ell. 
(1) 4 ft. x 20 ft. Double shell. MISCELLANEOUS EQUIPMENT 
(2) 7S. 3 40 ft. with mechanical REDUCERS, NITRATORS AND 1078 Vegavies Sulphur Burners, 1-6 
. rs. - : 2-9 T, 
G) 1h » g. SULPHONATORS 683—A Glens Falls Rotary Sulphur 
. Dees urner, 
292—A (1) 5% ft. x 30 ft. 818—CC (2) 1,600 gal. Reducers. 1061—B Complete Glycerine Plant for 
1043—A (1) 4 ft. x 40 ft. 635—A 150 gal. Nitrator. 80% crude, capacity 126 Ibs. 
os i Tae 482—M 300 gal. Nitrator. ies cgeer hour. 
-x : es omplete Logwood Plant for 
(4) 3 a z 610—B 600 gal. Nitrator. production 1600 Ibs.. logwood 
charge 61%. Twaddle liquor. 
195— 
STILLS (2) — Generating 


818—M (3) Steel, 10 ft. 1 in. x 6 ft. 1 in, 
Large number of Storage 


= * ao % in. stock, % 149} (1) Copper 2 ft. x 4 ft., complete. and Pressure Tanks 

én ) ‘Cast fen Se ten em.  86-8,0 Cast iron, 150-200 gal. (1) Machine for weigh'ng and fill- 
porating pan, 6 ft. 10 in. x 295—E (1) Phenol Still, 5 ft. x 6 ft. ing packages. 
3 ft. 10 in. x 56% in. NEW. 295—H (1) Phenol, 900 gal. This list is constantly changing because the 


229—A (2) Bach Type Crystallizers, by 
Complete Stills for Acetone, Alcohol, Phenol, machinery and apparatus is all first class. 
Kilby Mfg. Co., 720 cu. ft. Benzol, etc. Watch this column for changes. 


capacity. 
We Advise Quick Action 


MACHINERY UTILITIES CO., Inc. 


Room 1414 Astor Trust Bldg. Phone Vanderbilt 2752 New York City 


Pian and Sieam Jacketed Kettles, Autoclaves, Retorts, and other Chemical Apparatus, 
of ¢ to f inch material, lined with tin, lead andcopper; corrugated transformer tanks 


ne R U S H — and various pressed steel articles 
A partial List of Equipment we can RUSH to your plant. B UI L - on CO N TR A CT 






2—Acid Eggs, 5%’ x 3%’. 1—30” Shriver C. I. Filter Press, . 
iis H. P Pe MA Boiler. 1—No. 8 Sweetland Filter Press. We have a large shop, employ ten welders and other skil‘ed labor, have been in business six years and 
1—12 H. P. Vertical Engine. 1—No. 6 Sweetland Filter Press. can guarantee prompt and satisfactory service. Let us know your requirements, 
8—30” Centrifugals, 1—6’ x 25” Sweetland Filter Press. 

1-20” x 36” Kelly Filter Press. YOUNGST )WN WELDING CO. - 536 W. Rayen Ave., Youngstown, Ohio 


1—40” Copper Centrifugal, y 
1—60” Steel Centrifugal. i—American Continuous Filter. 
38—Rotary Dryers, 4 x 18, 4 x 20, 4 x 40. i—Stoneware Filter with Vacuum Pump, 
2—Vacuum Shelf Dryers, 2—5’ x 5’ Agitated Wooden Tanks. 
2—5’ x 30’ Rotary Vacuum Dryers. 1—100-gal. Agitated Stoneware Crock, 
1—i’ x 16’ Rotary Steam Dryer. 1—26” x 33” Abbe Pebble Mill. 
1—50,000 gal. Triple Effect Evaporator. 1—11’ x 13’ Storage Tank. 

1—30” Shriver Wooden Filter Press. 6—Anderson Expellers. 


CONS®LIDA ' ED PRODUCTS COMPANY | 


15 Park Row, New York Barclay 9098 


IMMEDIATE DELIVERY BARGAINS TANKS 


Used equipment in good second-hand 
Gauge Capac 


condition 
1—Stevenson 9 ft. iron-frame Dry Pan. 
101 90 ‘ Dia, Height Steel ° 
a of Allis-Chalmers 36”x12” Crushing 7 0’x 16° Vertical No. 8 
—8%x17 Allis-Chal Gyrator 7 8x 8 ertical No. 
Wa ee s 8”x 96" Vertical No.8 
9 


Crusher. 
’ 11” x 11’ 0” Vertical No. 8 





A_GOOD COMBINATION 


YOUR PRODUCT 
OUR SELLING ABILITY 
IF YOU HAVE SOMETHING GOOD TO 


OFFER IN THE STATE OF OHIO Address 
‘COMBINATION ” care of this paper. 


Stock Tanks 


IMMEDIATE SHIPMENT 


We carry a line of steel tanks in stock sizes for storage 
of oil, chemicals, etc., for immediate delivery. 










Large assortment of chain and belt 
bucket conveyors, complete. 7 8” x 20’ 0” Horizontal No.8 
We have a large line of Foster, Knowles 8’ 8” x19’ 0” Horizontal No.8 


and Davidson single steam pumps; also ‘ 
engines, boilers, tanks, compressors, etc. Built for Storage In Stock 


Consolidated Mach’y & Wrecking Co, } National Products Company 
50 Church St. Imcorporsted = NEW YORK 


BUY DIRECT FROM US 
TANKS 


FOR IMMEDIA!E SHIPMENT 
16—4,200 gals., 8’ 8” x 9’ 6”, 3-16” 
5—8,000 gals., 7’ x 28’, 3-16” 
6—10,000 gals., 8’ x 28’, %” 
4—12,000 gals., 8’ x 32’, 4%” 
4—15,000 gals., 9’ x 32’, 4%” 
8—20,000 gals., 10’ x 35’, %” : 
Send us your inquiries for your requirements in the steel plate line, including steel 


barrels. We can quote you. 


STANDARD TANK COMPANY 15 pa 










We can furnish tanks according to your specifications 
at short notice. 


NEW — 9,000, 10,000, 12,000, 15,000, 21,000 gallon 
tanks ready for shipment — 3 WEEKS. 
SUBJECT PRIOR SALE 


Write — Wire — Telephone 





























Barclay 8180 
k Row, New York 












See our Offerings on Page 88 
Telephone Barclay 8480 





TANK EQUIPMENT COMPANY, Inc. 


501 Fifth Avenue New York City 
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DETROIT, MICHIGAN HUTCHINSON, KANSAS 


Research Work 


Practically every use to which _ beenengaged here in the scientific study 


alkali is put is a chemical use, of the improvement of alkalies, and of 
the adaptation of them to the many 


and the SOLVAY PROCESS ; 

hich th 
COMPANY has spared no effort Se ‘ Pees 
or expense in determining the The great improvement in 


exact needs of the cunsumer as C@ustic Soda for Soap Makers and Mer- 
cerizers since the Caustic of 1881, which 


regards alkalt for his particular tested only 81% NaOH;; the nice adjust- 
purpose, and in meeting that ment of density of Soda Ash for Glass 


need with a product fitted for it. | Making, and the reduction of its dusting 

properties; the development of Solvay 
At Syracuse, the Company main- Snow-Flake Crystals (Sodium Sesqui- 
tains one of the most extensive and com- carbonate) for laundries; these are ex- 
pletely equipped Research Laboratories amples of adapting the product to the 
anywhere existing. For 36 years it has purpose. 


SODA ASH BICARBONATE OF SODA | CAUSTIC SODA 

oe MODIFED SODAS er Si a Gu 

pete CAUSTICIZED ASH sia "ok oF 
¢ Ordinary 70% Special - 

48% Special a ea 607% Special 

CROWN FILLER 

CALCIUM CHLORIDE MONOHYDRATE CRYSTALS (paper finisher) 


Wing & Evans, Inc. 


SELLING AGENTS 
22 William St., New York 


BUY WAR SAVINGS STAMPS! 
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Paint stores that have a 
reputation for square 
dealing and selling qual- 
ity goods, sell Dutch 
Boy White-Lead. It 
satisfies customers who 
are hard to please. 
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SHREWSBURY MILLS 


CONCENTRATED 


LEMON FLAVINE 





The ONE fast yellow 
dyestuff tha thas with- 


stood the test of time. 





J. S. YOUNG & COMPANY 


ESTABLISHED 1869 


HANOVER, PA. 


Sole Selling Agents for 


The J. S. Young Company, Baltimore, BM. is + hig Pree eee ae Logwood 
J. S. Young & Company, Hanover, Pa. é 2-29 Ree eas aes meow 
J. S. Young & Company, Shr cihisee Be. ........ Flavine and Quer 

H. E. Young & Company, Inc., Charlottes ville te gl a 


 prcrccme a N  R 
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Cawley Clark Dry and Pulp Colors 


SPOT STOCKS OF THE FOLLOWING CARRIED AT NEW YORK: 


Dry Red Lead Litharge Dry White Lead 


(New York Telephone: Vanderbilt 3700) 


OOO UCC OOO CCC ACCC iC CCIM CII 


ral 


Harrison Works 


owned and operated by 


E. I. du Pont de Nemours & Company 


ON 


Ee ee TO ME TO: ICR A ACMI Me OT IM ah lanl 


= 

= 

eS Sales Office: 21 East 40th Street, (Cor. Madison Ave.) New York City 

o GENERAL OFFICES CHICAGO OFFICE CLEVELAND OFFICE PACIFIC COAST : 
= 35th and Grays Ferry Road McCormick Building E. R. Smead Company L. H. Butcher Co. : 
= Philadelphia, Pa. Rockefeller Building San Francisco, Cal. ; 


Philadel phigh 
Plant | 
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Cream Tartar 
Tartaric Acid 
Rochelle Salts 
Seidlitz Mixture 


The Harshaw Fuller & Goodwin Co. 


CLEVELAND NEW YORK PHILADELPHIA 
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Qur Sixtieth Anniversary 


HE sixty successful years that we have been in busi- 

ness have been made so by maintaining the standards 

of excellence in our various products and by an earnest 
desire to give satisfaction. 


Our reputation is behind the following finishes : 
LIQUID GRANITE (Floor Varnish) 
LUXEBERRY WHITE ENAMEL 
LUXEBERRY WOOD FINISH 
LUXEBERRY SPAR VARNISH 


Information regarding these finishes will be sent you on 
request. 


RRY BROTHER: 


orlds Largest'Varnish Makers 


SAN FRANCISCO DETROIT WALKERVILLE, ONT, 





Vacuum Pans and Multiple 
Effect Evaporators 


FOR ALL PURPOSES 


Also Dreg Stills and Vacuum Distilling 
Apparatus of All Kinds 





ESTABLISHED 1878 


JOSEPH OAT & SONS 


PHILADELPHIA, PA. 








MANUFACTURERS OF 


ZINC DUST | 





REDUCE YOUR COSTS 
97-98% Reducing Power 
95-100% Thru 350 Mesh 


WORKS AT 


BOUND BROOK, N. J. 


Minimum Freight pevays 
MOTOR TRUCK SHIPMENTS 
TO 
NEW YORK, PHILADELPHIA 
AND NEW JERSEY DISTRICTS 


Metals Disintegrating Co., Inc. 
3 South William Street 
New York 


See our exhibit at the Fourth National Exposition of Chemi al 
Industries, Grand Central Palace, New York, week of Sept. 23d 
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SULPHUR AND PYRITES CONTROL 
EVIDENCES GOVERNMENT POLICY 
OF ALLOWING NO LAXITY ON THE 
PART OF ESSENTIAL INDUSTRIES. 





The War Industries Board, with the approval of 
President Wilson, has taken over the control of the 
production and distribution of sulphur and of pyrites 
and has named a director for this new section of 
Federal supervisory activity in the person of William 


G. Woolfork. 

In view of the fact that pyrites and sulphur are 
both used in the production of sulphuric acid for 
munitions, and that the supply of pyrites from abroad 
has been appreciably cut down, with the result that 
sulphuric acid manufacturers are now using the sul- 
phur chamber process in the production of acid, there 
has been a more or less strict control for months over 
the brimstone (sulphur) industry in this country, and 
on its face the recent action exercises little actual 
change in working conditions. 

The pronunciamento of the War Industries 
Board, however, like many another regulation by the 
Government, is neither as simple nor as inocuous as 
it would appear. In uncamouflaged English it 
means simply this :— 

There are two companies in this country which 
produce 99 per cent. of all the sulphur entering into 
consumption. This production has grown from 
369,444 tons in 1908 to approximately 1,200,000 
tons in 1917, and it is estimated that the marketed 
production this year will be little if any less than 
1,500,000 tons. The imports in 1914, the first 
war year, were 22,810 long tons, and the domestic 
marketed production 327,634 tons for the same 


period. 

One of the two large companies producing sulphur 
under Government direction which has been allo- 
cated through the sulphur and pyrites section of the 
War Industries Board, and has not been in complete 
co-operation with the Board to the extent that the 
Federal authorities believe essential. 

A small percentage of the pyrites producers are 
subject to the same criticism, although at least 90 
per cent. of the industry is to be commended for the 
completeness of its co-operation and the thoroughness 
of its patriotic participation in the work of meeting 
the war demands of the nation. 

To safeguard existing supplies, to insure a con- 
tinuance of production and of deliveries, and to bring 
the offending producers of both sulphur and pyrites 
into line with their competitors and with the interests 
of the Government, the War Industries Board has 
now assumed power to compel such acquiescence in 
Federal needs on the part of such offenders, even to 
the extent of seizing and operating the producing 
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properties, should such radical methods prove neces- 
sary or desirable. 

There is no present intention of seizing this prop- 
erty, but the Board is now fully prepared to do so 
should the present operators persist in not co-operat- 
ing and in not fulfilling completely their agreements 
with and promises to the Government. 

We do not believe that such extreme action will 
be necessary, particularly in view of the splendid co- 
operation shown by the great majority of producers 
and handlers of these two highly important materials. 
One of the most striking examples of organization 
on the part of trade interests to assist in the promo- 
tion of Government activities, to regulate distribu- 
tion, to allocate products and to stabilize prices at 
an equitable level is that of the Chemical Alliance, 
Inc., which performed indispensable service in the 
preliminary conferences and negotiations with the 
Federal officials prior to the assumption of actual 
control of the industry by the Government. 

It is unfortunate, however, in view of the almost 
numerically-unanimous patriotic achievement of the 
sulphur and pyrites industry, that this one blot should 
have been allowed to mar the’ otherwise perfect 
record. 

We anticipate no further cause for complaint, 
either in productive effort, price demands or distribu- 
tive method. Is it not possible that unusual oppor- 
tunies afforded for unusual financial returns through 
extraordinary demands may not have led to giving 
unintentional cause for criticism? 

That the attitude complained of will be persisted 
in is neither probable—nor under the terms of the 
control order—possible. 

FEDERAL TRADE COMMISSION ISSUES 

COMPLAINT AGAINST THE NA- 

TIONAL WHOLESALE DRUGGISTS’ 


ASSOCIATION. 


The Federal Trade Commission during the past 
few months has displayed unusual activity along 
regulative lines hitherto not recognized as the basis 
for Government bureau interference with the conduct 
of business. Neither of these activities is due pri- 
marily to the war. 

The first group of cases, which included the cita- 
tion of more than two score firms engaged in the 
manufacture and distribution of paints and varnishes, 
had to do with so-called ‘‘commercial bribery,” the 
Commission taking the ground that it is unlawful to 
seek to influence trade by personal gifts of various 
sorts to employes of customers or to rivals’ customers. 
The result has been a general acquiescence by the 
industry in the ruling of the Commission that they 
refrain from the practice, even when such gifts shall 
not be money, but “‘gratuities such as liquors, cigars, 
meals, theatre tickets, valuable presents and other 
personal property.” 

The second group of actions—up to this time in- 
cluding but two cases—is based upon the decision 
of the Supreme Court of the United States in the 
so-called ‘‘graphophone”’ resale price case. Eli Lilly 
& Company, of Indianapolis, during the last week in 
June, were charged with unfair methods of compe- 
tition through fixing prices; on Friday of last week 
the Commission issued a ocmplaint against the Na- 
tional Wholesale Druggists’ Association, its officers, 
its Board of Control and the members of the As- 
sociation’s Committee on Proprietary Goods. 

The charge in the Lilly complaint specified that 
the company had fixed a price at which goods should 
be resold by jobbers and wholesalers, and alleged 
discrimination against distributers who would not or 
did not agree to maintain such prices. 

The charge against the N. W. D. A. alleges that 
the Association has “‘for more than two years en- 
gaged in a combination or conspiracy”’ to effect the 
permanence of resale prices through non-recognition 
of other than so-called “‘legitimate jobbers.”” There 
are several detailed specifications in the complaint as 
served upon the officers and committee members of 
the N. W. D. A.—which is printed in full on an- 
other page of the Reporter—but the principle cita- 
tion is that summarized above. 

In both of these ‘‘resale’’ cases the same principle 
is involved, as well as a trade custom extending over 
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many years, and neither complaint would have been 
vested with its preesnt importance had it not been for 
the decision of the Supreme Court to which reference 
has been made. 

We do not believe—particularly in view of the 

character of the men named in the N. W. D. A. 
citation, and of the complete and self-sacrificing co- 
operation by this branch of the pharmaceutical in- 
dustry with the Government in all war activities— 
that there has been any attempt on the part of the 
Association to evade any statute law of the United 
States. 
_ The clarity of intention of the N. W. D. A. in 
its attitude toward Federal interstate commerce regu- 
lations, and in its conduct of business in the several 
States, is evidenced by the fact that since the so- 
called Indianapolis decision by Justice Lurton on 
March 5, 1907, every question of policy has been 
submitted to—and every act of the Association in 
pursuit of such established policy has been taken 
under—the advice of counsel. The Indianapolis 
decision held, in brief, that the so-called direct- 
contract-serial-numbering plan and other plans of 
marketing proprietary medicines were not enforce- 
able as to dealers not actually parties to the con- 
tracts. 

Some time must elapse before the replies of either 
the N. W. D. A. or the Indianapolis firm can be 
considered by the Commission, and, in view of the 
sweeping effect upon the industry should the Com- 
mission's interpretation of the Supreme Court de- 
cision be upheld in detail, there can be no paltering 
and no minimizing the predominant issue in both 
cases :— 

Is the resale price illegal in all and every 
instance > 
Has the manufacturer no rights in the final 
- ~~ his products ? 
ith such a nationally important organization a 
the N. W. D. A. as the defendant in ‘hi most -~ 
cent test of law and of custom, the prospect of de- 
cisive elucidation of the law is brighter than ever 
before in the history of ‘“‘resale”’ litigation in the 
United States. 
sttlteeiisiatitlle tae 
ANY ACTION TO RELIEVE THE FLAX- 
SEED AND LINSEED OIL SITUATION 
MUST BE TAKEN AT ONCE—IF AT 


ALL. 





The placing of an embargo upon the imports of 
flaxseed into the United States, with the consequent 
reduction of the amount of seed requisite for the 
continued production of linseed oil until the move- 
ment of the new crop of seed, has developed an 
extraordinary condition in the market and an unusual 
arraignment of Federal departments and bureaus 
upon either side of the controversy. 

The War Industries Board, which is responsible 
for the erection of an embargo wall shutting out seed 
from the Argentine, is convinced that there is enough 
linseed oil in this country now to meet all necessary 
demands until the crushing of the 1918 crop; it be- 
lieves that the shortage of burlap and jute will exer- 
cise a conserving effect upon the consumption of lin- 
seed oil by linoleum and oil-cloth manufacturers, and 
it is further convinced that the step taken will assist 
in the maintenance of prices and the prevention of a 
runaway market. Then, too, the Board has it in its 
power to raise the embargo at any time. 

The crushers, on the other hand, assert that if the 
embargo is not raised at once it will be too late to 
continue the shipment of linseed to the United States 
from the Argentine in quantity sufficient to keep the 
mills busy until new seed is harvested here, since all 
such shipments have been made by sailing craft, re- 
quiring from 55 to 90 days. 

Prominent factors in the trade assert that Argen- 
tine seed must be had or they will be obliged to 
cancel contracts and stop selling oil, despite the fact 
that many of these contracts are to be applied to the 
production of large amounts of paint, etc., for Gov- 
ernment use. 

The War Industries Board to date has not given 
indication of any present intention of modifying its 
original embargo regulation, despite the protests of 
the crushers at Washington during the past week, 
and, further, of other Federal departments and bu- 
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reaus, which have become convinced after months 
of investigation that it is a serious question whether 
there will be a sufficient supply of flaxseed to meet 
essential demands even with normal domestic pro- 
duction. 

Just what the probable production of flaxseed in 
the United States will be during the present crop 
year and just how much of the required oil-bearing 
seed can be obtained from the Canadian provinces 
is a problem of no minor importance at this time. 
The first of the Government crop estimates, issued on 
Tuesday last, and bearing upon crop conditions on 
July 1, does not offer grounds for expectation of an 
unusual crop. In fact, the contrary may be deduced 
when with the estimates and percentages offered are 
combined the later facts as to crop conditions in both 
Canada and the Northwest. 

These estimates are valuable as indications of 
acreage and of conditions in the flax fields of the 
country at the time when the reports were compiled, 
but they offer no guarantee that the final crop will 
even approximate that indicated by acreage and 
condition percentages so early in the growing season 
as July |. 

This is illustrated in no uncertain manner by the 
following detailed figures covering the reports for 
July, 1918, and 1917, with the final crop figures— 
actual seed grown—as of December of the same 


years :— 


1918. 1917. 
0 Pree 1,967,000 1,939,000 
Condition, per cent... 79 84 
Yield per acre, bu.... 8 8.7 
Estimated yield, bu... 15,800,000 17,000,000 
Oe | i Pee 8,473,000 


Should the decrease in crop conditions during the 
present crop year month by month approximate that 
during the year 1917 the final crop of flaxseed in 
this country for the present season would be in the 
vicinity of 8,000,000 bushels or less! And even 
now reports from the Northwest and from Canada 
are none too encouraging. In fact, one Minneapolis 
factor declares that some Canadian reports are “‘so 
bad” that he will not quote them. Reports from 
North Dakota from Federal agents there state flatly 
that in some sections “20 per cent. of the flax is not 
even germinated and will be late, with a possibility 
of frost damage.” 

In an editorial analysis of the linseed import situ- 
ation in its issue of July 8 the Reporter showed that 
on the basis of a normal consumption of 28,000,000 
bushels of flaxseed in this country there is a consid- 
erable discrepancy between the amount available 
from Canada, the United States and the Argentine 
—with the import ban operative—and the amount 
actually required to meet normal needs, without ref- 
erence to the extraordinary demands due to wartime 
exigencies. 

All this data has been brought to the attention of 
the War Industries Board—much of it prior to its 
action toward the cutting off of Argentine supplies. 
It is apparent that the Board is fully convinced of 
the truth of its statements as to visible supply prior 
to the new crop, and the question has arisen— 
although it has not yet been answered—from whom 
did the Board obtain its data as to what it con- 
siders existing conditions? 

It was not from the Department of Agriculture, 
for the agents of the latter have been and are devot- 
ing every effort to the development of a banner crop 
of this oil-bearing seed. 

It was not from the Army or Navy Departments, 
for officials in these branches of the Government are 
yet to be convinced that their contracts will be met 
without friction and without bringing hardship upon 
domestic consumers. 

Is it not possible that in the recent exchange of 
amenities at the meeting of the paint manufacturers 
in Pittsburgh—a report of which appeared in the 
Reporter of June 24—a slightly perverted idea as 
to just how many linseed oil contracts had been filled, 
and how many gallons of oil had been stored up to 
meet ante-crop needs was given representatives of 
the War Industries Board present at that conference? 

It is possible that, like unto the man who bragged 
of his wealth, his horses and his farm to an inquisi- 
tive stranger, only to find later that the interested 
party was a tax assessor, some things were allowed 
to be inferred that were not exactly true. In fact, 
it has been learned that “‘since the largest consumers, 
the paint trade, are provided for,” the action of the 
War Industries Board could not have been other- 
wise. And this despite the fact that the contracts 


now held by the crushers indicate something entirely 
at variance with this optimistic view, and, further, 
despite the appearance in the market during the past 
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week of paint manufacturing interests in a search for 
linseed oil for immediate delivery. 


In view of these conditions we would suggest that 


it is not too late for a hurried but nevertheless search- 


ing examination of the contract requirements of the 
linseed oil consuming industries, together with the 


probabilities of oil production, pending the shipment 


of new crop seed. 


If action should be taken at once, it would be pos- 


sible to relieve the situation by an immdiate raising 
of the Argentine embargo, which the War Industries 


Board has full power to do. 


If anything is to be done, it must be done at once 


to offer any relief in a decidedly strained situation 
which may result in unnecessary hardship. 


\———____ 
REPORTER MARKETS DURING THE 


WEEK JUST CLOSED. 


SE eee 


The aftermath of the embargo upon importation 


of flaxseed and the taking over by the Government 
of the control of the production and distribution of 
sulphur were two factors of unusual interest in Re- 
porter markets during the past week. 


Both flaxseed and oil rose steadily during the 


period, but the market for seed was largely specula- 
tive in the extent of the price increases and a drop 
of 30 points from the high of $4.70 a bushel at 
Duluth on Friday made an interesting finish for the 


closing hours of the summer business week. 


The effect of tightening of the import regulations 


through the closing of our ports to many commodities 


has been reflected in the conditions of such markets 


as those for the natural dyewoods. 


The following summaries of each market cus- 


tomarily recorded by the Reporter will be found of 
interest :— 


Paint and Paint Materials —There has been a very 


fair business doing in every branch of the paint 
industry during the past week, judged by the 
standard of the season. July is usually the dullest 
month of the year in this line, and this applies to 
dry colors as well as to other branches of the 
trade. Business has been very good in most lines, 
however, and manufacturers have their hands full 
endeavoring to catch up with the orders already on 
their books. There were few price changes dur- 
ing the week. 


Naval Stores.—There was a decline of two cents a 


gallon in turpentine this week, and the demand 
was not particularly good. Many consumers 
think that the price is too high and are holding 
back in the hope that there will be a reaction. The 
higher grades of rosins showed a slight advance, 
and the lower grades were off twenty to twenty- 
five cents a barrel. 


Vegetable, Animal and Fish Oils.—Keener interest 


was displayed for soya bean oil as a competitor 
of linseed oil, held at prices which curtailed con- 
sumption. A fair volume of business passed in 
the local market for bean oil which is regarded in 
favor by the paint and varnish trade. The de- 
mand was good, not only for spot goods, but for 
oil in transit and at the coast. Cocoanut oil was 
quiet but firm. A firmer tone was imparted to 
china wood oil, supplies having been reduced to 
low ebb. Operations in animal oil were confined 
mainly to actual needs. A demand was noted for 
red oil as a substitute for olive oil foots. The 
scarcity of fish oils registered firmness for all vari- 
eties. On the unfavorable aspect of Chesapeake 
fishing, a higher tendency for crude oil is expected. 
Producers were not inclined to name quotations 
on new oil. Refined varieties of menhaden were 
advanced two cents. 


Linseed Oil_—The past week has been a period of 


wild excitement in the linseed oil market. The 
action of the Government in placing an embargo 
upon foreign flaxseed has entirely demoralized 
the market. Many crushers are no longer offer- 
ing oil, and those who are say they will have to 
stop selling unless prompt action is taken to relieve 
the situation. The price of oil has advanced 


from $1.64 a gallon a week ago to $1.78@1.80. 


Petroleum and Its Products—There were two dis- 


tinct features of the petroleum market during the 
week—the advance of 10 cents a barrel in the 
price of Ohio, Indiana and Illinois crude oil, con- 
trary to the understanding reached between the 
producers and Oil Director Requa, and the 
warning from the Oil Administration that all 
wastefulness in the use of gasoline must be 
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stopped by consumers, or the Government officials 
would take decided action in the way of regula- 
tion. There is no lack of gasoline for all normal 
demand in addition to the requirements of our 
Allies, but waste must be eliminated, declare 


the Federal officials. 


Drug Market.—The continued weakness of soda 


benzoate and permanganate of potash, together 
with the increased interest being shown in glycer- 
ine, amyl acetate, phenolphathalein and quick- 
silver provided the features within the group of 
drugs and pharmaceuticals. Among the crude 
drugs a pronounced period of periodical dullness 
has settled upon the spot market. Notwithstand- 
ing this, nux vomica, cascara sagrada, sage and 
licorice root are all strong at the close of the 
market and higher prices are in vogue at the end 
of the period. 


Essential Oils—Trading has been routine to a vast 


extent, but no weakness has been in evidence, 
owing to the lack of many important oils, espe- 
cially French essences. While arrivals reach the 
spot in fair-sized quantity, they have little effect 
so far as relieving buyers of high prices. Con- 
sumption takes up such receipts rapidly. A period 
of quietness prevails at present, but the market is 
sustained by the dearth of essential materials. 


Seeds and Spices.—The continued easing of the 


market under the withdrawal of grinders from the 
declining market is the most prominent feature of 
the group. Coriander, canary and cummin seed 
exhibit this tendency strongly. Mustard holds 
steady under the influence of cheaper priced Jap- 
anese and Chinese offerings. Peppers have been 
dull, but, owing to the shortage of spot supplies, 
they hold more or less steady, with slight tenden- 
cies to shade in evidence. 


W axes.—Interest in this group centered in the in- 


quiry for all types of beeswax, the increasing 
strength of shipment prices for Japan wax and the 
comparative dullness of the paraffine grades. The 
lower levels for certain grades of carnauba waxes 
under the influence of competition was also 
noticeable. : 


Shellac.—The scarcity of higher grades of material 


has been more noticeable during the period. Buy- 
ing in the Calcutta market has ceased, owing to 
the impossibility of shipment during the hot 
weather. A strong consumptive demand for the 
bleached shellacs is one of the prominent features 
of the market and it is pressing the capacity of 
manufacturers severely. All grades are higher 
at the close of the week. 


Coal Tar Dyes and Intermediates.—Seasonal dull- 


ness is shown in the routine trading reported in a 
number of the markets for coal-tar intermediates, 
though some instances of unusual activity are re- 
ported. Higher prices are named for certain 
items, advances being due to further scarcity be- 
cause of curtailed output or greater production 
costs. These latter are to be expected to continue 
from time to time, it is stated, so long as the war 
lasts and as increasing Government needs place 
further restrictions on output. Call for virtually 
all colors is large and higher prices are named. 


Dye Bases and Dyewoods.—The previously noted 


firmness in this market is still evidenced, with all 
trading conditions pointing to a continuance of the 
same for some time to come. Steady demand of 
good volume is noted for practically all of the 
natural dyestuffs, with little prospect of stocks be- 
ing substantially replenished until the present 
shortage of shipping is overcome. The chemical 
assistants are in the easiest position of any of the 
items in the general market through lack of de- 
mand, but at that are in strong basic positions. 
The few price changes recorded are to higher 
levels all around. 


Fertilizer Materials.—There has been a steady mar- 


ket in fertilizer materials, with little change in the 
general situation. The season is the dullest of the 
year, but the business ahead of the fertilizer man- 
ufacturers looks so large that there is a feeling of 
optimism among the raw material dealers, whose 
greatest trouble is in securing adequate supplies 
in certain lines. 


Chemicals.—In the majority of instances there is 


firmness in tone in the chemical market, due pri- 
marily more to the increasing scarcity of supplies 
than to any greater demand for the same. While 
price changes have not been numerous, there have 
been several toward higher levels, though the so- 
called market leaders, caustic soda and soda ash, 
are still in a wobbly position because of lack of 
demand of consequence in the face of accumu- 
lating stocks. 
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OIL PAINT AND DRUG REPORTER 
WE MUST HAVE ARGENTINE SEED OR STOP 


FLAXSEED IMPORT EMBARGO PLACES 
CONSUMING INDUSTRIES IN QUANDARY 





Crushers and Consumers Believe War Industries 
Board Misled as to Actual Amounts on 
Hand and to Be Available Prior 
to New Crop Shipment. 


Placing flaxseed on the list of re- 
stricted imports, the regulation to be 
operative on July 10, has precipitated 
not only confusion in the linseed oil 
industry, but has ranged different gOv~- 
ernment departments in direct oppo- 
sition to each other. 

The War Industries Board, in the 
issuance of the new regulation, is ad- 
mittedly seeking to release as much 
shipping as possible. This is the con- 
trolling policy of the board, and ap- 
plies to one industry as much as to 
another, and imporis are being re- 
stricted just as rapidly as arrange- 
ments can be made “without upsetting 


essential industries.” . 
the declaration of the flaxsee 
idisinatoss it would appear that the 
board has been ill-advised, since, as 
was pointed cut in the Reporter last 
week, should this embargo be enforced 
there must be a period before the har- 
vesting of the new crop during which 
time the mills will be forced to shut 
down unless Argentine seed is pro- 

“Tne first effect of the embargo an- 

nouncement—followed so soon by the 

first government flaxseed crop esti- 
mate—was to send prices skyward. 

The second effect was to send lead- 
ing producers and crushers to Wash- 
ington post haste to obtain a post- 
ponement of the embargo application 
on the ground that unless seed were 
provided from the Argentine contracts 
for oil would have to be cancelled and 

ices withdrawn. ; 

Pirhe War Industries board is con- 
rinced that:— . : 

L There is enough linseed oi] in this 
country now to meet all neces- 
sary demands of the trade until 
the domestic crop shall be 

ushed. 

That the shortage of burlap and 
jute as a binder will restrict the 
manufacture of oilcloth and lin- 
oleum, and that there is no rea- 
son why stocks of oil should be 
allowed to accumulate. b ; 

8. The board wants to maintain 

prices, to prevent speculation and 
a runaway market. 

4. This embargo can be lifted at any 
time to allow the Argentine seed 
to come into the country. 

What the trade and what the other 
bureaus in Washington interested in 
the flax crop think, is set forth in the 
following Washington general re- 


ports:— 
Crushers Protect Embargo. 


Flaxseed crushers, representing some 
of the largest concerns In the business, 
who were in conference this week with 
government war-work | establishments, 
vigorously protested against the embargo 
against importations of flaxseed pro- 
mulgated by the War Trade Boar da. 

The vosition of the government in plac- 
ing this embargo is to conserve shipping 
facilities on the conclusion that there is 
enough flaxseed in this country to satisfy 
all essential demands until the domestic 
crop is harvested, ; 

There seems to be a very serious dif- 
ference of opinion on this point between 
the various government establishments, 
Nore of them will give any statistics, but 
they quite frankly state that there is 
serious concern as to whether there will 
be a sufficient supply of flaxseed even 
with the domestic production. 

At least two censuses of the flaxseed 
supply on hand and in prospect are be- 
ing made—one by the United States Food 
Administration and the other by the 
Bureau of Markets, United States Depart- 
ment of Agriculture. Both of these are 
well in hand, and it is believed that au- 
thoritative figures will soon be available 

Officials of the Bureau of Plant Indus- 
try have for some time made no secret 
of the fact that there was serious con- 
cern felt as to the quantity of domestic 
flaxseed this season. Field agents were 
sent into the Western States to urge the 
farmers who usually plant flax not to be 
led to abandon that crop on account of 
the unusually good prices offered for 
wheat. The United States Department of 
Agriculture has announced that as a re- 
sult of that campaign large acreage was 
planted in a number of States that would 
otherwise not have been planted. 


Much of Crop a Failure. 


But, officials of the Federal Depart- 
ment of Agriculture, even in the Bureau 
of Markets, now admit that much of this 
crop of flaxseed will be a failure. It is 
pointed out that the weather has had a 
great deal to do with this. The reports 
show that in Kansas the crop will be 
not more than half what was antici- 
pated; in Montana it is stated that much 
of the big acreage nlanted to flax has 
been a loss and turned under again. 
Similar reports have come from the Da- 
kotas and further West. 

In connection with the governmental ac- 
tivities in restricting the importation of 


rn 


flaxseed it became known that Dr. Tay- 
lor, who is on a mission to Europe and 
who organized the fats and oils section 
of the Food Administration and co- 
operated with the officials of the De- 
partment of Agriculture in all the war 
work on fats and oils, cabled Herbert 
Hoover asking if it would be possible to 
get along with what flaxseed is now in 
this country. 


Conference “Just Happened.” 


Officials of the Food Administration pro- 
test, however, that the placing of the 
embargo and the calling of a conference 
of the crushers had no relation to this 
cablegram and that the three actions on 
linseed oil just mysteriously “happened” 
coincidentally. 
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SELLING OIL, DECLARE FACTORS IN THE TRADE 


The trade cannot understand how it is 
possible for anyone to have arrived at the 
conclusion that there is enough linseea 
oil jn this country to meet all the neces- 
Sary demands until the middle of Octo- 
ber, which is about the time the new 
crop of domestic seed will begin to move. 
For some time the mills as far West as 
Minneapolis have been crushing Argen- 
tine seed, and very little of the old crop 
of domestic seed is in stock. There was 
already a shortage that was forcing an 
advance in prices, and many of the best 
posted linseed oil men were predicting 
that it would not be possible, under any 
circumstances, to get enough Argentine 
seed here to tide over until the new crop 
began to move to the crushers. 

The contention that the embargo can 
be removed at any time is, of course, 
correct; but all the seed that has come 
from Argentine this year has come by 
sailing vessels, and the trip takes from 
fifty-five to ninety days. If sailings are 
to be held up just at this season it will 
mot be possible to get the seed here at 
the time it will be needed; that is, just 
before the new crop begins to move, That 





FLAXSEED MEN FORM STANDING COMMITTEE 
TO CO-OPERATE WITH GOVERNMENT EXPERTS 


Linseed oil crushing interests from all 
parts of the country have been in con- 
ference with government war-work estab- 
lishments this week, and at the request 
of the United States Food Administra- 
tion they have organized a standing com- 
mittee representative of the trade in- 
terests and of the industry to consult 
with the government offices on all mat- 
ters affecting their industry. 

The Food Administration is concerned 
in the flaxseed and linseed oil situation 
because the supply and consumption of 
inedible oils seriously affects the situa- 
tion as regards edible oils. 

The conference held this week, it is ex- 
plained by Food Administration officials, 
was similar to that called several weeks 
ago of soap manufacturers, and with the 
Same general ideas in mind—to have a 
trade organization representative of the 
industry with which the government of- 
fices can deal primarily towards the prac- 
tice of trade economies and to promote 
efficiency towards winning the war. 

The Food Administration officials say 
that this conference was planned several 


ter, H. S. Bailey, Dr. Charles D. Denny, 
Sam Cassell and Prentise Gray, all of the 
United States Food Administration, and 
E. A. Prosser, representing the War [n- 
dustries Board, in charge of the inedible 
oils, fats and wax section. 


The crushers present included:— 


American Linseed Companv, New York city, 
R. H. Adams, president; F. R, Slauson, repre- 
sentative. 


Archer-Daniels Linseed Company, Minneapo- 
lis, Minn., S. M. Archer, vice-president, 


Fredonia Linseed Oil Works, Fredonia, Kan., 
S. H. Wiley, representative; J. M, Kennedy, 
representative. 

Goodrich Company, Wm. 0O., Milwaukee, 
Wis., Wm, O. Goodrich, president, 

Hirst & Begley Linseed Company, Chicago, 
Ill., J. W, Hirst, president. 

Kellogg & Sons., Inc., Spencer, Buffalo, N. 
Y., Howard Kellogg,. vice-president, 

Kelloggs & Miller, Amsterdam, N, Y., J, P. 
McElwain, representative. 

Midland Linseed Products Company, Minne- 
apolis, Minn., E, C. Bisbee, representative. 

Minnesota Linseed Oil Company, Minneapolis, 
Minn., Wm, A, Ramsey, president, 





WHAT PREVIOUS CROP ESTIMATES HAVE 
SHOWN DURING THE PAST EIGHT YEARS 


Area. 
1,967,000 
1,939,000 
1,809,000 
1,591,000 
1,474,000 
1,387,000 
recess 1a 
1913...... 2,291,000 
1912...... 2,851,000 
9th acces Sten 
1910...... 2,467,000 


July 1, 1918... 
“Ee Pere 
Final, 1917..... ; 
a. ee 
Final, 
Final, 
Final, 
Final, 
Final, 
Final, 
Final, 


Condition. Yi 


@. 
a. 


Crop. 
*15,800,000 
*1 7,000,000 

8,473,000 
*1 4,000,000 
14,296,000 
14,030,000 
13,749,000 
17,853,000 
28,072,000 
19,370,000 
12,718,000 
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79.8 
84.0 


90.3 


VION POO OH 
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*Seed crop totals here given are the final figures for the respective years with 
the exception of 1918, which is, of course, an estimate. 
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weeks ago, long before there was ser:ous 
thought of an embargo against importa- 
tion of flaxseed. The conference was 
called for two weeks ago, but a number 
of the Western men did not receive tneir 
invitations in time to arrange their affairs 
for a trip to Washington, and so the date 
was postponed by wire. 


No Conclusions Reached. 


No definite conclusions were reached 
at the conference, although the various 
trade problems, including the question of 
flaxseed census, were discussed informal- 
ly and at length. The delegates remained 
in Washington for several days confer- 
ring with other government officials as 
well as with the Food Administration. 

The representatives of the crushers 
were told the sort of information the gov- 
ernment wants to have on record, and 
the special trade committee will gather 
this information. 

The committee will be called to Wash- 
ington again in a couple of weeks, and 
at that time it is expected that more 
specific propositions will be discussed. 
The committee chesen to represent the 
industry consists of:— 


Make-Up of Committee. 


R. H. Adams, president of the Ameri- 
can Linseed Company, New York; S. M. 
Archer, vice-president of the Archer- 
Daniels Linseed Company, Minneapolis, 
Minn.: J. W. Hirst, president of Hirst & 
Begley Linseed Company, Chicago, IIL; 
Howard Kellogg. vice-president of 
Spencer Kellogg & Sons, Inc., Buffalo, N. 
Y.: E. Cc. Bisbee, representing the Mid- 
land Linseed Products Company, Minne- 
apolis, Minn.; C, T. Nolan, manager of 
the National Lead Company, New York 
city, and George A. Martin, general 
manager of the Sherwin-Williams Com- 
pany, Cleveland, O. 

The government was represented jin the 
conference by C. W. Merrill, B. E. Reu- 


National Lead Company, New York City, 
Cc. T, Nolan, manager. 

Northern Linseed Oil Company, Minneapolis, 
Minn., Mr. Leffingwell, representative. 

Red Wing Linseed Company, Red Wing, 
Minn., J. W, Hirst, representative. 

The Mann Bros. Company, Buffalo, N. Y., 
J. J. Mann, vice-president. 

The Metzger Seed and Oil Company, New 
York, Geo. G, Metzger, president, 

The Sherwin-Williams Co., Cleveland, Ohio, 
Geo, A, Martin, general manager, 

Toledo Seed and Oil Company, Toledo, Ohio, 
S. M. Archer, president, 





What Private Flax Crop Re- 
ports Show in Western 
Growing Centers. 


Flax in South Dakota, Minnesota and 
Eastern North Dakota promises a good 
crop, but in Montana and Western 
North Dakota it has been affected by 
the dry weather, and much of the late 
sown probably will not germinate at all. 

North Dakota.—From Jamestown east 
reports are very favorable, but from 
there west to the Missouri River rains 
are needed at once. Some territory west 
cf the Missouri, in the central part of 
the State, is fair, but in the northwest- 
ern part, in the Williston district, all 
crops are very poor. 

Montana.—This State needs moisture in 
nearly all sections, and the crops will be 
greatly reduced unless they receive It. 
The northern portion of the State is suf- 
fering most and in places some of the 
crops are ruined. 

O. W. Roberts, in charge of the United 
States weather service for North Dakota; 
reports:—From Valley City east  pros- 
pects for a crop have never been any bet- 
ter. From Jamestown west the entire 
State is suffering from drought, and con- 
ditions are bad. Twenty per cent. of the 
flax is not even germinated and will be 
late, with a possibility of frost damage. 


there is any chance of a surplus stock 
of oil piling up is considered by those 
in the business to be something entirely 
out of the question. That the shutting 
off of supplies would stabilize prices and 
prevent a run-away market is a conten- 
tion not borne out by either seed or oil 


quotations since the embargo was an- 
nounced, 


The trade is very anxious to obtain 
prompt action by the board if it is to 
rescind its order. One of the leading fac- 
tors in New York told a representative of 
the Reporter:— 


“To wait a month or two would be to 
delay action until the fire is out. We 
want to know at once where we stand. 
If the embargo is to stand, and we are 
not to be allowed to bring any more seed 
from Argentine, then we must stop sell- 
ing oil. That is all there is to it. We 
cannot sell what we will mot be able to 
deliver. It will be the middle of Octo- 
ber before the new crop becomes avail- 
able, and there is not enough seed to 
Supply the oil needed for that period. 
There is a very good demand for spot 
oil. The day-by-day demamd right now is 
40 or 50 per cent. better than it was at 
this time last year. We will not have 
oil enough to carry us through until the 
new domestic crop moves, nor will any- 
one else, in my opinion. As I said, if 
the order stands, we will simply have to 
stop selling oil. 


_ “It is easy to see,’’ he continued, “that 
if the government should wait a month 
or two months and then revoke its order 
the situation would not be met at all, 
for then before ships could be found and 
the seed brought here from Argentine 
the domestic crop would be moving. What 
is of primary importance is to get the 
seed on its way during the next month, 
so that there will be mo hiatus between 
Seasons during which an oil famine 
would exist. This is a matter that the 
government is very directly interested in, 
for it cannot afford to have a delay on 
‘ts own contracts.” 


Crop Report Not Too Favorable. 


The government report on the flaxseed 
acreage and condition im this country, 
made public on July 9, was not as favor- 
able as had been hoped for, ana tnere 
has been so much bad weather in the 
flax belt recently that there is a great 
deal of concern about the outturn of the 
domestic crop, and in considering the ad- 
vance im the price of oil and seed in the 
last week, the poor crop outlook, as well 
as the embargo, should be given weight. 


The acreage is placed at 1,997,000, and 
the condition at 79.8. The acreage is just 
about what was expected and about 8 
per cent. larger than last year. The 
condition, however, compares with a con- 
dition of 84 on July 1 last year, and an 
average 10-year July condition of 85.8 
The government estimates the crop at 
15,800,000 bushels, but the undependable 
character of estimates at this season of 
the year is shown by the fact that the 
first of last July the government 
estimated the crop at 17,000,000 bushels, 
and jit turned out to be 8,500,000 bushels. 
‘he weather since the period covered by 
the report has been bad in many sections 
of the flax belt, and there are few in 


the trade who are making predictions of 
a large crop. 


Why Federal Reports Are Not Exact. 


Ome of the best posted statisticians in 
the linseed business said:— 


_‘Some people do not pay much atten- 
tion to government crop estimates, but I 
always do. I know that they are honest- 
ly compiled by men who are well posted. 
It must be remembered, however, taat 
when an agent of the Department of 
Agriculture starts to report on the flax- 
seed condition of a whole State he has 
lots of territory to cover; and it takes 
him almost a month to get around. His 
report cannot cover the condition im the 
whole State as of the date upon which it 
was issued. This must always be taken 
into consideration. This year there has 
been a great deal of bad weather in the 
flax belt, the effect of which is undoupt- 
edly not shown in the government’s con- 
dition report. The outlook to date is not 
promising; and, while reports from some 
sections of Canada are good, there are 
very bad reports trom other sections. We 
could not have gotten along this year 
without Argentine seed, and unless the 
embargo is lifted I do not see how we are 
goirg to get through the rest of the sea- 
son. It also looks very much as if we 
might be in need of it next season, unless 
the new crop should turn out much better 
than jt is today.” 





Minneapolis Factors Look for 
$5 Seed Unless Embargo 
Is Lifted. 


Minneapolis, July 11, 1918. 

J. W. Daniels, president of the 
Archer-Daniels Linseed Company, and 
E. C. Warner, president of the Mid- 
land Linseed Company, predict an ad- 
vance in flaxseed, and general trade 
prediction is that $5 flaxseed is com- 
ing as a result of government restric- 
tions on Argentine importations. The 
forecast for the production in the 
United States is 15,000,000 bushels, 
which is considered high. 

Mr. Warner said:—‘‘As last year’s 
crop was only about 7,000,000 anf QGan- 
ada then had only 2,000,000, while the 
normal consumption ranged up _ to 
8,000,000 bushels, it looks as if we will 
either have to go without oil and paint 
very largely or the Argentine embargo 
will have to be lifted.” 














XU 





28 


OIL PAINT AND 


STATE SEEKS TO PROVE FRAUD IN STOCK 


TRANSFER BY 


R. & H. DIRECTORS 





Government, Despite “Taking Over” of Roessler & Hass- 
lacher “Control” by Enemy Alien Custodian, Has 
Never Had More Than 48 Per Cent. Stock 
Control in Company Directorate. 


Behind the investigation of the owner- 
ship of the Roessler & Hasslacher Chem- 
ical Company, of 100 William street, and 
its affiliated concerns, the Niagara Falls 
Electro-Chemical Company and_ the 
Perth Amboy Chemical Company, now 
being made by State Deputy-Attorney 
General Becker, lies an effort by the 
government to show that German own- 
ers of the company’s stock have manip- 
ulated their holdings in an _ alleged 
fraudulent manner, so as to retain con- 
trol despite the recent effort of the 
enemy alien property custodian to take 
over the German-owned interests. 

A high government official who is as- 
sociated with the prosecution of the 
ease stated to a representa‘ive of the 
Reporter :— 

“The government has at no time since 
the appointment of full-fledged Amer!i- 
cans by the enemy alien property cus- 
todian to represent the government in 
place of German interests in the con- 
cerns been able to exercise the control 
of the companies’ affairs intended by the 
authorities. This putting at naught of 
the government’s efforts has been due 
to the ‘fraudulent’ activities of natural- 
ized American citizens in the directorate 
of the company.” 

According to the statement made by 
this official, “These directors, on learn- 
ing of the government’s action in ap- 
pointing American directors to repre- 
sent the government, transferred 3,400 
shares of the company’s stock to them- 
selves at $400 per share. This stock 
has a book value of $1,500, according to 
the company’s books, and this fact on 
its face is taken by the investigators to 
show what the government believes to 
be a ‘fake’ transfer. By it the natu- 
ralized American citizens gave them- 
selves just 52 per cent. of the com- 
panies’ stock, or enough to continue in 
control of the company’s affairs, leav- 


ing the government-appointed directors 


a total of only 48 per cent. Thus the 
latter have not at any time been able 
to put into effect any of the govern- 
ment’s wishes as to the company’s af- 


fairs. 


“It is expected that Mr. Becker’s in- 
vestigation, the Deputy Attorney Gen- 
eral of the State, being assisted by 
Francis P. Garvan, New York repre- 
eentative of the enemy alien property 
custodian, will show up the stock 
transactions in their true light, as well 
as other activities of the naturalized 
stockholders which are deemed inim- 
ical to American interests.” 


No Firm Executives to Be Seen. 


An effort was made to reach the offi- 
cials of the Roessler & Hasslacher 
Company on Saturday, but Secretary 
w. A. Hamann and others ina position 


to speak were not in town. 

Nathan F. Giffen, of Giffen & Hannan, 
counsel for the Roessler & Hasslacher 
Company, stated that the burden of the 
present affair rests entirely on the 
shoulders of Judge Delehanty, who is 
associated with his firm. He stated fur- 
ther that he personally had no connec- 
tion with the case, and knew nothing 
whatever about it. The fact that the 
proceedings of Friday involved himself, 
and were so reported in the daily press 
on Saturday was, according to Mr. Gif- 
fen, unknown to him. However, he did 
display concern to know who sent the 
Reporter 1epresentative to him. Judge 
Delehanty was in Spring Lake, N. J. 
on Saturday morning and could not be 
reached. 

Attempts to see J. L. Becker, repre- 
senting the State Attorney General, 
were without avail, Mr. Becker not be- 
ing in the city. Mr. Johnson, of the 
Attorney General’s New York office, 
stated the government has not been 
able to control the Roessler & Hass- 
lacher Company, owing tv the trans- 
fer of German-owned stock to natural- 
ized American citizens of German 
birth. The transfer of stock wag made 
under incredible conditions, and that 
it seemed evident that the purpose of 
such transfer was to prevent the prop- 
erty passing under the control of the 
Enemy Alien Custodian. Mr. Johnson 
stated the present proceedings are in- 
tended to make this possible. 





FEDERAL DYESTUFF. 


Noteholders’ Committees to Cooperate 
in Reorganization of Property Un- 


der Foreclosure Saturday. 


With the deposit of the holdings of the 
minority committee of noteholders of the 
Federal Dyestuff and Chemical Corpora- 
tion with the so-called Krech, or majority 
noteholders’ protective committee, it is 
expected that the proposed reorganiza- 
tion of the company, which is now m 
the hands of the receiver, will be carried 
out according to the proposals of the 
majority committee. Action on the fore- 
closure of the property was scheduled to 
come up before the Federal Court for 
the Southern jurisdiction of Tennessee, 
at oxville, on Saturday, as this paper 
g£0 o press. Details of the proceed- 
ings re therefore unavailable at this 
writing. 

The plan as outlined recently by the 
majority committee calls for the bidding 
in of the property by the committee, the 
committee to raise $600,000 cash and to 
form a new company to take over the 
property. According to reports it is be- 
lieved the reorganized company will be 
given a new name, and, following the 
completion of the reorganization, large 
contracts for explosives for the govern- 
ment are expected then to be avallabie 
to the company. 

The minority committee, of which Henry 
W. Martin, of 33 Nassau street, was chair- 
total of $400,000 of 


man, represented a 

the notes, and this committee recently 
arranged to co-dperate with the larger 
body in the foreclosure and reorganiza- 
tion proceedings, depositing its holdings 
and thus eliminating the friction between 
the two bodies. 


PROFITEERS SENTENCED. 


Oleomargarine Men Fined and Jailed; 
F. Romeo & Co. Contribute 
$12,800 Fine to Red Cross 
Fund. 


Charged with violating conservation and 
anti-profiteering regulations, several firms 
were ‘‘on the carpet” before the Federal 
Food Board during the week. Heavy 
punishments were meted out and the 
court announced that severe punishment 
would be in store for future offenders. In 
the majority of cases the amount of the 
diverted to the Red Cross 











fines were 

Fund, On their plea of guilty to a 
charge of defrauding the government out 
of over $500.000 by the use of palm oil 


to color oleomargarine made by the com- 
pany, Frank W. Tillinghast and Leonara 
W. Barber, president and vice-president, 
respectively, of the Vermont Manufac- 


turing Company of Providence, R. I., were 
sentenced to serve a year and a day in 
Federal Atlanta Prison by Judge Hand 
in Federal Court. In addition a fine of 


Samuel A, Ferner, 
was sen- 
the Essex 


$500 each was imposed. 
a salesman for the concern, 
tenced to three months in 
county jail in Newark. 

Charged with making excess profits on 
sales of cottonseed oil in tins and other 
canned goods, F. Romeo and Company, 
importers of 374 Washington street, Man- 
hattan, agreed to a money penalty in- 
stead of losing its license. The sum of 
$12,800, representing the amount of excess 
profits, will be contributed to the Ameri- 
can Red Cross. The Federal Food Board 
had found that profits in excess of the 15 
per cent, allowed on cottonseed oil in 
tins were being made. 





Oil Shippers to Have Representation 


on Regional Committees. 


The Railroad Administration has 
granted recognition to oil shippers by en- 
larging the personnel of the recently ap- 
pointed committee to consider complaints 
The committee is to be enlarged by the 
addition of minority representations of 
shippers. The appointment of these com- 
mittees means the inauguration, in a 
way, of the system of regional bodies. 





American Dyes Institute Holds Month- 
ly Meeting, Transacting Routine 
Business Only. 


members of the American Dye- 
Manufacturers’ Association, who 
have recently organized the American 
Dyes Institute, held a monthly meeting 
on Wednesday night at the Chemists 
Club, Routine business occupied the 
meeting entirely. 


—_—_____—¢<@>-2—— — 


Acetanilid and Acetphenetidin Further 
Reduced on Freer Offerings. 


Acetanilid and acetphenetidin have 
been further reduced and at the close of 
the market Saturday were being quoted 
at 75@80c. for acetanilid and $3.65@3.70 
for acetphenetidin. Colocynth pulp was 
quoted in one direction at 47c. per pound 
for whole and 50c. per pound for pow- 
dered. 


The 
stuff 


~~. 


TRADE AND NEWS ITEMS. 

A $100,000 investment for building 
and equipping a potash factory at Lock- 
land, Ky., is reported planned by J. B. 
Speed & Co., of Louisville. 


(Eugene Suter has increased the ac- 
commodations of his office at Yoko- 


hama, Jap2n, to meet the demands of 
increased business, and is now located 
at 74 Yamashita-cho, Yokohama, in the 
International building. 


DRUG REPORTER 


WAR REVENUE BILL PLANNED TO RAISE 
$5,000,000,000—PROFITS WILL BE CUT 


July 15, 1918. 








Gasoline, Soap, Proprietaries and ‘Luxuries’ 
Will Be Taxed Heavily According to 


| Present Plans. 


Washington, July 13, 1918. 

When the Ways and Means Committee 
starts Monday on drafting the new $8,000,- 
000 war revenue bill, definite proposals 
will be considered concerning commodtl- 
ties covered by the Reporter with the 
prospect that heavy taxes will be imposed 
on gasoline, fancy toilet soaps and lotions, 
alcoholic liquors and everything that can 


be classed as ‘luxuries.’ 

In a schedule of suggestions sent to 
the committee by the Treasury Depart- 
ment, the tax on gasoline is proposed to 
be 10 cents per gallon, to be paid by the 
wholesaler and, of course, charged back 
to the consumer. There is to be sharp 
demarcation—a _ veritable dead-line—be- 
tween necessities and luxuries. 

The following taxes on soft drinks are sug- 
gested:—Those now paying 5 cents a gallon to 
pay 20 cents; those paying 8 cents to pay 30 
cents; those paying 10 cents to pay 40 cents; 
and those paying 20 cents to pay 80 cents. 
Mineral water now taxed 1 cent a gallon to 
pay 16 cents. Chewing gum now taxed 2 
per cent. of the selling price to pay one cent 
on each 5 cent package.. 

Double the present taxes on alcoholic bev- 
erages, viz.:—Distilled spirits, now $3.20 a 
gallon, proposed $6.40; fermented $3 a gallon, 
proposed $6; wine 8 cents a gallon, to be 16 


cents. 
Stamp Tax. 


Proposal for a proprietary stamp tax 
was made to the committee during the 
hearing given by William H. Hill, presi- 
dent of the W. H. Hill Company, Detroit, 
Mich. His proposal was:— 

In the proprietary line of business 90 
per cent. of the goods are put up in 2- 
cent, 50-cent, and $1 sizes. 

Manufacturers’ prices are as follows:— 
For the 2-cent size, $2 per dozen or $24 
per gross; for the 50-cent size, $4 per 
dozen or $48 per gross; for the $1 size, 
$8 per dozen or $96 per gross. 

Manufacturers’ selling prices are usually 
10 and 5 per cent. or 15 per cent. off list. 
Therefore, taking the $1 size at $96 ver 
gross less 15 per cent, ($14.40) the selling 
price of this is $81.60: The present excise 
tax is 2 per cent. on this $81.60 or $1.632 
which is what the government now re- 
ceives per gross on $1 goods. 

As I understand it, the present Can- 
adian plan is this:—The consumer, when 
purchasing a package, is told that the 
price is 2 cents, 5) cents, or $1, plus 
the government stamp. When the pack- 
age jis sold the dealer places the proper 
stamp on same and cancels it, which 
amount is added to the selling price, 
thereby distributing the tax in such a way 
that it is a burden to no one. 

During the Civil War the exc’se tax 

was one cent for every 2 cents, or frac- 
tion thereof. 
If your committee adopts a plan similar 
to the Canadian, with the Civil War 
rate, you will obtain the following re- 
sults:— 

Taking the $1 size for illustration, $96 
per gross less 16 per cent. is $81.60, on 
which the present excise tax is at 2 per 
cent., is $1.682. If the plan suggested is 
adopted, the government would receive 4 
cents on every package—l44 packages to 
the gross—or $%.76, which is $4.128 per 
gross more than the government would 
receive than it now does. This would 
be over 3% times the present revenue on 
the same volume of business done in this 
line and will distribute the tax in a way 
which can be a burden to no one. 

Several members of the committee in- 
dicated that they looked with favor on 
such a stamp tax, but the general opinion 
gathered outside of the hearing is that 
the committee will not adopt this pro- 


posal. 
To Control Platinum. 


A special bill to vest in the government 
absolute power over all platinum in the 
United States, with provision for release 
of the metal back to private control in 


such quantities as the war needs may 
warrant, was suggested by Chairman 
Kitchin. 


Dr. Charles H. Herty, representing the 
American Chemical Society, and Louis J. 
Weinstein, of Columbia University, urged 
that the government has pot been as 
vigilant as it should have been in com- 
mandeering the supply. 

Chairman Kitchin said in effect that 
if they would consult with the executive 
branch of the government and such a 
measure was declared to be a necessity 
Congress would pass it in a day. If the 
platinum scarcity is really as acute as it 
is reported to be, Mr. Kitchin said, it 
would be foolish to wait several months 
while Congress framed and passed a rev- 
enue bill imposing a prohibitive tax on 
platinum to remedy the situation. 

Louis J. Weinstein, of Columbia Uni- 
versity, urged a thirty-day suspension of 
all traffic in platinum for jewelry pur- 
noses, pending investigation of the gov- 
ernment needy. He said the War Indus- 
tries Board had not commandeered the 
stock of all wholesale jewelers, and ac- 
cused the jewelers of misrepresenting the 
amount of platinum they held. 

The Bureau of Mines is about to take 
over the license control of possession and 
sale of platinum. Hennen Jennings, a 
noted engineer, will probably be in charge 
of this work of the Bureau of Mines. 

It is estimated that about 75 per cent. 
of the amount to be raised will come from 
war profits and incomes, if the returns 
justify the framing of a bill placing such 
a great burden upon these two sources. 
It is feared by some members of the com- 
mittee that the returns to manufacturers 
have not been so great im the last year, 
due to price fixing as generally supposed. 
If this conclusion should prove correct 


the committee may be forced to devise 
some means of raising revenue not now 
under consideration. 

Generally speaking, the commitiee nopes 
to obtain about $5,000,000,000 from the war 
profits tax and it thought that at least 
another $1,000,000,000 should be derived 
from incomes. As far as can be learned 
the _war profits tax rate will be as high 
as 70 per cent. on the average profits 
above the pre-war period. It will be 
necessary in order to get all the taxables 
to retain an excess profits tax based on 
capitalization as many concerns in the 
United States had greater profits before 
the war than since amd if the British 
war profit tax system alone is imposed 
those organizations would escape taxa- 
tion altogether. 

The Ways and Means Committee nas 
about agreed that it will be necessary to 
raise a large amount from users of auto- 
mebiles and about the only way they cau 
be reached is through a Federal license 
tax based upon horse power, 
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Perfumery of all kinds, including per- 
fumed spirits and all kinds of glass, are 
included in import prohibitions in the 
Windward Islands, regarding which the 
British Embassy has notified the State 
Department. This prohibition to Gre- 
nada, St. Vincent and St. Lucia is effec- 
tive July 19, 


Graduates of colleges of pharmacy and 
schocls of medicine and mining are 
eligible for admission to training camps 
for instructors intended to prepare col- 
lego men for efficient military service. 
Colleges providing an enrollment of 100 
or more able-bodied students over 18 years 
of age are entitled to the course to be 
proviied by the War Department. 


Denying that Germany has a monopo'y 
of potash which will be a trump card 
tor the Teuton country on the day of 
p2sce negcetiations, an article in the 
Evening Standard, London, proceeds to 
snow that there are other sources of 
petash supply. including new methods of 
getting it by the utilization of the by- 
preducts of a flourishing industry. 


The Senate has passed a bill authoriz- 
ing the Secretary of the Interior to make 
investigations, through the Bureau of 
Mines, of lignite coals and peat, to de- 
termine the practicability of their utiliza- 
tion in producing fuel oil, gasoline sub- 
stitutes, ammonia, tar, solid fuels, gas 
for power and other purposes. The meas- 
jd provides $150,000 to make the investiga- 

ons. . 


Secretary Daniels, in a statement made 
Thursday, vigorously denied rumors of a 
shortage of medical supplies om navy 
ships. He stated that there was an 
abundance of such supplies, and that a 
day and night force of men was main- 
tained at, the Brooklyn medical supply 
depot to meet all demands, The collec- 
tion oz funds is neither desired nor au- 
therizea. 


With the publication of a treatise on 
standard specifications and tests for Port- 
land cement, an entirely new method of 
government trade promotion has been in- 
augurated by the U. S. Department of 
Commerce. ‘This is the first of a series 
ef Spanish-English pamphlets defining 
with scientific accuracy certain generally 
accepted American industrial standards 
for construction materials. 


T. C, Powell, manager of Inland Traffic 
for the War Industries Board, announces 
that the United Stateg Railway Adminis- 
tration has assigned for services to the 
board H. B. Faroat, former district pas- 
senger agent of the B. and O. Railroad at 
Washington. Mr. Faroat will conduct a 
railroad information bureau for the con- 
venience of the War Industries Board and 
its personnel. 


The greal increase in hydroelectric de- 
velopment that has taken place in 
Sweden in the past year or two is hav- 
ing its effect in the expansion of indus- 
tries, among which are those for the 
production of chemicals. In encourag.ng 


this great development the national gov- 
with both the 


ernment has co-operated ‘ 
municipalities and private corporations. 
The construction of plants in 1917 was 


supported one-fourth by the government 
and three-fourths by the two other 
classes of interests. 


_The President has approved the forma- 
tion of a sugar equalization board py 
the Food Administration The board is 
to be composed of Herbert Hoover, 
chairman; George Rolph, president; 
directors, Professor F,. F. Taussig, of the 
United States Tariff Commission; Theo- 
dore F. Whitmarsh, George Zabriskie. of 
the Food Administration; Clarence Wool- 
ley, of the War Trade Board; William 
A. Glasgow, Jr., chief counsel of the 
Food Administration. ‘The office of the 
board will be in Washington. 


At a conference at the offices of the 
Food Administration, attended by Senor 
Carlos Manuel Cespedes, Cuban Minister 
to the United States; R. B. Hawley and 
Manuel Rionda, special commissioners 
appointed by the President of Cuba; Gen- 
eral H. H. Morgan, formerly of the 
State Department and at present repre- 
senting the United States Food Adminis- 
tration in Cuba, and representatives of 
the United States Government and the 
International Sugar Committee, plans for 
the purchase of the Cuban crop 1918-19 
were discussed. 





July 15, 1918. 


CASTOR OIL PLANT 
STARTS AUGUST 15 


Crop Report Satisfactory, 
But Government Would 
Buy More Beans. 


Washington, July 13, 1918. 


biggest castor oil plant in the 
weeks will be ready to start grinding 
out about 4,000,000 bushels of castor beans 
for the government about August 15. 
This encouraging report was made here 
this week to government officials in the 
Signal Corps and United States Depar™. 
ment of Agriculture by D. C. Gillett, oO 
Tampa, Fla., who has a contract with 
the government to establish and operate 
this monster plant at Gainesville, Fla. 


In spite of many obstacles in the way 
of getting first-class machinery and get- 
ting shipments to Gainesville, which 1s 1n 
the center of the castor bean crop, and 
in organization of a force of trained men 
sufficient to operate a plant of sucn 
magnitude, Mr. Gillett assured the Fea- 
eral authorities that he expects to have 
the plant running on contract time. 

He reported also that the beans are 
coming tn very encouragingiy, and that 
the plant will not be delayed by lack 


=o OI 
Castor Bean Crop in Brazil 
Injured by Frost. 


Tremendous damage by frost in 
Brazil is reported in official dis- 
patches. ; 

Unusual freezing temperatures in 
Sao Paulo have ruined the young 
coffee plantations and reduced the 
production of old plantations to an 
estimated 50 per cent. of normal 
until 1921. 

A majority of the plantations of 
sugar cane, castor beans and fruits 


are destroyed. ' 
This is midwinter in Brazil. 


———— 


of enough beans if the railroad cars are 
provided in sufficient quantities at the 
right time. 

Department of Agriculture officials are 
much pleased with the reports that are 
being received on the castor bean crop. 
This is a new venture in the South, and 
some fears have been entertained that 
the farmers might not have good luck, 
might be misled into supposing that the 
crop did not need care and that thev 
might become discouraged. The stana 
in Florida, where the beans are ripen- 
ing first, is most encouraging. Texas has 
not been as fortunate in some sections, 
but the government expects to have a 
yield at least as large as was counted 
upon, 

There is even a larger need in this 
country for castor oil as a _ lubricant 
than was at first calculated by the war 
authorities. 

Even the Signal Corps procurement 
division, though it was making extrava- 
gant provisions for raising a domestic 
crop of castor beans to supply lubricant 
for the rotary engines on airships, when 
contracts were let for about 110,000 acres, 
mow feel that this will be insufficient to 
meet the demands. 


It became known on good authority 
this week that the officers of the Signal 
Corps are now making estimates for a 
much larger supply of castor beans. A 
number of farmers in the South planted 
out a larger acreage than the govern- 
ment corntractod for, and there is now 
assurance that the government will want 
all of this extra acreage, and then some. 

Nothing official can be had upon this 
subject at this time, but the information 
comes from very reliable authority. 

It is said to. be likely that the govern- 
ment will before long let out some more 
contracts for growing castor beans. 


—_—_——_».g-2——____ 
Extract Producer in Answering Suit 
Says Export Embargo Prevented 
Filling of Contract. 


Interference by the War Trade Board’s 
embargo against shipments of chestnut 
and quebracho extracts are given as the 
reason for failure to fill a contract for 
the first-named extract in the answer of 
the Kingsport Extract Company, of 
Kingsport, Tenn., in its reply to a_ suit 
instituted by the Haley-Hammond Com- 
pany, dealers in tanners’ and dyers’ sup- 
plies, of this city, against the former 
concern. The defendant company de- 
clares that 1,200 tons of the extract was 
sold to the plaintiffs for exportation 
acress the seas, but before shipment 
could be made the War Trade Board laid 
its embargo against shipments of the ex- 
tract out of the country and also refusea 
to allow shipments of the material by 
rail from Kingsport, thus preventing it 
from keeping its comtract. The latter 
asks that the contract be annulled on the 
ground that the plaintiff was in reality 
nothing more than its agent for the sale 
of the extract to the British War Mis- 
sion, which later refused to buy the ma- 
terial, and subsequent to the latter’s ac- 
tion the plaintiff conceived ‘‘the fraudu- 
lent plan of taking advantage of the form 
of the contract to assert that there was 
an absolute sale.’’ The plaintiff has ob- 
tained an attachment against the prop- 
erty of the Kingsport company pending 
trial of the suit. 
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TRADE AND NEWS ITEMS. 








The Palatine Lead and Zinc Company 
of Peoria, Ill., is building a new con- 


.centration plant at a cost of approxi- 


mately $60,000. 


President E. T. Trigg, of the Paint 
Manufacturers’ Club of Philadelphia, 
has reappointed the Executive Commit- 
tee as follows:—Messrs. Howard B. 
French, chairman; William H. Weth- 
erill, Henry C, Stewart and Howard E. 
Yarnall, 


Rogers Brown & Co., importers, of 
Seattle, have opened a sales office in 
the Corn Exchange Bank building at 
1E William street. Fred M. Chapman 
has been placed in charge of the office, 
which will develop the interests of the 
concern in the East. 


Howard Elting, of the Adams & Elt- 
ing Company, Chicago, and vice-presi- 
dent of the National Paint, Oil and 
Varnish Association, has just returned 
to his office after a few weeks’ illness 
following the removal of his tonsils. 
He declares himself fully recovered. 


Charles E. Le Fevre has resigned 
as assistant secretary and treasurer of 
the Millville Manufacturing Company, 
Philadelphia, to become associated with 
H. Carroll Brooke in the management 
and operation of the Edgewater Dye 
and Finishing Works of the same city. 


The Interstate Commerce Commis- 
sion in the case of the New Jersey Zinc 
Co. vs. Baltimore & Ohio Railroad Co. 
et al, finds: Rates legally applicable on 
crude barytes, in carloads, from Car- 
tersville, Ga., to Hazard, Pa, to have 
been and to be unreasonable. Repara- 
tion was awarded. 


Robert R. Lampa and F. Ehrmann 
have been made officers of Lehn & Fink, 
Inc., of 120 William street. Mr. Lampa 
has been made second vice-president 
and Mr. Ehrmann assistant secretary of 
the company. Both have been connected 
with Lehn & Fink for a number of 
years. 


Number 2 of “The M. O. H. Bulletin,” 
issued monthly by the Marden, Orth & 
Hastings Corporation, has reached this 
office. Among other items of interest 
are included articles on “Trade Condi- 
tions on the Coast,” “Our Louisville Oil 
Refineries” and “New Uses for Our 
Treated Fish Oils.” 


Alexander C. Fergusson, Jr., of Phil- 
adelphia, hag purchased property at 
17-19 South Orianna street, that city, 
to which he will move his office and 
warehouse as soon as alterations shall 
have been completed. He has also en- 
larged his main offices in the Drexel 
Building, and now occupies rooms 
965-673. 


John Pein, manager of the Chicago 
branch of the Muralo Co., was a recent 
visitor at the office of Secretary Saw- 
yer of the National Paint, Oil and 
Varnish Association. Mr. Pein was in 
New York recently on business, but 
personally to pay a visit to his son, 
who is in the United States Naval ser- 
vice, t 


The National Board of Fire Under- 
writers has published the 1918 edition of 
the National Electrical Code, which can 
be obtained by members free of charge. 
The State Fire Marshal of Texas has 
issued a pamphlet containing rules to 
be observed in safeguarding cotton gins 
and their products. A copy of the 
pamphlet may be obtained by all inter- 
ested. 


H. R. Alpaugh, formerly assistant to 
the advertising manager of the New 
York World, and a member of the ad- 
vertising staff of the Aeolian Company 
of this city, for several years, has been 
appointed advertising manager of Lehn 
& Fink, Inc. T. B. Furniss, former 
manager of the publicity department of 
Lehn & Fink, Inc., is entering on a new 
vocation. 


E. H. Clarke, Inc., of 27 William 
street, announces that control of the 
Barnett Oil & Gas Co. has passed in- 
to the hands of a syndicate composed 
of New York and Chicago interests; 
that the floating debt has been funded 
and that ample funds for further de- 
velopment work on its oil leases in 
Kentucky and expansion of its refinery 
have been provided. 


A cOpy of the June issue of “Safety 
Hints,” a booklet published by the em- 
ployes of the Whitaker-Glessner Com- 
pany, Wheeling, W. Va., has been re- 
ceived. The booklet, which is profusely 
illustrated, is all the name conveys, urg- 
ing caution to the employes of the com- 
pany and containing briefs about those 
who have entered the service of the 
United States from the company. 


A portion of the extract works of 
John H. Heald and Company, at Lynch- 
burg, Va., was destroyed by fire on the 
morning of July 11, the loss being esti- 
mated ot $75,000. Five freight cars 
with materials for the plant, which were 
being unloaded, also burned. The de- 
stroyed part of the works will be rebuilt 
as soon as possible, the company having 
many orders. It turns out tanning ex- 
tracts and other chemicals. 


During the season from December 31, 
1917, to May 31, 1918, there was shipped 
by rail, exclusive of all water ship- 
ments, out of Baltimore 370,000 tons of 
fertilizer, Ip, 1917 the average per car 
was about tWenty-one tons, and in the 
season just closed the average was 
over 28 tons per car. This is a gain 
in loading of approximately 32 per cent. 
By this heavier loading there was a 
saving of nearly 4,009 cars. 


W. Champlin Robinson, director of 
oil conservation, has appointed Joseph 


Tracy, New York consulting engineer 
of the Bureau of Oil Conservation. 
United States Fuel Administration, 


to conduct sanctioned tests of automo- 
biles with reference to gasoline conser- 
vation. Automobiles of all types will 
be included in the investigations, the 
Bureau, however, being particularly 
anxious to secure data on the road per- 
formance of motor trucks. 


The St. Louis garbage collections, 
amounting to about 50,000 tons a year, 
will be converted during the next two 
years into glycerine, garbage grease and 
garbage tankage. This was determined 
last week, when the Board of Alder- 
men, by a vote of 23 to 3, passed an 
ordinance authorizing an extension of 
two years in the contract between the 
city and the Indiana Reduction Com- 
pany, and immediately afterward ad- 
journed for the summer. 


President William Fellowes Morgan, 
of the Merchants’ Association of New 
York, has announced the appointment 
of the Industrial Commission for the 
New York Metropolitan Industrial Zone. 
Among others appointed are:—William 
Hamlin Childs, third vice-president of 
the Merchants’ Association, president of 
the Barrett Company, and Warren C. 
King, president of the Independent 
Chemical Company and president of the 
Manufacturers’ Council of the State of 
New Jersey. 


Receipts of crude petroleum from 
wells by pipe lines east of Illinois 
amounted to 1,832,422 barrels in June, 
a decrease of 277,260 barrels as com- 
pared with May. Every pipe line 
showed a loss, the Eureka Pipe Line 
Co. 67,000 barrels, Pure Oil Co. 70,000 
barrels, and Buckeye Pipe Line Co. 35,- 
000 barrels. The runs were 2,668,025 as 
fagainst 3,008,542 barrels in May. 
Deliveries in June were 2,860,980 bar- 
rels, a decrease of 789,137. Stocks show 
a decrease of 183,580 barrels. 


“It can be truly described as remark- 
able how the passenger car has become 
interwoven with the broad scheme of 
life,” says C. T. Silver, metropolitan dis- 
tributor of the Kissel Motor Car Com- 
pany. “It has become a necessity—an 
every day utility—which we could not 
get along without. It plays an impor- 
tant part in solving new problems that 
bear on the saving of time and increas- 
ing greater efficiency—the two great es- 
sentials to our national economic life.” 


William fFicker of New Orleans 
claims to have perfected a dye-making 
process using the common or garden 
varisty of weeds. According to Ficker, 
the American Indian was accustomed 
to Gaub his features with dyes of sim- 
ilar vegetable ingredients. The secret 
of making dyes from vegetable matter 
nas been known to certain German 
scientists for years, he says. A group 
of New Orleans men have become in- 
terested in this new process, and have 
formed the Southern Chemical and Dye 
Company, with $150,00) capital, to man- 
ufacture and market the dye in powder 
form. 


C. Rogers Brown, president of Rogers 
Brown & Co., of Seattle, Chicago, New 
York. San Francisco, Los Angeles, Kobe, 
Japan, and-Shanghai, China, is now in 
the East on business connected with the 
organization. Mr. Brown states that 
Seattle today possesses the largest veg- 
etable oi] terminal facilities in America, 
and the plant already organized is the 
East Waterway Dock and Warehouse 
Company, a subsidiary of Rogers Brown 


& Co. Mitsui & Co, recently unloaded 
at the wharf of the East Waterway 
Dock and Warehouse Company the 


Standard tank steamer Astral with the 
first shipment of Oriental bean oi] ever 
received in this country in a_ tank 
steamer. 


Secretary H. A. Sawyer; of the Na- 
tional Paint, Oil and Varnish Associa- 
tion, extends a cordial invitation to 
every member to visit the rooms of the 
association at 100 William street. The 
facilities, including telephone and sten- 
ographer’s services, are at their dispo- 
sal and they are urged to make it their 
headquarters, having their mail and 
telegrams addressed in care of the sec- 
retary and make such other use of the 
rooms as may be convenient. At this 
season of the year many of our mem- 
bers are coming to New York from the 
South and West on pleasure or bus!l- 
ness trips, and the secretary or his as- 
sistant may be able to render some 
helpful service. The latchstring is out 
during business hours and at other 
times if necessary. 
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NITRATE OF SODA 
TO BE SOLD AT COST 


Government Plans Better 
Handling of Fertilizer 
Needs Next Season. 


Washington, July 13, 
Because fertilizers are expected 
scarce next season, with rising 
the United States Government is 
plans to again supply the tarmers 
nitrate of soda at cost. 
_ During the present season the Federal 
Department endeavored to carry forward 


1918. 

to be 
prices, 
laying 
with 


this program, but owing to delays in 
shipping much of the Chilean nitrates 
reached this country too late to be dis- 
tributed in time in certain’ sections, 
notably in Florida, to do the farmers 
much good, 


That the Federal Government is look- 
ing ahead now to the next growing sea- 
son in Florida and preparing to make 
seasonal deliveries to the tarmers is 
shown by a notice which has been sent 
out by some of the county demomnstra- 
tion agents as follows:— 

“The government is again making in- 
quiry into the needs of the Florida farm- 
ers with regard to nitrate of soda. A 
supply of nitrate of soda is expected for 
Florida petore October 1. Any of the 
farmers of St. Lucie county who wisn 
nitrate for their fall and winter crops 
shou.d immediately notify the county 
agent at Fort Pierce as to the amount 
they wish for October delivery. 

“Right here I want to remind the 
farmer what the government is reaily 
aoing to help the tarmer in the way of 


cutting down on his fertilizer bill. At 
present nitrate of soda cannot be 
obtained from the fertilizer companies; 


they either do not have it, or they want 
to Keep tneir small supply for their use 
in mixed fertilizers. 

“Nitrate of soda is the standard by 
which the value of other ammoniates is 
regulated. The government having be- 
come an importer of nitrate and selling 
it to the farmers at cost nas done more 
than any other factor or regulation could 
have done in the way of holding fertilizer 
prices in check.,”’ 


OBITUARY. 


STEPHEN F. PECKHAM. 


Professor Stephen Farnum Peckham, 
chemist, scientist and writer, died Thurs- 
day night at his home, 1261 Bergen street, 
Brooklyn. He was in his eightieth year 





and was a veteran of the Civil War. He 
was considered one of the foremost 
authorities on bitumen. 


Professor Peckham was born in Provi- 
dence, R, I. After the war he was ap- 
pointed chemical expert for the California 
Petroleum Company. In this capacity he 
located the first well to produce oil in 
that State. Next he was a teacher at 
W ashington (Pa.), College, the Lawrence 
Scientific School and the Maine State Col- 
lege, later going to Buchtel College. He 
served the United States and the City 
of New York as a chemist prior to his 
retirement in 1911, at which time he was 
associated with the Finance Department. 
_ Professor Peckham's writings were used 
in the Encyclopedia Britannica and the 
leading scientific journals of this country 
and Europe. His historical writings are 
equally well known in this country. Pro- 
fessor Peckham was a member of a score 
of scientific, historical and fraternal or- 
ganizations. 


RICHARD S. PARKER. 


Richard S. Parker, president and treas- 
urer of Parker, Preston & Co., Inc., died 
at his residence in Norwich, Conn., last 
month, in his 65th year. ; 

Mr. Parker, who had a lifelong connec- 
tion with the paint and shingle stain 
business, was born in England and while 
still a youth went to Brooklyn with his 





parents, As a young man he became 
interested in the paint business and for 
30 years was a commercial traveler for 
the firm of Harris Bros., of New York 
and Philadelphia. More than 12 years 
ago Mr. Parker located in Norwich and, 
nm company with the late Charles H. 
Preston, organized the Parker-Preston 


Company. Mr. Parker was treasurer and 
president and the company prospered. 


The deceased was a member of the 
Chamber of Commerce of Norwich. He 
leaves a widow, two. sons and two 


daughters. 


S. D. A. WILLEVER. 


S. D. A. Willever, of Schieffelin & Co 
wholesale druggists, and for more than 
<0 years connected with the Bruen- 
Richie Company. died in his 6lst year 
at the Lincoln Hospital, this city, from 
a complication of kidney trouble and 
heart disease, Monday, July 8, 





Mr. Willever, who was one of the old 
school of druggists, was born at Blooms- 
bury, N. J., and started as a clerk in 
the retail drug business in Easton, Pa 
He was graduated from the Philadelphia 
College of Pharmacy and secured a con- 
nection with Tarrant & Co His next 
start was with Bruen-Richie & Co. where 
he held an important position. "At the 
time of his death Mr. Willever was 
pricing in the city department of Schief- 
felin & Co., with which firm he had been 
connected for one year. The deceaseé 
was an active member of the Atlantic 
Lodge, F. & A. M. Interment was at 


Bloomsbury, Thursday last, at 2 p. m 
. 


Ferdin ind Kaiser, secretary and treas- 
urer of the Andrew Baumgartner Com- 
pany, manufacturing chemists in Balti- 


more, died t & sanitarium there on July 

9 of chronic nephritis. He had been in 

a serious condition only a few days Mr 
Kaiser, who was 54 years old, came from 

anny ot = age of 17 and joined the 
< zartne 0 é : its ge 

fon eee hg mpany upon its organiza- 
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New York stock and shipments always enroute 
MANUFACTURERS OF BEAR BRAND BLACKS 
L.H. B UTCHER COMPAN Y WILCKES, MARTIN, WILCKES CO. 
135 William St. New York City 


New York San Francisco 


HIGH GRADE 


D r ( ) O | ors Mineral and Metal Broker 
50 CHURCH ST., NEW YORK 
Molybdenite 
We make expressly for the — es Manganese 
Yell - ian Blue, Para Keds, 
ess Grown, Rose Pink, Rose Lake, etc. Ores Tungsten Concentrates 
’ Chrome 
Tin 


2 to 24 Wallabout St. Brooklyn, N. Y. 


Western Representatives : SAS CITY.MO 


Charles Hardy 





A. Ss. BARADA & CO. 


BARY TE 


Water Ground Water Floated 
Highest Quality 


Nulsen, Klein & Krausse Mfg. Co. 


ST. LOUIS, MO., U.S.A. 








CARBON BLACK(| 


UJ. OSBORN OO., wien, 





FOR EXPORT ONLY 


Ultramarine Blue 


WONDER BRAND 


Spirittine Paint Oil Our Brand with Your Selling Label on all Cartons 
One of the most durable and cheapest paint oils on the market, with a success- a 4 - 1-1 - Lb. Cartons 
50 - 100 - 110 - 200 - 220 - 250 - Lb. Kegs and Bbls. 


THE H. R. ACKERMAN CO. 


SPIRITTINE CHEMICAL CO. WILMINGTON, N. C. 
INCORPORATED 


Sole Manufacturers 
Office and Laboratories: 


65 Fulton Street, . - - New York 


Cable Address—“Ackerman Co., N. Y.” 


















Manganese Resinate, precip. Manganese Linoleate 
Manganese Borate C.P. Manganese Resinate, fused 
Manganese Sulphate Manganese Black Oxide 
Lead Resinate, precipitated Lead Resinate, fused 
Lead Linoleate Zinc Resinate, precipitated 


Zinc Resinate, fused Hardening Powder 






The World’s Standard for Zinc Products. 


J. MEYER & SONS 


480 Bourse Building, PHILADELPHIA, PA. 





ANY painters still in- 
sist on mixing their 
own paint. The more pro- 
gressive of these believe in 
zinc and will use it if available. 







Benjamin Moore & Co. 


Manufacturers of 


Paints, Colors in Oil and in Japan 
Enamels _—_‘ Varnishes 


Wall Finishes 


NEW YORK CHICAGO 
CLEVELAND TORONTO 










Wise manufacturers will see that New 
Jersey Zinc is always available for 
the progressive painter in the form 
he demands. 








THE NEW JERSEY ZINC COMPANY 


55 Wall Street, New York 
ESTABLISHED 1848 


Mineral Point Zinc Company, 1111 Marquette Building 
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Saturday Noon, July 13, 1918. 


This is the dull season in the paint 
and paint materials markets, but the 
business doing in most lines is very 
good for the season. In the paint busi- 
ness there has been a steady market 
at unchanged prices as a rule. July 
is usually the dullest month of the 
year in the dry color section of the 
market, but the lack of business is the 
least of the troubles of the manufac- 
turers. Most of them are well booked 
up for the rest of the Summer, and 
their greatest difficulty is to make de- 
liveries as rapidly as their customers 
desire. 

There was no change in the prices 
of lead pigments, and the business in 
this line continues good. The manu- 
facturers have not been troubled be- 
cause of shortage of raw materials as 
far as white leads are concerned, but 
the government’s demands for litharge 
and red lead is great enough to make 
it rather difficult to supply all the 
demands of the outside trade promptly. 
However, there does not seem to be 
any particular complaint about deliv- 
eries. 

The real excitement of the week as 
far as paint ingredients are concerned 
has been in the linseed oil market. 
Bad crop reports from the flaxseed belt 
have accentuated a situat'on that was 
made critical when the government 
shut off the importation of foreign 
fiaxseed, and there has been a wild 
market in the oil. Some of the pro- 
ducers have withdrawn entirely from 
the market for the time being and 
others are refusing to sell lots of more 
than five barrels. There is not much 
demand for large lots, however, as no 
large consumer would care to attempt 
to follow a market such as has been 
seen in linseed oil for the last few 
days. Last week the price of this oil 
advanced from $1.60 to $1.64 per gallon. 
This week the market opened at $1.67 
and advanced to $1.78@1.80. Naturally 
paint makers did not rush in to buy 
in a market like this. If this price is 
to hold there will have to be advances 
in all lines where linseed oil is used. 

The government is, of course, the 
biggest buyer in the paint market, and 
it may see fit to relieve the situation as 
far as the price of oil is concerned by 
revoking its embargo on the importa- 
tion of seed. If the linseed oil men 
withdraw from the market and stop 
offering oil, as they say they may be 
forced to do, it would, of course, be a 
serious situation for the paint industry. 

There is such a good demand from 
the government and for other sources 
that the curtailment of ‘building oper- 
ations is not being felt as seriously by 
the paint trade as it might be expected 
to be. 

Following is a detailed report of the 
important items of the trade:— 


PIG LEAD AND SPELTER. 


PIG LEAD.—The pig lead market 
holds steady, with a very good de- 
mand, and producers seem to be dis- 
‘posed to make much of the fact that 
the demand is rather ‘better than the 
available supply. There is a great 
deal of talk of efforts being made by 
the leading producers to hold prices 
steady, and this may or may not mean 
that another advance is about to be 
made. There has been no change in 
the price as fixed a week ago and the 
quotation is 8.05c. New York and 7.T5c. 
St. ‘Louis. This difference between 
New York and St. Louis is more in 
keeping with actual delivery cost than 
quotations formerly were. The gov- 
ernment, of course, continues to be 
the leading buyer, and this is the main 
reason why the market can be so firmly 
held. Reports from the new Okla- 
homa fields are very encouraging, but 
this does not seem to have any effect 
on the situation. There is no dispo- 
sition on the part of the leading pro- 
ducers to manifest any more willing- 
ness to accept orders for future 
delivery, which makes the market a 
spot affair. As long as the government 
is buying upon a monthly average 
price this seems to be a fair position 
for the producers to take. 


SPELTER.—This market is very dull 
and there hag ‘been very little business 
doing during the past week. There is 
little or no demand at the present time, 
and the undertone of the market is not 
good. So far, however, there has been 
no disposition on the part of the pro- 
ducers to cut prices, although such a 
thing is probable if there is no im- 
provement in the demand. It is gener- 
ally admitted that present prices admit 
of a fair margin of profit to the pro- 
ducers and there might be a cut if 
there was a determined effort made to 
book business. Producers, however, 
are making no effort to force the mar- 
ket, and seem content to wait for an 
improvement in the demand. 


Paints and Paint Materials 


Unless otherwise specified, our prices are those prevailing in the New 


York Market, and are for large quantities. 
be found on pages 3, 4, 5, 6, 8, and table of contents on page 2. 


OIL PAINT AND DRUG REPORTER 


Complete prices current will 


PIGMENTS. 


WHITE LEAD (Basic Carbonate).— 


There continues to be a very good 
demand and prices during the week 
have remained unchanged. The busi- 
ness is well up to the season, and the 
outlook for the trade is good. White 
lead, basic carbonate, is now quoted 
in oil, less than 500 pounds at $13.50 per 
100 pounds; 500 pounds to 2,000 pounds, 
$12.15; 2,000 pounds to 10,000 pounds, 
$11.85; 10,000 pounds to 30,000 pounds, 
$11.54, carload lots; minimum 15 tons, 
$11.42. American dry, in casks, is sell- 
ing at 9%@10%c. per pound. 

WHITE LEAD (Basic Sulphate).— 
Manufacturers are not finding any 
shortage of ore, and production is go- 
ing on most actively with the demand 
very good. There is a decidedly good 
business in this line, and producers 
are putting forth every effort to keep 
up with their deliveries. There is, of 
course, the same trouble over labor 
conditions that are found in all in- 
dustries, but there is nothing to com- 
ment upon about this feature of the 
situation. The situation presented no 
new features during the week, and the 
price was unchanged. White lead, 
basic sulphate, is quoted in kegs at 
—@9%c. per pound. 

REID LEAD.—There is a good de- 
mand for red lead, and the government 
is such a large consumer that it is 
somewhat difficult to fill all the de- 
mands of the trade promptly. Of 
course, in this line, as in every other, 
the demands of the government must 
be met in full before any considera- 
tion can be given to the general mar- 
ket. Producers are very busy trying 
to meet all the demands upon them. 
Red lead, dry, in casks, is quoted at 
10%@1lc. In*100-pound steel kegs the 
quotations are:—For less than 600 
pounds, $13.50 per 100 pounds; 500 pounds 
to 2,000 pounds, $12.15; 2,000 pounds to 
10,000 pounds, $11.85; 10,000 pounds to 
30,000 pounds, $11.54, carload lots; mini- 
mum 15 tons, $11.42. Red lead in oil, 
in 100-pound steel kegs, is quoted at 
$14 per 100 pounds; in lots of 500 pounds 
up to 2,000 pounds, at $12.60; in lots of 
2,000 pounds up to 10,000 pounds, at 
$12.29; in lots of 10,000 up to 30,000 
pounds, at $11.87, and in carloads of a 
maximum of 15 tons, at $11.84. 

LITHARGE.—What is true of red 
lead is likewise true of litharge. It is 
the situation in the litharge market 
that produces the situation in the red 
lead market. In both the demands of 
the government are such as to keep 
producers alert to meet the outside 
demand. The week has seen no change 
in prices, which are, for American 
powdered in less than 500 pound lots, 
$13.50 per 100 pounds;-506 pounds up to 
2,000 pounds, $12.15; 2,000 pounds up to 
10,000 pounds, $11.85; 10,000 pounds up 
to 30,000 pounds, $11.54; carload tots of 
a minimum of 15 tons, $11.42. 

ORANGE MINERAL.—There was no 
new development in this market dur- 
ing the past week. What has been 
said about the situation before still 
holds. The market is steady and, in 
common with other things on the list, 
the price held unchanged during the 
week. Orange mineral is quoted at 
134%,@15e. per round. 

LITHOPHONE. — The demand for 
lithophone continues very good, al- 
though the trade has pretty well placed 
its orders for the ninety-day period 
covered by the fixed price of 74%4@7%c. 
per pound. It is but natural that con- 
sumers should be willing to buy as 
much as they can before September, 
as it seems to be considered almost 
certain that the price for the next 
quarter will not be as low as that of 
this. Of course, no contracts are being 
made for delivery beyond the fixed pe- 
riod. It is not the thought that litho- 
phone manufacturers will force prices 
that causes the talk of higher prices 
next quarter, but the belief that there 


will be an advance in the price of 
barytes. There is a ‘better railroad 
service in the South, and, therefore, 
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Lithopone, with metallic con- 
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lithophone manufacturers are not hav- 
ing as much difficulties in securing 
supplies of barytes as they were a short 
time ago. 

ZINC OXIDE.—There is nothing new 
in the situation as far as zinc oxide 
is concerned. Prices have been fixed 
and will stand for the quarter. The 
demand is fully equal to the available 
supply, and it is difficult to secure 
prompt deliveries. The market remains 
in much the same position that it has 
been in for some time past. 


DRY COLORS. 


The books of the leading manufactur- 
ers of dry colors show that July is us- 
ually the dullest month of the year, as 
far as the placing of new business is 
concerned, and this year promises to be 
no exception to the rule. The business 
has been very active for a long time, 
and customers are pretty well supplied 
for the time being, and manufacturers 
have enough business already in hand 
to concentrate the attention upon the 
filling of orders already booked rather 
than in seeking new business. Some 
of the leading producers are booked up 
to August or September. Owing to 
these conditions the past week was a 
rather dull one in the market, and 
there was no disposition to change 
prices. There continues to be a good 
day-to-day demand for many lines, and 
the blues are as popular as ever. There 
have been sales as high as $1.50. 

There is a good South American busi- 
ness in this market, and this demand 
is constantly increasing. The manufac- 
turers however are having a great deal 
of trouble with unscrupulous dealers, 
who are not producers, but who offer 
to South America under the market, 
and then send stuff that has been very 
badly adulterated by the use of cheap 
extenders. Of course the manufactur- 
ers try to avoid selling to these men, 
but when there is an open market it 
is difficult to prevent them placing their 
orders, as of course they do not stop 
at the price. Looking ahead to the 
after the war period, when there will 
be open competition for the South 
American business, this Is a very seri- 
ous matter; as it is giving consumers 
in those countries a false impression 
as to the value of American colors as 
compared with those they formerly re- 
ceived from Europe. 

American dry color makers are very 
proud of the character of the goods 
they are now producing, and naturally 
it does not please them to see the 
reputation of their products hurt in 
the foreign markets. Not only has 
there been a good export demand from 
South America recently, but this is also 
true of Australia and the Orient, and it 
is of prime importance that every 
thing possible be done to insure a con- 
tinuation of this business after the 
close of the war. 

In sOme lines there are quotations 
on certain imported lines which are well 
over those of domestic duplicates. This 
should not be taken to Mean that there 
is a superiority in the imported article 
represented by the price difference. It 
is simply a recognition of the fact that 
stocks of foreign goods are very small, 
and that hoiders are naturally asking 
high ‘prices for what little they have 


on hand. 
Blacks. 


There is little change in the situation 
as far as blacks are concerned. There 
has been a good business right along, 
and the outlook for the future is most 
promising. Prices have held steady for 
some time, and there was no change 
during the past week. There is a feel- 
ing in the trade however that there will 
be an advance in some lines of blacks 
forced in the near future, and the Fall 
May see quotations FPigher than they 
are to-day as the cost of production is 
constantly increasing. Bone, powdered, 
is quoted at 54% @12c. per pound; carbon 
Zas at 16@25c.; charcoal, powdered, at 
6c.; drop at 5%@l5c.; ivory at 16@30c.; 
lamblack at 15@l5c.; vine at 4c. and 
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mineral blacks, in car lots at $35@45 


per ton. 
Blues. 


There continues to be a great deal of 
interest in the market for blues, but 
there has been a great deal of business 
put through recently and consumers 
seem to be pretty well supplied for the 
time being, while manufacturers have 
their hands full attempting to live up 
to their delivery contracts. There has 
been a great deal of stuff offered’ in 
this market at cut prices, but this has 
not in any way weakened the demand 
for c.p. goods, and recently the small 
lot business in the standard blues has 
been at the outside prices. In blues 
like celestial and ultramarine which 
are only diluted colors it is hard to 
make a fixed inside quotation. When 
one manufacturer cuts the price,another 
simply reduces the percentage and cuts 
lower. Bronze, Chinese, Milori and 
Prussian are still quoted at $1.35@1.50. 


Browns. 


What has been said of other colors 
applies to browns. There is a good un- 
dertone to the market, and the trade 
is satisfactory. There has been no par- 
ticular features to the market during 
the last week however, and prices have 
remained unchanged. Sienna, Italian, 
is quoted at 7@l5ic. a pound in ton lots 
in barrels; American, burnt and powd- 
ered, is 2%@4c.; Turkish umber is 5@ 
7e., and American, 34%@4c.; domestic 
Vandyke brown is 3%@4c. 


Greens. 


Greens hold steady, in common with 
the other colors, and there has been 
no price changes during the last week. 
The market is not as active as it has 
been recently, but this is to be ex- 
pected at this season of the year, and 
has no bearing upOn the general market 
situation. Light chrome is quoted at 
40@50c. a pound with medium 10c. high- 
er and dark 10c. higher than medium. 
Commercial is quoted at 8@12%c., 
grinders at 12@20c., jobbers’ at 9@14c. 
and paris green, in bulk, arsenic, in 
kegs, at 40@49c. Verdigris, in barrels, 
is quoted at 12%@20%c. per pound, 


Reds. 


There continues to be a good de- 
mand for reds, and there is so strong 
an undertone in some lines that an ad- 
vance seems probable. This is the case 
with India red and it is very doubtful 
if sellers would be willing to make the 
inside price of 8 cents on American, 
pure, but this simply means that there 
is very little of the English in this 
country. The demand for para reds 
and rose pink continue very good. Car- 
mine No. 40 is quoted at $5.50@6.00 in 
11 pound tins, English India red, pure, 
at 18@24c. per pound, and American, 
pure, at 8@12c.; oxide red, cOnneran 
in caskes at 15@20c.; native in lumps 
at 3%@4c.; Spanish at 7@8c.; para red, 
commercial at 20@50c.; rose pink at 


25@40c.. and vermilion quicksilver, 
English, at $2.00@2.10. 
Yellows. 


The yellows hold steady, and the 
fact that there have ibeen no further 
wild fluctuations in the price of yellow 
prussiate of soda recently has a 
steadying influence on these colors as 
well as on blues and greens. There is 
a constantly increasing scarcity of 
French ocher, and for this reason some 
advances may be looked for if there 
is no improvement in the _ situation. 
As yet no American ocher has been 
discovered that can at all take the 
place of French, although the whole 
country is being combed, so it is 
claimed, in a search for ocher deposits, 
The quotations are:—Chromes, 30 to 
32c.; Dutch and English pink, 15c. to 
18c.; first quality French ocher, 8c. to 
10c.; domestic, strong, 3c. to 4c.; me- 
dium domestic, $30 to $60 a ton, golden, 
imported, 5c. to 10c. domestic; high 


(Continued on page 37.) 








The Terabentine Company 


(INCORPORATED) 


Reliable Turpentine Substitute 


Commercial Trust Building 











ADVISE US OF YOUR REQUIREMENTS 





Philadelphia 


——T 


Rn Oe a 





July 15, 1918. 
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; Advertising 
: Exclusive | Literature 
f Agencies (| Supplied to 
; Granted Dealers and 


‘ (Trade-Mark) Drue Houses 


i BLUE VITRIOL 
f Paste and Powder 99% Large Crystal 
i FISH OIL SOAP 

FORMALDEHYDE 


BORDEAUX MIXTURE PARIS GREEN 


Paste and Powder 
CUSTOMARY SIZE PACKAGES 
ACETIC ACID FERTILIZER MATERIALS 


CALCIUM CARBIDE NAPHTHALINE 
| Flakes and Balls 
EPSOM SALTS SACCHARINE 


NITRATE AGENCIES COMPANY 


Chemical — Insecticides Department 
85 WATER ST., NEW YORK CITY 
Telephone 5570 Broad 


Manganese Talc 
Infusorial Earth Silica 
Rotten Stone Terra Alba 

| Barytes Tripoli 


MINERALS CLAYS-COLORS] © China Clay 


eds 
is97 / / Pumice Stone Chemicals 
- eo 
LTS 


CHAS. B. CHRYSTAL, 7 Cliff St., New York 


Glue and Gelatines 


ALL GRADES FOR EVERY PURPOSE 










It will pay you to write to us for prices. 


G. B. Hewitt & Bros. Inc., 48 Beekman St., New York 


RED IRON OXIDE 
VENETIAN REDS 
Piet” MINERAL BROWN 
SPANISH OXIDE 
We can make prompt shipmen's of carloads or less 


The Prince Mfg. Co. enciimens ee ons 


HEADQUARTERS JAPANESE BRONZE POWDER 
aso IMITATION GOLD LEAF 


SPOT DELIVERY 


THE W. K. JAHN CO. CHICAGO, ILL. 
_ Incorporated 130 N. Franklin St. 
Direct Importers Phone Ma 


NEW YORK, N. Y. 
13-21 Park Row 
Phone Barclay 8240 


on in 









COLD WATER WALL FINISH 
Manufactured by 

TRIPOD PAINT CO., ATLANTA, GA. 

Representatives wanted in new territory 






Roofing Cements and Paints, 
Pipe Joint Compound, 
Cement Coating, 

Damp Resisting Paints 


Eowre ¥ G. HETZEL, Newark, N.J. 


THE L. MARTIN CO. 
HEADQUARTERS 


FOR FINE 
SINCE 1849 
ORIGINATORS OF THE FAMOUS 
EAGLE and OLD STANDARD 
GERMANTOWN BRANDS 


81 Fulton Street, 





New York 


ESTABLISHED 1870 







[ AMYL ACETATE 
LACQUERS 








MAROON 


J. W. COULSTON & CO., 80 Maiden Lane, NEW YORK 
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CABOT’S CREOSOTE SPECIALTIES 


Shingle Stains Disinfectants 
Wood Preservative Solvent Naphtha 
Lampblack 
Samuel Cabot, Inc., Manufacturing Chemists, Boston 


PURE GRADE $]J]TI©CoA warTER GROUND 


Water floated, very fine, smooth and white, Specially prepared for the paint trade. Highest 
quality to reinforce Lead and Zinc. A standard for polish. Uniform service and excellence, 


INTERNATIONAL SILICA CO. 









Cairo, Illinois 








SOLUBLE COTTON 

SOLUBLE OILS 

VARNISH DRYERS MANTLE DIPS 
NITRO CELLULOSE SOLUTIONS 


MAAS & WALDSTEIN CO., °%,4044M STREET 


9 NEW YORK CITY 


R.O. Y.G.B.1.V. SHADES 


In ANILINES LAKES DRY COLORS 
W. W. HALES, 100 William St., New York jon3i31 


John 3151 


R. J. WADDELL & (0, New Yorn 


Importers and Manufacturers 


Clue 


















EMERY PAPER 
EMERY CLOTH 
GROUND GLASS 
DIAMOND DUST 


LAKES and 
TUSCAN REDS 








PAINT OIL 


Our Boiled and Raw Paint 
Oils are as near Pure Lin- 
seed Oil as any substitutes 
can be. 


Packed in cases or barrels 
for Export. 


Barclay Naval Stores Co. 


TURPENTINE, ROSIN, PINE 
TAR, PITCH, COAL TAR 


44 Whitehall Street New York City 
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Manufacturers of - 
Highly Concentrated Pulp Colors Rosin 
Per Per lb 
woccncces Ose “Turquoise Blue.... .20 © 

can - yeiee GP. ‘8 Carmine” ao s Turpentine 

um Yellow.... . apanese Red...... . - e 
Yellow Laker"... : Hone ae. i | Dine Tar Tar Oil 

e rown UO $HOBINE D..cccsceess 


Rosin Pitch 


Prompt Shipments in small lots from 
New York Stock. 


j es tosine B d 
Brilliant Green..... Ultram — Blue 


Brilliant Green C.P. ‘35 Zine Oxi 
Bremen Blue 20 Sodium St tIphide 


F. O. B. New York 
Samples submitted upon request 


CAREX COMPANY, Inc. } BARCLAY NAVAL STORES co. 
309 Broadway, New York 44 Whitehall St. New York City 


Tél. Worth 7118-7119. Cable Address: ‘‘Carexco,”’ N.Y. 


Para Toners 


Highest Quality Lake Colors 


Samples upon request. Our lab- 
oratory will furnish comparative 
tests and all possible information 
to inquiries. 


Eagle Printing Ink k Co, 


83 Grand St., 420 Orleans St St., 
NEW YORK CHICAGO © caren 


Laboratory and Works, 265 Gates Ave., Jersey City 


‘SEAVER & CO., Manufacturers of 
FINE IVORY and DROP BLACK 


LAMP AND CARBON BLACKS 


120 Milk Street OSTON, MASS, 


JOHN R. WALSH 


Spirits of Turpentine Rosin Oils Rosin of All Grades 
SAVANNAH, GEORGIA 


Orders Solicited from:Dealers and Consumers 2 BUYS FOR OTHERS ON COMMISSION OR BROKERAGE 


PYROLIGNEOUS 


ACID 
GENERAL NAVAL STORES CO., NEW YORK 





ROSIN JELLY 
POWDERED ROSIN 
HARDENED ROSIN 


PURE 
ROSIN SPIRIT 
FLY GLUE 









ROBERT RAUH, Inc. 


310-316 Elizabeth Avenue, Newark, N. J. 











. e Candle Pitch Natural 
Stearine Pitch and Refined Asphalt— 
Gilsonite 
SPECIALISTS IN WAX COMPOUNDS 
JOHN S$. LAMSON & BRO, Inc. 347 Madison Ave., NEW YORK 
OF ALL DESCRIPTIONS 
PI ‘ Ernst Zobel Co. 
INCORPORATED 
Importers, Manufacturers, Exporters 
38 WATER STREET, - - NEW YORK 
PURE GUM TURPENTINE 
is scarce. Have you tried 
Used extensively with unfailing satisfaction for all Technical Purposes 
INDEPENDENT PRODUCTS COMPANY 


116 Broad Street Phone 9570 Bowling Green New York 
Silver 
fie Sti LIC A 


Snow White—350 Mesh 
Soft and Needle Pointed, 


KITTREDGE 

) A B |? | — A Pure meek Sihes ates Pie oated. Meets Govern- 
} 0 

On SOUL G CRON) vars Woop rites” pousues 


STOCK LABELS FOR PAINT AN" VARNISH TAMMS SILICA CO., . CHICAGO, ILL. 
Ln ii ke A } Mines and Mills, Tamms, Ill. 


| 
| 








Tsrmsiatine and Rosin 


James Watt&Son 


101 Leadenhall Street London, England 





DRUG REPORTER 


ASPHALT 


We manufacture various grades of compounds of these asphalts with waxes 


MITCHELL-RAND MFG. CO. 


Southern Oil and Chemical Co 












SHIP PITCH-PINE TAR 


NEW YORK 


UNITED NAVAL STORES COMPANY 


and pitches for insulating and water-proofing purposes. 









Rosin Oils, Varnishes and Pitch 


Rosin & Turpentine Export Co. 


EDMU S. NASH, President 
26 Cortlandt St. NEW YORK 


Branches: Savannah, Ga.; Jacksonville, Fla ; New Orleans, La. 


Export and Dealers in 
Rosin - Turpentine 


Tar Oils 


Pine Tar 


Pine Oil 


and all Pine Products 





s company 


SAVANNAH, GA. 





Exporters and Dealers in 


Rosin Turpentine 


Pine Tar 


SALES OFFICES: 
NEW YORK CLEVELAND 
17 Battery Place 221 Engineers Building 
SHIPPING OFFICES AT 
BRUNSWICK 
PENSACOLA 
Agencies in the Principal Cities of Europe 


SOLE DISTRIBUTORS FOR 


GEORGIA ROSIN PRODUCTS CO. 


MANUFACTURERS or 
ROSIN OIL (all grades) PITCH and 
ALL PURE PINE SPECIALTIES 
Cable Address: COLUMBIA 


nnn nnn nnn ncn ere, 


July 15, 1918. 






Gilsonite, Petroleum, Blown, 
Liquid, Flux, quick drying, etc. 


11-13 Cliff St., New York 


SAVANNAH 
e3, GEORGIA 


CHICAGO 


1510 Ashland Block 


JACKSONVILLE 
NEW ORLEANS 
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Saturday Noon, July 13, 1918. 


The week was a quiet one in the 

naval stores market and the undertone 
of the market was not particularly 
strong. Turpentine declined 2c. a gal- 
Jon to 73c. and common to good rosin 
eased off 20c. a barrel. Consumers be- 
lieve that the advance is over and 
seem content to hold off in the hope of 
a further reaction. Considering the 
advance in the price of naval stores 
recently and the circumstances which 
gave an excuse for the advance, it is 
remarkable that prices have remained 
as firm as they have. A reaction of 
2c. in the price of turpentine is only a 
market fluctuation, as does not in any 
way represent such a break as might 
seem logical after such an advance. 
The consuming trade cannot lose sight 
of the fact that the talk of placing 
naval stores on the list of non-essen- 
tials was made use of by the bulls who 
were working for a higher range of 
values, and the fact that no attention 
was paid to the matter at all when it 
was found that this report was ground- 
less is something that the consumer 
cannot forget. The producers have 
from the start contended that the de- 
crease in production has been so great 
that the advance was fully justified, 
and now supply and demand wil! have 
to solve the problem of prices. 
‘The Southern markets are bullish, as 
is natural, and the bulls point to the 
fact that there is not being as rapid 
an accumulation of stocks at the South- 
ern centers aS many had claimed would 
follow the rapid advance in prices. 
The bulls claim that the demand is 
up to the supply, and say that most. of 
the offerings come from old stocks. 
It must be admitted that present prices 
show very handsome profits to the 
holders of stocks that were built up 
at a time when the cost of production 
was away below what it is today. 

The local stock is still small, but 
there is an improvement in the situa- 
tion. There is a decided improvement 
in the freight situation in the South, 
and for rail shipments plenty of cars 
are becoming available. Naturally, 
however, naval stores shipments should 
not come this way by rai] unless there 
ig an urgent demand for prompt de- 
livery. 

Producers are very firm in their 
ideas as regards to values, and if there 
is to be a reaction it promises to be a 
gradual easing off in prices, for there 
is nothing in the situation as it exists 
today that seems to indicate a sudden 
ibreak. 


SPIRITS OF TURPENTINE. 


The demand for. turpentine in the 
local market has been rather slack dur- 
ing the past week, and the amount of 
business done hag not been large. Dur- 
ing the early part of the week produc- 
ers held to their quotation of 75c., but 
later in the week they began to quote 
73c. Receipts here have commenced to 
be freer, and this, coupled with the 
absence of an active demand, has 


- changed the situation materially. There 


is no longer a situation here to justify 
quotations out of line with those of 
the southern centers, and this fact 
makes New York less of a provincial 
market than it was when a local scar- 
city of supplies forced an unnatural 
spot situation. In spite of all the ar- 
guments of the producers that the price 
of turpentine is justified by the great 
curtailment in production, consumers 
undoubtedly consider the price high. 
Low priced turpentine had been the 
rule for so long that the consuming 
trade can not at once reconcile itself 
to the new order of things. The dis- 
position therefor is to hold off to see 
if there will not be a reaction. The 
producers know that this feeling ex- 
ists and are not disposed to try and 
force busines at the expense of values. 
They have waited a long time for the 
advance and now that it has come 
they do not want to do anything that 
will start a break. Later in the season 
it will be seen whether or not the con- 
sumers will have to pay the price. 
The stocks of turpentine in the south- 
ern centers are not increasing to any 
extent, and this is One bullish feature 
of the situation. There was a slight 
increase in the Savannah stock this 
week, but at Jacksonville there is not 
much turpentine as there was a week 
ago. It looks as if the curtailment in 
production has been fully as great as 
has been claimed, and in this fact is 
the underlying strength in the situa- 


tion. 
ROSIN. 


There is a fairly steady tone to the 
rosin market, although—in the opinion 
of consumers at least—the edge is off 
of it. Locally the demand is not very 
active, but there is no complaint of 
lack of demand at the southern cen- 
ters, and in the South sentiment is 





Naval Stores 


Unless otherwise specified, our prices are those prevailing in the New 
York Market, and are for large quantities. Complete prices current will 
be found on pages 3, 4, 5, 6, and table of contents on page 2. 
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very bullish. It is claimed that in the 
southern markets the demand is better 
than the supply, and there has not 
been much of an increase in stocks 
this week. There has been no decrease, 
however, and even the most optimistic 
bull would hardly claim that there is 
any danger of qa shortage of rosin, with 
exports practically shut off. The feat- 
ure of the market, both locally, and in 
the South is the fact that there is much 
more strength shown in high grade 
rosin than in the medium and cheaper 
grades. There has been a decline this 
week in the low grade stuff, while 
prices on the highest grades are high- 
er than they were a week ago. In the 
local market common to good strained 
is quoted at $10.90 a barrel of 280 
pounds, This is. 20c. lower than the 
quotation of a week ago. In the large 
Florida graded rosins B is quoted at 
$10.90, as compared with $11.10 last 
week, C and D are also $10.90, which is 
a decline of 20c. on C and 25c. on D. 
E, and G are $10.95 which is 25c, low- 
er than last week. H and I are also 
off 25c., which makes H $11.05 and I 
$11.10; K is off only 5c,, and is quoted 
at $10.50, while M is unchanged at 
$11.85, and N is unchanged at $12; W G 
is up lic. to $12.15, and W W up 25c to 
$12.25. The market considérs the good 
demand for high grades a healthy sign, 
but the bulk of the business is in the 
= which are lower this week than 
ast. 


OTHER NAVAL STORES. 


TAR AND PITCH.—-There has been 
an advancing market in both tar and 
pitch this week. The demand has been 
good for some time and prices have 
not advanced as rapidly as in some 
other lines of naval stores; this week, 
however, holders have marked up their 
quotations and are asking $6.50 a bar- 
rel for pitch, an advance of $1 from 
the quotations of a week ago. Tar, 
kiln burned, has been marked up from 
$11.50 to $12.50 a barrel, and retort 
from $12.50 to $13.50. The local stock 
is smal] and there has been a good 
demand right along. There will prob- 
ably be a difference of opin‘on between 
consumers and producers following this 
advance, and it remains to be seen 
what. effect it will have upon the de- 
mand. 


ROSIN AND PINE OILS.—There 
was no change in the price of rosin oil 
this week. The market continues to be 
a steady affair and was without new 
features. First rectified is quoted at 
60c., second rectified at 63c., third recti- 
fied at 66c. and fourth at 72c. Pine oils 
are in good demand for small lots 
White steam is quoted at 56@58c., 
amber steamed at 54@56c., yellow, 
steam distilled, at 55@57c. and destruc- 
tive at 49@50c. 


TAR OIL.—There is little change in 
the situation in this market. There is 
a steady demand for small lots and 
pr‘ces at the Southern primary markets 
are firm. Much higher than quoted 
prices are paid for small prompt de- 
liveries. Genuine distilled is quoted at 
35@36c. and commercial at 34@35c. 


SAVANNAH. 


Savannah, Ga., July 11, 1918. 


SPIRITS OF TURPENTINB.—For the past 
three weeks the shipment of turpentine has 
been equal to the receipts. and after allowing 
for a certain amount of the receipts that are 
generally withheld from the market. The 
result has been that the present demand is 
more than the actual offerings. As we see no 
reason to expect the daily shipments at the 
present time to become less, we therefore fig- 
ure the demand for this week and possibly for 
a longer time will be sufficient to cause the 
prices of turpentine to advance again. During 
the last month or more there has been a fair 
amount of turpentine sold from the older 
stocks on hand, and it is possibly due to these 
offerings that the turpentine market became 
weaker some days ago after reaching 65c. At 
the moment we see no indications of a mate- 
rial advance, but greater strength rray- de- 
velop later, 


ROSIN.—The market is in a healthy condi- 
tion, and the demand is for much more than 
the receipts. At the present time the differ- 


ence in quotations between fine grades and 
common grades is just a little greater thar 
previous weeks, and without knowing much 
about the future, we believe that fine grades 
will lead common grades in values more so 


than they did in previous weeks, We con- 
Sider all grades firm, with an upward ten- 
dency, 


Re- Ship- 


Prices. Sales. ceipts. ments. Stocks. 
Friday.... 61%@ 390 = 302 1,496 22.937 
Saturday.. 614@ s 751 10 23.878 
Monday... 60 @— 281 165 197 23.646 
Tuesday... (0 @— 395 240 4 23,829 
Wednesday 60 @60% 142 318 16 24184 
Thursday... 60 @- 200 267 741 23,810 
ROSIN.—Following are given the sa'es © re- 
ceipts. shipments and stocks covering’ the 
week— 
as Re- _—_ Ship- 
Sales. ceipts. ments, Stoc 
Friday ........ 743 6 40en teak 
Saturday ..... 558 1,279 6 80.091 
Monday ....... 1,509 "773 365 80,449 
Tuesday ...... 580 648 te 81.147 
Wednesday... 928 991 as) ao 139 
Thursday ..... 777 1,000 4,026 79494 
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NATIONAL ROSIN OIL AND SIZE CO. 


NEW YORK SAVANNAH CHICAGO 


ROSIN OILS 250 varieties 
ROSIN SIZE for Paper Mills 
PITCH Navy—Brewers—Burgundy, etc. 
ROSIN At Grades. Quotations by wire. 


TURPENTINE 6 Pare Gum Spirits 


THIRTY YEARS’ EXPERIENCE MEANS SOMETHING 


- SPECIFICATION 
TURPENTINE AND ROSIN 


GULF 


GULF BRAND 


The selected PURE GUM product frem those DISTILLERIES using 
the most MODERN METHODS of MANUFACTURE and HAN- 


DLING and following a strict set of SPECIFICATIONS to insure the 
HIGHEST UNIFORM QUALITY. 


Shinments made DIRECT from DISTILLERIES. GRADES guaranteed 
at DESTINATION to equal GOVERNMENT STANDA 


Prices Made Delivered Any Point in the World. 


GULF NAVAL STORES SUPPLY COMPANY 


NEW ORLEANS, U.S. A. 


Every important manufacturing consumer and wholesale distributer in the 
trades represented by the Oil, Paint and Drug Reporter has a copy of our 
Green Book for Buyers. Is your name in it? 


Taylor, Lowenstein & Co. 


Naval Stores Factors and Exporters 
MOBILE, ALA. 


ROSIN 


AND 


Pure Gum Spirits Turpentine 


The crop is reported to be from 30 to 50 per 
cent. short, owing to shortage of labor and enormous 
increase in cost of supplies, etc. 


We have sufficient stocks to supply demands 
and solicit your inquiries. 













DISTRIBUTING STATIONS: 
Pittsburgh, Cleveland, Detroit, Cincinnati, Chicago, Mil- 
waukee and Memphis 


Antwerp Naval Stores Co. 


Savannah, Ga. 
Branches: 





Jacksonville, Fla. Pensacola, Fla. 


Sales Offices: 
90 West St., NEW YORK Drexel Bidg.,. PHILADELPHIA 


New England Sales Agents: 
H. T. WEST CO. - = = + 148 State Street, BOSTON 


EXPORTERS OF AND DEALERS IN ALL GRADES OF 


ROSIN 


and 


Pure Gum Spirits Turpentine 


Turpentine in Tank Cars or Barrels 












ZINC OXIDE 


ELECTRO BRAND 


Red and Green Label 
(Lead Free) 










PURITAN BRAND 


No. 1 2-3% Lead No. 2 5.8% Lead 






KATZENBACH & BULLOCK CO. 


New York Chicago Boston San Francisco 


ULTRAMARINE BLUES 


ALL SHADES FOR VARIOUS PURPOSES 





Trenton 








Also 
LAUNDRY BLUE 
Manufactured by 
The Standard Ultramarine Company, Huntington, W.Va. 
Established 1 


E. M. & F. WALDO. 
New York City, N. Y., 11 Broadway 


. Eastern Agents 
Boston, Msss., 10_High Street 
. Pacific Coast Agents 
San Francisco—Underwood Bldg 


S50 BONE BLACKS 


BLACK IN DRY STATE 
BLACK IN OIL 


‘BLACKS _ Will remain in suspension. All grades and qualities 


SIEMON & ELTING 


93 Nassau Street New York 


MARBON 










Photomicrograph of Dutch Process;White Lead 
magnified 500 diameters, 
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Sales Office 


\THE IDEAL SOLAR— HUMID 





July 15, 1918. 





Varnish and Paint 
-~Makers 








GREASELESS 
NAPHTHA 


Mineral Turpentine 


' Tank car quantities only. 


Write or wire us for 
quotations 





Producers Refining Co. 


Tulsa, Oklahoma 


WHITE 











LITHOPONE 





Photomicrograph of ordinary American Lithopone 
imagnified 500 diameters. 
Photomicrographs by Philip O. Gravel e, 8. Orange, N.J. 


Mineral Refining and Chemical Corporation 


Factory and Main Office: 
ST. LOUIS, MO. 





Sales Office: 


44 Whitehall St., New York, N. Y. 
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grade, 6c. to 10c.; and zine yellow at 
50c. to 53e. 


COLORS IN OIL. 


There is a very fair market for colors 
in oil, the trade being satisfied with 
the business doing which considering 
the high prices and the season is bet- 
ter, perhaps, than was looked for. 
The recent price advances caused 
some slowing down of orders, but this 
has not gone very far. The season is 
the dull one, but business seems up to 
the season, The large demand from 
the government is in a great degree 
making up from the loss of business 
caused by the general slowing down of 
building operations all over the coun- 
try. The paint mixers are naturally 
very much interested in the linseed 
oil situation, and this may later on be 
very «seriously felt. Some _ dealers 
marked up prices on July 1, and some 
have held off to advance on July 15. 
In spite of the high prices when com- 
pared with what paints used to bring, 
there is no chance, it seems, of them 
going any lower, and consumers rec- 
ognize that the cost of production is 
constantly increasing, and that as long 
as this is the case, the natural course 
of prices must be toward higher levels. 


OTHER PAINT MATERIAL. 


There is little new in the markets of 
most lines of paint material, and 
while in the main prices hold un- 
changed there is a good deal of talk, 
in many lines, of higher prices being 
forced in the fall. This is the case 
with barytes, and the producers say 
that when they made their new prices 
this fall there is sure to tbe a very 
sharp advance as a result of the in- 
creasing cost of production. There is 
the same scarcity in chalk and whit- 
ing that has existed right along, and 
which will continue to exist until 
there is some radical change in ocean 
transportation. Importers, however, 
are confidant that the appeal they 
have made to the British government 
will result in more freight room being 
allowed to this class of merchandise, 
which is a necessity in several lines 
of war work. There has been nothing 
heard of any action on the part of the 
government to revoke its order prohib- 
iting the importation of foreign case- 
in, and it now looks as if the order 
was going to be allowed to stand. 
There continues to be a good demand 
for china clay, and plaster of paris is 
strong in an advancing market. The 
demand for American tale continues 
very good, and spot prices are very 
firm. 

BARYTES.—tThere will be no change 
in the price of barytes from $25 a ton 
f. o. b. mill points until next Fall, but 
the increasing cost of transportation 
and bags has added to the New York 
price, advancing the price of white to 
$33 a ton. It is predicted that there 
will be a sharp advance when the new 
prices are fixed this Fall, and producers 
say that an advance is justified by all 
the conditions of the trade. There is 
a very good demand, and a constantly 
increasing cost of production, There is 
a decided improvement in the railroad 
situation as far as the southern fields 
are concerned The movements of sup- 
plies to the troops in cantonments in 
the South is resulting in an abundant 
supply of empties available for stuff 
moving north, and this is operating to 
the advantage of the barytes producers. 

BLANC FIXE.—There continues to 
be a good demand for blanc fixe, but 
there is no change in the situation, and 
little to be said about the market that 
has not already been said. There is a 
good spot demand, and dealers are not 
anxious to make forward contracts, The 
price on the spot is 514%@6c. in a firm 
market. Pulp is quoted at $35@60 per 
ton. 

CASEIN.—There continues to be a 
very good demand for casein and prices 
are well maintained. There is no short- 
age of supplies however, and therefore 
no particular reason why the action of 
the government in prohibiting the im- 
portation of foreign casein should have 
any effect on prices. There seem to be 
possibilities in the development of the 
South American casein business how- 
ever, and had it not been for the action 
of the government it is probable that 
there would have been an improvement 
in the character of these goods, and an 
increasing amount of the _ imports. 
Manuafcturers of domestic casein still 
quote prices at from 18c. to 28c., but 
of course there is not much business 
doing at any where near such an out- 
s.de price as that. 

CHALK.—There is little new in the 
situation as far as chalk is concerned. 
It is purely a matter of supply, and the 
question of supply is a matter of trans- 
portation. There is some hope that 
there will be an increase in the move- 
ment from England in the near future, 
but grave possibilities that the situa- 
tion will remain about as it is today, 
with a cargo being received now and 
then without much certainty about 
them. 

CHINA CLAY.—There continues to 
be a good demand for china clay, and 
this demand promises to increase rather 
than to lessen. Prices hold very firm 
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on the spot, and the demand for all 
grades of clay is good. The market 
would readily absorb a great deal more 
imported clay if it could get it. There 
were no changes in the situation dur- 
ing the past week, and prices remain 
about the same. Imported, lump, is 
quoted at $20@40 a ton, and it is hard 
to find any around inside prices. Do- 
mestic lump is quoted at $15@22.50. 

COBALT OXIDE.—There is nothing 
new in this market. The trade is re- 
stricted and the demand is up to the 
available supply. The week saw no 
change in price, or in the situation. The 
price remains unchanged at $1.60@1.65 
per pound. 

TALC.—The demand for American 
tale continues very good, and sellers 
are very firm in their askings. With 
the foreign out of the market the field 


is clear for the domestic product, and 3 


the supply is hardly equal to the de- 
mand so that there is no accumulation 
of stocks, and the undertone of the mar- 
ket is good. There is nothing offering 
under $20 a ton and the price runs up 
to $40, according to grade. There con- 
tinues to be a good demand for soap- 
stone which is quoted, in bags, at 
$15@25 per ton. The increasing cost 
of bags is an item here as in other 
lines. 

WHITING.—The demand for whiting 
continues better than the supply, and 
the car lot quotations do not apply when 
it comes to small lots for prompt de- 
livery. There is such a shortage of 
the raw material that it is not possible 
to place orders on the spot except at 
very stiff prices. The fact that the 
leading producers are still supplying 
their customers at the old prices pre- 
vents any advance in quotations, but 
it would take very little additional pres- 
sure to force an all-around advance. 
It is not possible to keep up with de- 
liveries, but the needs of the consumers 
are being looked after by the producers, 
and they manage to keep them with 
some supplies on hand. Commercial is 
still quoted at $1.25 in car load lots and 
American paris white at $1.50@1.75. It 
is reported that as high as $2 is being 
paid for paris white in small lots when 
immediate delivery is wanted 


VARNISH GUMS. 


The question of securing supplies is 
becoming a more serious one every 
day in the varnish gum business, and 
the worst of it is there is no hope of 
any improvement in the situation in 
the near future, with a possibility of 
the situation becoming much more 
acute than it is today. With con- 
ditions as they are, it is perfectly nat- 
ura] that there should be an advance. 
ing market. There have been a num- 
ber of advances during the last week, 
and stocks are decreasing so rapidly 
that further adances may be expected 
at any*‘time. Many large dealers are 
entirely out of supplies in lines in 
which they usully do a large business, 
and it is in every respect a sellers’ 
market. The higher grades of Manila 
held steady at unchanged prices, but 
standard sorts are up from 14@14'c. 
per pound to 15@15%%c., and pale chips 
from 144%@l15c. to 15@15%c. Pontinak, 
selected fine, has advanced from 24@ 
25c. to 25@26c., No. 1 from 20@2l1c. to 
21@22c., nubs from an inside price of 
14c. to an inside price of 15%c., chips 
from 138@14c. to 14%@l5ic. Damar, 
Batavia, is very scarce, and is selling 
as high as 33c., an advance of 3c. Sing- 
apore No. 1 is no longer obtainable at 
32c., and is now quoted at 34c.; No. 2 
is up 2c. to 25c., and No. 3 Singapore 
has adanced from 13%@l1l5c. to 154%@ 
16c. There has been a general ad- 
vance in the Kauri list. No. 1 is not 
offered below 55c.; No. 2 has advanced 
from 28@30c. to 32@40c.; No. 3 from 
17@20c. to an inside price of 20c.; B. X. 
from 38@40c. to 42@45c.; B. 1 from 
29@32c. to 32@35c.; B. 2 from 20c. to 
20@24c.; brown chips from 12c. to 13@ 
14c.; bright dust from 17@20c. to 18@ 
25c.; brown dust from 8@llc. to 1U0@ 
12c.; ordinary dust, white, from l11@ 
12c. to 14@16c.; brown, No. 3, from 
16%@18e. to 18@20c.; X dark, from 
55c. to 65¢c.; XX, pale, from 65c. to 75c.; 
East India, bold, from 19%@20%c. to 
24c.; nubs from 16%@17 to r8%e., and 
chips from 12%@l138c. to 154%@16%ce. 
The inside price of gilsonite has ad- 
vanced from $40 a ton to $45, and 
manjak is now quoted at $40@50 a 
ton, as compared with a former quota. 
tion of $30@60. A review of the price 
advances tells better than anything 
else just what the position of the mar- 
ket is. Buyers are inclined to do a 
good deal of shopping, but sellers seem 
very confident of their market, and are 
not inelined to give concessions. 


GLUES. 

There is a steady undertone to the 
glue market, and the volume of busi- 
ness being done is very fair for the 
season. Low grades still seem to be 
in the best demand, although there is 
business in the very high 
grades. There was no change in prices 
during the week. Extra white is 
quoted at 36@45e per pound; medium 
white at 31@35c.; cabinet at sla 40¢.; 
low-grade cabinet at 24@ 27c.; foot 
stock at 16@22c.; brown foot stock at 
18@22c., and common bone at 15@20c, 
There has been some talk in this mar- 
ket ¢f an advance, but prices have not 
been changed. It is a mistake to sup- 
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§ LINOTOL is the 
only paint vehicle 
that will successfully 
withstand conditions 
met with in tropical 
climates. ° 


[iNoloL 


SINTHETIC PAINT OIL 





Pennsylvania Linseed Products Company 
34th St. & A.V.R.R. : 


WENGERS LTD., 


Etreria, STOKE-ON-T 


COTLoturRs aS d 


BOTTLES 


Floated Silica, 400 Mesh. Silica Smoke 
400 Mesh. Floated Silex, 400 Mesh 


Our materials are ground finer than any on the market and of a 
No coarse particles whatever. 
A trial will convince you. 


Floated Talc, 


more even texture. 
they will surpass all others. 


Manufactured by 


RENT 


Lagland 


HEMICALS 


Manufac turers, 
, a 











Eureka Flint & Spar Company 


TRENTON, N. J. 


samples and prices. 


We guarantee our Silica Smoke not to scratch the most highly 
polished piece of gold. 


Making Two Sales Appear 


Where There Was Only One 
Before— 


may be a job for a magician. 


We are not magicians, but we can 
help you in this process. 


Desire for increase in your sales to 
the Master Painter, the Decorator, 
the Wall Paper Dealer should sug- 
gest your calling in our aid. 





The method we use is simple. 


It is placing your advertising in 


THE PAINTERS MAGAZINE 


Every month throughout the year it goes to the 
Backed by its 


men to whom you would sell. 


reader influence, obtained through over 44 
years of active service for the Master Painter 
and Decorator, The Painters Magazine is most 
effective in securing results for its advertisers. 


Write to us for advertising rates. 


We will cheerfully give them to you. 
our advertising copy service, which is free to 


all our advertisers. 








THE PAINTERS MAGAZINE 


New York 


100 William Street 








Pittsburgh, Pa., U.S. A. 


Raw Materiale—Fritts and Glazes 
Metallic Oxides—Black @xide of Copper 
Cadmium Sulphide 
Enamel and Underglaze Colours 

vite Colours for all purposes 

Enamels for Gold, Silver, Copper and Iron 
Oxides for Enamellers and Glassmakers 
Price Lists and Samples Sent on Demand 


SHELLAC and VARNISH 
PAINT aad INSECTICIDE 


KEARNS-GORSUCH BOTTLE CO. ZANESVILLE, O. 












§ LINOTOL is 
especially adapted 
for metal surfaces 
owing to its tena- 
cious elastic film and 
perfect bond, insur- 
ing better protection 
and longer lite. 






JARS 








By comparison 
Write for 


Also 
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CARBON BLACK 


MADE BY 


GODFREY L. CABOT 


940-942 Old South Building BOSTON, MASS., U.S.A. 


Carbon Black is also known as Hydrocarbon Black, American 
Gas Black, Satin Gloss Black, Jet Black, Silicate of Carbon, Paris 


Black, etc. / | , Db 
GRADES—Eclipse, Elf [SS], Elf [G], Elf [PN], Kalista, 
ie Vanes baoneh, Ask. cle. LIGHT ON A BLACK SUBJECT 


SHIPPING POINTS— aera Bristol, Cedar Grove, 
Nancy’s Run, etc., W. Va., Howard, 

STOCKS carried i in New York, Chicago, St. Louis, Detroit, 
San Francisco, Cincinnati, London, Copenhagen, Liverpool, 


Manchester, Glasgow, Paris, Hull, etc. B one D ro p I vor 7 


WRITE FOR SAMPLES AND PRICES 
Prince’s Metallic Paint Company Mineral Blacks 
Finely ground and air floated. 





ALLENTOWN, PA. 
New York Sales Office—81 Fulton Street 
en od 


Uniform in color and strength 


Metallic pince’ of color. 


For Grinder’s Use 


Note—The = **Warranted Genuine”’ on the 
are printed in red 





Write for Prices and Samples. 


NOTE THE LABEL 


NOTE THE LABEL 
Ee ee ee ow rin compete Se eae eee” 
TALC, CLAYS, COLORS AND MINERALS BINNEY & SMITH CO. 
Importers and Exporters sis Bocee weedae slink Senin eaten 


Whittaker, Clark & Daniels, Inc. 


250 Front Street New York 






PREBIS CHEMICAL CO.,, tc. 


302 Morgan Avenue Brooklyn, N. Y. 


Acquire the habit of using 


ANGHOR BRAND” 


Dry Venetian Reds, Indian Red, Crimson 
Oxide, Sienna and Umber. Our Metallic 
Brown is soft and velvety. Our Silicate of 
Magnesia improves the life of your paint. 


Fluosilicic Acid 
Fluosilicates 
Liquid Concrete Floor Hardener 


Get busy with us. You need our pro- 
ducts. Your profits and trade will increase. 


WRITE FOR SAMPLES TODAY TO 


Selling Agent: 
B. PRESMAN, 123 William Street, New York 


Phone John 4821 


C. K. WILLIAMS & CO. 


EASTON, PA., U.S.A. 






——————————————————— 
BARYTES BLANC FIXE LITHOPONE LITHARGE ZINC OXIDE 
BARIUM CARBONATE BARIUM CHLORIDE CHEMICALS DRIERS 


GABRIEL & SCHALL, Inc. Established 295 Broadway, NEW YORK 


PITTSBURGH PLATE GLASS COMPANY 


All Kinds for Buildings. GLASS PAINTS MIRRORS _ For Eve-y Purpose. 
WITH LARGE, WELL-ASSORTED STOCKS AND COMPLETE EQUIPMENT 


Our Unexcelled Facilities Assure Prompt Service from the Following Points: 
KANSAS CITY, MO. OKLAHOMA CITY, OKLA. TOLEDO, OHIO. 
BIRMINGHAM, ALA. NEW ORLEANS, LA. DENVER, COLO. 
BUFFALO, N. Y. MEMPHIS, TENN. » N.C. 
DES MOINES. IOWA. 








GRAND RAPIDS, MICH. CLEVELAND, OHIO. 
DETROIT, MICH. OMAHA, NEB. 
PITTSBURGH, PA ST. PAUL, MINN. 


NEW YORK, N. Y. 
BOSTON, MASS. 


CHICAGO, ILL. 
CINCINNATI, OHIO, MILWAUKEE, WIS COLUMBUS, OHIO. BROOKLYN, N. Y. 

ST. LOUIS, MO, ROCHESTER, N. Y ATLANTA, GA. PHILADELPHIA, PA. JACKSONVILLE, FLA, ey 
MINNEAPOLIS, MINN. BALTIMORE, MD. SAVANNAH, GA DAVENPORT, IOWA. GREAT FALLS, MONT. NEWARK, N. J. 


THERE IS A ‘‘ PITTSBURGH ’’ WAREHOUSE IN YOUR VICINITY 


AMERICAN ASPHALT ASSOCIATION, St. Louis and New York 


Superior Quality PIONEER MINERS AND SHIPPERS 
“JET” eliminates to a great extent the use 


é¢ Q) N I kK n of coloring agents owing to its natural dense 
[ color. It is peculiarly adapted to the manu- 
facture of baking Japans and heat-resisting 

“TER [”’ ASI HALTITUM 
Absolute purity and uniformity guaranteed, 


Agencies: Chicago, Chove'and, Pittsburgh San Francisco; Hamburg, Germany Bremen, Germany; Cologne, Germany; Liverpool. England; Londen 
ngland; Parise. France; Aatwerp. Belgium. 
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MINNEAPOLIS. 


Minneapolis, Minn., July 14, 1918. 

The domestic cash seedi mu:ket re- 
mains but a minor part of the general 
situation. Offerings are light daily, per- 
haps 5,000 bushels being offered to the 
crushers. There is a good demand for 
all offerings. Montana shipped in com- 
siderable of the total of domestic seed 
received in the past week. Some full 
car lots were received from that State. 
Nothing was offered to arrive, as the 
market showed a very strong undertone. 
There is practically no domestie seed in 
ether than private bins locally, and de- 
pendence is placed mostly on the volume 
of Argentine seed arriving by way ot 
Duluth. Another cargo came up the 
lakes last week. 

Flax crushers here are considerably 
perturbed over the action of the gov- 
ernment war board in restricting flax 
impotations. Under the existing circun:- 
stances it is hard for the crushers to 
understand the order, unless it concerns 
an effort to gain a greater control over 
the tonnage situation. At present the 
government and contractors for supplies 
neeged by the government military forces 
arein the market for a greater amount 
of oil than the crushers can turn out. 
There is no domestic seed available to 
take care of these orders, and if the 
war board cuts off the supply of Argen- 
tine seed, where will the needed supply 
of oil come from? According to orders 
received all flax loaded at Argentine ports 
or in transit would be allowed to come 
to crushers here, but no further load- 
ings were permitted. Minneapolis crush- 
ers have a lot of Argentine seed bought 
that was delayed by lack of tonnage, and 
in some cases the seed has been already 
paid for. Representatives of the crush- 
ers are in Washington now to talk mat- 
ters over with the war board, and there 
may be some change that will help the 
crushers out. In the first place, prac- 
tically no steam tonnage was being used 
in the tramsportation of flax, and sailors 
were not wanted for the Atlantic ship- 
ping abroad. 

‘Flax futures responded sharply to the 
war board’s order, and prices gained 
sharply in a very short time. This put 
the price of linseed higher, and buyers 
for government uses will have to pay 
more for the future supplies than they 
have been paying in the past. Most of 
the recent strength was due to this order 
restricting importations of foreign seed. 
Crop reports were bad enough for a time, 
but rains allayed considerable of the 
nervousness. Conditions in North Da- 
kota and Montana improved slightly be- 
cause of the moisture received, and 
Canada sent reports of long) dormant 
seed flax coming to life because of rain. 

The government report on seed is re- 
garded as too optimistic by the trade, 
and there is some curiosity as to the 
location of the government acreage. It 
has been admitted that Minnesota and 
South Dakota put in more flax this year, 
but the increases in these States were 
mot regarded as big enough to fill out 
the results indicated in the government 
estimate of 15,800,000 bushels with a con- 
dition of 80.0. Traders are anxious to 
knew how much of an acreage was sown 
in Iowa, Kansas and Nebraska. Figures 
on the acreage of these States might 
throw some light on the subject. Crop 
conditions in all but Western and North- 
western North Dakota and limited areas 
in Canada are reported to be good. All 
early sown seed has bloomed, and big 
yields are indicated for most of Minne- 
sota. Some of the late sown flax in North 
Dakota probably will not germinate at 
ail. As far as Montana is concerned, the 
acreage there was largely an addition to 
the total of last year, and the extent 
of the sowing was not known to the 
trade, Most of the damage by drought in 
that State was done to the newly broken 
ground. In the more settled districts con- 
ditions are fairly good. 

The advance in September flax was 

somewhat spectacular. For a time it was 
selling under the July, but suddenly it 
began to gain strength and shot past 
the near future in a hurry. The strength 
was due to short covering. Selling of 
this future was rather a foolhardy piece 
of business in the first place, because 
practically no seed arrives in Duluth dur- 
ing that month, even if the crop comes 
to harvest early. Minneapolis crushers 
are always in the market for the first 
movement of seed, and they generally 
get the major portion of it. In case a 
large supply of seed is carried over the 
end of the season, there might be some 
reason for trading in September seed, but 
when conditions are like they are this 
year, and crushers are importing foreign 
seed to piece out, there is no good rea- 
son why September contracts should be 
made. October seed is sometimes hard 
to get. 
According to late reports most of the 
Montana reserve of seed has been cleaned 
up. This was the last State to finish 
shipping out the old crop, and the crush- 
ers have nothing to fall back on now 
excepting the dribbling movement from 
other States and the imported Argen- 
tine seed. There is little or no chance 
of getting Canadian supplies from the old 
crop, and indications for a new crop are 
very disappointing. 


Linseed Oil. 


The market for linseed oil is broader 
and more active than the crushers can 
look after. Buyers are inquiring con- 
stantly for fair to good sized lots, and 
the manufacturers are not able to givy 
the inquirers all they want. Efforts are 
made to scatter the meager offerings 
around among the buyers so as to keep 
them partly satisfied. The character of 
the demand does not change. Paint manu- 
facturers are not very keen after oil, 
as their business is dull, but the makers 
of military material needed by the na- 


WESTERN FLAXSEED, 
AKE MEAL 









tional army are taking more than is 
usually sold to the regular buyers at 
this time of the year. 

There is no reserve supply of oil on 
hand here, and the movement consists 
of newly made oil. Crushers have no 
opportunity to get ahead under present 
conditions. retry directions are cou- 
stantly on file, and buyers want delivery 
as prompt as possible. There are plenty 
of cars to take care of the oil the 
crushers are able to cooper and make. 
The labor situation has not improved any 
so far, and part of the delay in opera- 
tions is due to the lack of help to keep 
the oil going out of mill doors as fast 
as the mills cam turn it out. Tank cars 
are moving in good shape, and the crush- 
ers have no complaint to make regard- 
ing them. Box cars are still being load- 
ed in double tiers, 

There is no trading in deferred oil. 
Crushers have a_ greater antipathy 
towards such trading, and few buyers 
seem to want to make contracts, Mostuy 
ail of the business is for immediate ship- 
ment. Prices change often, and no stable 
quotations are made. The price quoted 
today was around $1.68, 


Linseed Oil Meal. 


A sudden and unexpected boom in the 
demand for linseed oil meal is taking 
eare of the output of the present and 
gradually cleaning up the surplus that 
was accumulated in recent weeks. Crush- 
ers have no apt explanation of the situa- 
tion and seem to be as puzzled as anyone 
else over the developments. Eastern mills 
are said to be sold out for July and 
August, and this is helping the Western 
demand to a considerable extent, but does 
not explain the increase in the call com- 
ing from territory that Bastern crushers 
never reach. It looks as though there 
is a speculative desire to accumulate sup- 
plies before the grain movement ties up 
the railroads. This is only natural. At 
the same time meal is the cheapest feed 
on the list, even though mill feed is now 
selling at less money. The advance in 
corn and oats recently helped out in the 
situation, but the general belief is that 
astute handlers of meal thought it good 
judgment to buy a supply of meal and 
get it in transit before railroad conditions 
became so bad that delivery would be 
delayed. 


The output of meal is moderate, and 
the present demand easily takes care of 
what the crushers manufacture. Ship- 
ping directions are good, and the car 
situation is good, though the crushers 
are compelled to load all equipment to 
the roof. 

This sudden revival of trade is a boon 
to the crushers, who were looking for- 
ward to a large accumulation of meal to 
dispose of when new crop seed increased 
the output. Already the lack of ware- 
house space was becoming a source of 
nervousness, 

Prices quoted at $51. 

Daily closing prices of seed at Minne- 
apolis, for the week ending July 10, 1918, 
and for the same week last year:— 





aon 191 

ash. i 
*Thursday ..... —@— pes Mig 
Friday $4.15 @4.18 $4.15 @4.18 
Saturday 4.10 @4.13 4.10 @4.13 
Monday 4.09 @4.12 4.09 @4.12 
Tuesday 4.18 @4.21 4.18 @4.21 
Wednesday 4.27 @4.30 4.27 @4.30 


: Cash. Arrive. 
Thursday ...... $2.72 @2.77 $2.72 @2.77 
Friday ......... 2.64 @2.69 2.64 @2.69 
Saturday 2.68 @2.73 2.68 @2.73 
Monday - 2.75 @2.79 2.75 @2.79 
Tuesday ° . 2.79%@2.84% 2.79142@2.84% 
Wednesday - 2.93 @2.98 2.93 @2.98 





Daily receipts of domestic seed for the 
week ending July 10, 1918, an dfor the 
same week last year, in bushels, were:— 


co Duluth-—, -Minneapolis—, 

















1918, 1917. 1918. 191%. 

SES” acs “Crees 2,152 *.... 28,000 
Friday . 74,712 53,447 13,000 000 
Saturday 2,585 5,471 26,000 10,000 
Monday 8,312 3,324 12,000 36,000 
TUOGGRT cscce ceee 980 9,000 13,000 
Wednesday .. 11,345 21,000 8,000 
Totals ...... 85,609 76,719 81,000 134,000 


Total receipts of seed for the crop year, 
September 1, 1917, to July 6, 1918, at Cht- 
cago, Duluth and Minneapolis, and for 
the corresponding period a year ago, in 
bushels were:— 


1918. 1917. 
CHORES vos ccacevscs 737,000 1,485,000 
ENE, cacceveeneses 2,191,197 7,288,816 
Minneapolis 5,944,910 8,180,180 
TOOAS ciccccoveses 8,873,107 16,953,996 


Shipments of linseed oil and linseed oil 
cake and meal for the week ending July 
10, 1918, and for the corresponding perioa 
a year ago, from Minneapolis, in pounds, 
were :— 





1918 ——__,, ————1917-—__, 
Oil. Cake. Oil, Cake, 

Thursday... Woy: ace *.... 861,298 1,115,575 
Friday 409,397 785,390 539,976 462,950 
Saturda 216,090 390,260 577,088 736,710 
Monday ..-. 418,975 256,188 382,455 
Tuesday... 594,065 1,168,216 739,088 
Wednesday. 302,160 650,396 991,770 








Totals. . ..1,194,208 2,490,850 4,053, 162 4,418,548 


Daily shipments of domestic seed for 
the week ending July 10, 1918, and for the 
corresponding period a year ago, in 
bushels, were:— 


c-—-Duluth-—, --Minneapolis—, 








1918. 1917. 1918. 1917. 
Thursday .... *.... 1,390 eT 1,000 
Friday . 18,107 179,160 1,090 cose 
Saturday . 10,857 > ae ‘hae 1,000 
Monday ....- 50,572 yaa sis 6,000 
Tuesday ..... eee sexe 2,120 3,000 
Wednesday .. 19,799 cece 1,060 eeee 
Totals ..... 99,335 180,550 4,270 11,000 

* Holiday. 


DRUG REPORTER 


Total shipments of seed for the crop 
season, September 1, 1917, to July 6, 1¥ls, 
at Chicago, Duluth and Minneapolis, and 
tor the corresponding period a year ago, 
in bushels, were:— 








1918. 1917. 
Chicago ..... 22,000 11,000 
Duluth ......+. 2,681,113 8,165,528 
Minneapolis 947,758 1,328, 790 
Totals ...scoseess 3,650,871 9,505,313 


Stocks of seed in public store tor the 
week ending July 6, 1¥l83, and tor tne cor- 
responding period a year ago. ‘This table 
aiso gives tne stocks for the week ending 
June 29, 1918, in busheds:— 

Sat.,July Sat.,June Sat.,July 








6, 1918. 29, 1918. 7, 1917. 

Duluth ......... 206,049 193,257 373,999 
Minneapolis .... 64,817 45, GU6 174,973 
Totals ......++s 269,866 238,953 548,972 


DULUTH. 


Duluth, Minn., July 10, 191s. 


The figures show flax strong for the 
last week, but particulariy in the pasy 
tew days the seed has been on the climb, 
and going fast. In two days cash flax 
has advanced 18c. a bushel; July a simi- 
lar amount; September, 1¥c.; October, 
19c., and Novemper, 19%¢c. a bushel; and 
every indication is that the stoppage or 
the advance is not yet in signt. Kvery- 
thing points to a higher market, and 
just when it will be brought to a halt 
1s more than can be said, 

Conditions are favorapie in every way 
to the buyers. Not only are receipts 
virtually nothing—in fact, noc a busne: 
has arrived in two days—and the demand 
exceedingly strong, but news trom the 
Canadian and American Northwest is 
very discouraging to those who hope for 
lower prices. Tne drougnt continues on 
both sides of the line, and the geveral 
opinion seems to be just now that not 
more than a & per cent. crop will be 
obtained in Montana, Western North Da- 
kota and Saskatchewan. ‘Ihe ground is 
in wretched condition, and in most places, 
it is claimed, rains now would be too 
late to help much. 

In the meantime, the shipments from 
Argentina are checked, and, as is gen- 
eraily believed; will be tor a long time, 
unless the submarine menace is almost 
wholly removed. 

The closing prices for the past six trad- 
ing days, compared with the same period 
a year ago, were:— 








CLOSING, 
m—191 m_1917—_ 
Cash. Arrive. Cash. Arrive, 
Thursday ts cee $2.77 $2.77 
Friday > $4.18 2.69 2.69 
Saturday , 4.13 2.73 2.73 
Monday 13 4.12 2.89 2.89 
Tuesday .... 4.2 4.21 2.84% 2.84% 
Wednesday... 4,31 4.30 2.98 2.98 
<a 118 -— — ——-—_, 
July. Sept. Oct. Nov. Dec, 
Friday $4.18 $4.22 $4.16 $4.08 $4.06 
Saturday 4.13 419 414 4.06 eee 
Monday ..... 4.12 4.17% 4.13% 4.08 
Tuesday ..... 4.21 4.29 4.23% 4.19 owe 
Wednesday 4.30 4.37 4.32% 4.27% ... 
———— 1913 ——__, 
Sept Oct. 
Thursday ‘ $2.76 $2.71%4 
Friday o 2 2.71 2.70 
Saturday - 2. 2.77 2.77 
Monéay 2. 2.79% 2.79% 
Tuesday 2. 2.85 2.82% 
Wednesday §..ceccscces 2.98 2.9% 2.98 


Receipts and shipments for the past six 
trading days, compared with the corre- 
sponding period last year, were:— 

















DOMESTIC. 
c——Receipts—, ——Shipments—, 
1918. 1917. 1918. 1917. 
Thursday ost 06 te 2,152 Sees 1,390 
Friday ....... 74,712 53,447 18,107 179,160 
Saturday 2,585 5,471 10,857 ~*~ cece 
Monday ..... 8,312 3,324 50,572 
Tuesday ..... oseo 98u eeee ecce 
Wednesday 11,345 19,799 
Totals: ..... 85,600 76,719 99,335 180,550 
Week ago.... 12,873 5,478 51,806 22,979 
BONDED. 
c—Receipts—, -—Shipments—, 
3918. 1917. 1918. 1917. 
Thursday ecee 1,014 eee ooee 
Friday . osee eeee eos ee 
Saturday .... oes aes eeee coe 
Monday ..... ose cove cove 1,123 
Tuesday ..... ose cove cece 
Wedresday .. 3,881 oses esece 
Totals 4,895 eees 1,123 
Week ago.... 1,114 ° eevee 


The number of bushels of flax in store 
in Duluth elevators at the end of the 





calendar week, closing Saturday night, 
was as follows:— 

In Store. Change. 

BonGed 2.66 ssecess 589 +éen 

Domestic .....c00.6. 205,049 +11,792 

TOCRIS ccccoresacie 205,638 +11,792 


The number of bushels in store up to 
the close of business last night was as 
follows:— 





In store. Change. 

Bonded 1,000 esas 
Domestic 185,000 —20,000 
TOPRIO. on 2s veccsces 186,000 —20,000 


Duluth and Minneapolis stocks of flax 
at the close of the calendar week, com- 
pared with the corresponding week last 
year, were:— 








1918. 1917. 
Duluth ...c.<. 206,000 385,000 
Minneapolis 65,000 175,000 
TOCRIM ck cvevave cose 271,000 560,000 


Cars of flax received at Duluth, Minne- 


apolis and Winnipeg during the past 

week, compared with the corresponding 
week last year, were:— 

1918. 1917. 

Duluth ..cccccceccscsese 5 24 

Minneapolis ......-+e00- 58 144 

—nieekadeasheba 54 204 


Winnipeg 





Totals 117 372 

Closing prices for bonded flax each day 
of the week ending today, compared with 
the prices ore year ago:— 





1918. 

N. W. 

Thursday ....e-seeeeeeres eos 

Friday. ..ccccceceeceseseee eee 
Saturday ....--e-eeeeeere eee ade 
MONGBY nc ccccsccccesers ws ine 
Tuesday ..ccceccereeesens ese coe 
Wednesday ....--+seeeeee eee eos 

The following is a comparison of the 





closing prices of domestic flax and a 
week ago today:— 


Last Wed- 

nesday. 
COM cab bitidencredbcees $4.05 
Shh Sa Gat tee 4.04 
* he A Ee 4.04 
september 4.08 

October .. 3.984 
November ° 3.91 





Flax in store and daily changes:— 
Domestic. Change. Bonded. Change. 


Friday...... 255,000 +56, 1,000 ‘ 


vo0 . 
Saturday... 247,000 —8,000 1,000 eee 
Monday.... 206,000 —42,000 1,000 e600 
Tuesday.... 205,000 sees 1,000 . 
Wednesday. 185,000 —20,000 1,000 
BUENOS AIRES. 


The action of the United States Gov- 
ernment in forbidding the importation of 
foreign flaxseed has not had any grea: 
effect on the Buenos Aires seed market. 
There was not much strength to the 
market this week, but no _ particular 
weakness was shown. It may be that 
the market has not yet reflected the 
effect of the embargo. There continues 
to be a good demand from Great Britain, 
however, and it may be that the prv- 
ducers in Argentine think that this de- 
mand will be sufficient to take care of 
the situation. ¢ 

The following table shows the opening 
and closing prices of August seed act 
Buenos Aires. The quotations are on a 
basis of 9 per cent, pure:— 


‘ Open. Close. 
EE  cccdbscctaveouha $2.65 $2.6414 
ED Necvssicde choo iad 2.64 2.6349 
Ween, CeNeaesevecseeesy 2.63 2.6242 

MOBGRY cececticoccsces 2.624 4 , 
SEE 5x6 pun ca ven arnvandet oe EF oe 
TAGE: bss cathecstibdic bes sys 


Shipments for the w@ek and season to 
date compare as follows:— 


Present week. Last year. 








Bushels. 
United States ......... 77,0000 renee 
Jnited Kingdom ...... 162,006 "22,000 
Continent .............. eee re 
BOL SeSNde stds ed ere 239,000 22,000 
Visible supply, 1,400,000 bushels Last 
week, 1,400,000 bushels. 
Season 
to date, Last year. 
. Bushels. Bushels. 
United DE i ntiszedoe 8,405,000 80,000 
United Kingdom ...... 1,783,000 208,000 
COMMIMEDE. Fins cpcdcess 170,000 1,430,000 
BOGE: ae vinsiiccedes 10,358,000. 1,727,000 
a 


Winnipeg, July 10, 1918. 

Trading in flax futures during the past 
week was of light volume, with ofieas 
erratic, and showing a wide range in both 
the present contract and October detiv- 
ery. The market was influenced to a 
great extent by the climatic conditions 
existing in the flax-growing districts of 
the West. The talk on the market early 
in the week was that the crops were 
suffering for want of moisture, despite 
the rains in the last lap of June month, 
and prices were stronger as the week 
progressed. The range on July contract 
serene bey — one from the low of 

-(64 to $4.03, an or Octobe 34oc 
$3.6116 to $3.9. oe ae 

The cash price of No. 1 N. W. flax ad- 
oo in the same period from $3.7614 to 


There is only a few odd cars of flax 
onging > the cash department, 
of offerings goin é 
contracts. 2 ee 2 a 
_Over the week-end there has been more 
rains in a great many sections of Mani- 
toba and Sasktchewan, with the forecast 
for local showers in this province. 


Terminal elevator stocks at Fort Willia 
and Port Arthur, July 5. 1918:— Pt 
a . This week. A year ago. 
LN. Ww. Noehee bask ach ieee 254,257.33 411,203.54 
2 OL We. cece eeeeceeeeeee 42,800.08 326,864.55 
A, A es 15,909.16 95,553.29 
WO: 600: 4¥2 09045500 o 13,004.51 40,246.35 
Totals .............+...325,971.52 882,869.05 
MB WOR O60 ciivciccnbare 331,775.43 1,104,965.53 
OUNOGID 0k ko Keusas die9 5,803.47 222,006.48 
-—Shipments—, 
; Receipts. By lake. By rail. 
This week ...... 45,852.47 43,970.64 7,685.40 
A year ago....... 160,790.50 374,902.15 7,986.27 





PAINT MARKET. 


(Continued from page 37.) 


pose that there is no competition in 
the glue business, and there is no dan- 
ger of an advance unless it is forced 
by conditions. 


WINDOW GLASS. 


There is little change in the window 
glass situation. There is a very fair 
business doing, when it is considered 
how little new building is being done, 
and stocks are being steadily reduced. 
With the certainty that restrictions in 
the consumption of coal will be very 
drastic this Winter, there is not much 
chance for a great deal of window glass 
being made before next Spring. Dis- 
counts depend upon stocks, and in 
some lines stocks are beginning to get 
small. Were it possible to get ship 
space, there would be a very good ex- 
port business, particularly with South 
America. There is a great scarcity 
of plate glass reported in Argentine, 
where polished plate was selling at $3 
a square meter in 1915 and where it is 
now quoted at $7.20 a square meter. 
Even at this price orders are placed 
subject to shipment “by the next avail- 
able boat,” and no guarantee as to 
time of delivery is made. The govern- 
ment continues to be a large buyer of 
low-grade stuff. Prices and discounts 
remain unchanged, with discounts 
only quoted on orders and depending 
upon stocks. 
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The Aasticah Cotton Oil Co. 
CAN C7 


Cable Address 


65 BROADWAY 
‘‘A mcotoll,’’ New York 


NEW YORK CITY 


Cottonseed Gold Medals 

Products Awarded 
Cottonseed Chicago, 1893 

- aka ” ! San Francisco,1894 
—- / Atlanta, 1895 

STEARINE Paris, 1900 

Buffalo, 1901 

Scouring & Fulling Charleston, 1902 
- Soaps St. Louis, 1904 





REFINERIES AT 
New York Providence Cincinnati St. Louis Gretna, La. Memphis 


American Linseed Company 


We Manufacture and Sell only 
GUARANTEED PURE BRANDS 


LINSEED OIL 


American, Campbell & Thayer, Dean, Wright & 
Hills, W. P. Orr, Kellogg & McDougall, Kansas 
City Lead & Oil, Capitol, Sioux City, North- 
western, Wright & Lawther, Crown, Woodman 


American Linseed Company 


Woolworth Building 
CHICAGO NEW YORK ST. LOUIS 
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Saturday Noon, July 13, 1918. 


Linseed oil has been the feature of 
the oil market this week. There has 
been a good demand from the paint 
trade for other oils, and there exists 
a very interesting situation in the 
China wood oil market and some other 
lines; but with Tneeed oil advancing 
by leaps and bounds, and the most 
conservative men in the trade afraid 
to venture any opinion as to _the 
future, naturally there was but little 
general attention given to anything 
except the linseed situation. The ad- 
vance which started last week upon 
the news that the government had 
placed an embargo upon the importa- 
tion of flaxseed continued all this 
week, and on Friday linseed oil was 
quoted ,at $1.78 to $1.80, with many of 
the crushers entirely out of the mar- 
ket. This represents an advance of 
20c. a gallon in less than two weeks, 
and naturally the consumers are won- 
dering what they are going to do, un- 
less there is something done to re- 
lieve the situation, 

Tne linseed situation is increasing 
the demand for soya bean and other 
oils from the paint industry, and 
there has been a good market during 
the week in both soya bean and cocoa- 
nut oil, of which there have been very 
fair arrivals at the Pacific Coast. 
Thera is a very active demand for 
China wood oil, and the stock in the 
loca] market is very small indeed. The 
price this week advanced to 30c., and 
there is very little offering at that 
price. This oil is in active demand 
for future delivery, and 25@26c. is be- 
ing paid f. o. b. Pacific Coast. 


LINSEED OIL. 


There is a situation existing in the 
linseed oil] market today such as never 
existed in the trade before. After an 
advance that has carried the price of 
oil up from $1.60 to $1.78@1.80 a gal- 
lon in less than two weeks, some of 
the largest producers have withdrawn 
from the market entirely for the time 
being, believing that it is better to 
sit back and do nothing than to ac- 
cept orders they may not be able to 
fill. The people who are still doing 
business and quoting prices do not 
hesitate to say that they also will have 
to stop selling oil unless there is some 
change in the situation. At the close 
of last week linseed oil was quoted 
at $1.64. It opened the week at $1.67, 
then moved up to $1.70, then to $1.72, 
and on Friday small lots were quoted 
at $1.80 and car lots at $1.78. The 
market is entirely demoralized, and 
there is no telling how the situation 
will eventuate unless the government 
sees fit to relieve the situation by 
lifting the embargo on Argentine seed. 

The government report on the flax- 
seed acreage and condition, made pub- 
lic on Tuesday, increased the uneasi- 
ness as to the possibilities of the future. 
The acreage was placed at 1,967,000, as 
compared with 1,939,000 last year, and 
the condition at 79.8, as compared with 
84 last year. The crop was estimated 
at 15,800,000 bushels. This estimate was 
not for a crop alarmingly short; but 
the trade cannot help remembering 
that on the first of July last year the 
government estimated the crop at 17,- 
000,000, and it turned out to be 8,473,- 
000. When this was considered with 
the added fact that the weather in the 
belt has been bad since the date cov- 
ered by the report, the report was ac- 
cepted as a bullish argument, and 
would have caused an advance in the 
price of seed—and, therefore, in the 
price of oil—even if it had not been 
for the abnormally bullish situation 
created by the embargo. The price of 
seed at once started advancing in the 
Western markets, and the advance in 
the price of oil has kad the seed mar- 
ket as the base upon which to rest. 
After seed had sold as high as $4.70 a 
bushel in the Duluth market on Fri- 
day, there was a break of thirty points 
before the close, and it closed at $4.30. 
This was the first halt marked in the 
wild advance, but a little reaction like 
this in the seed market could not be 
expected to have any influence upon 
the price of oil. The price quoted is 
that of the August contract, and the 
reaction was one that was perfectly 
natural in a future market after such 
an advance, and simply showed some 
profit-taking liquidation. 

The linseed oil crushers hope that 
the government will see fit to grant 
them some relief so that they will be 
able to continue in business, and not 
have to sit back and wait until the 
middle of October for the new domes- 
tic crop to begin to move. Up to this 
time however they have no assurances 
that the embargo will be raised; al- 
theough everyone recognizes the ne- 
cessity for prompt action, if anything 
is going to be done. There is not 
enough oil to carry the trade over un- 
til the new crop begins to move or 
enough seed now in this country or 
afloat to make enough oil to meet the 


VEGETABLE, ANIMAL 
AND FISH OILS 





demands—ag to this all crushers are 
of one mind. That there is something 
more to the talk of having to stop 
selling than a mere desire to create 
sentiment is shown by the fact that 
some producers have already stopped, 
not because they wanted to, but be- 
cause they were forced to. 


Naturally with such a market as has 


been seen this week the demand has 
been limited to small lot sales to 
people who had to have the oil. The 
producers were not ready to offer in 
large lots, had anyone been willing to 
pay the price. Up to the time when 
the market wag demoralized by the 
unexpected action of the government 
however, the day-to-day demand had 
been very good indeed, at least forty 
per cent. better than at the same time 
last year it is said. This would seem 
to indicate that the consuming trade 
is not stocked up by any means, and 
the talk of an oil famine before the 
next crop begins to move can not be 
looked upon as simply a cry of 
‘“‘Wolf” when there is no wolf. 

Following are the quotations in the 
New York market, in carloads for each 
day of the week:— 


BE cS Ch Cesc cdescceveveiseee $167 @ — 
000.9052 6 60006600600 60.0% 167 @ — 
 cevseteedeveeudectra 1.70 @ — 
Thursday ... 1.72 @ — 
PEs beOU CD RCE sect veins wéUts 1 @ 1.80 
Saturday . 





Chicago Linseed Oil. 


Chicago, July 11, 1918. 
Linseed oil is stronger. From $1.64 to 
$1.65 is asked for linseed oil in barrels. 
Sellers are holding prices up because of re- 
stricted imports of Argentine seed, 





Foreign Quotations for Flaxseed. 


The quotations for flaxseed in the Hull and 
London markets are now given at a fixed price 
of £380 per ton, 





Buenos Aires, Winni- 

peg, per 

bushel 

Saturday $4.12% 

Monday 4.10% 
Tuesday 1.67 _ 

WeEONGRS a ccccccvossens 2.624 4.17% 
TG icecdosvodbivive 2.62% 4.46 
EOE peeeceecsrccsecees 2.64% 4.40 


Foreign Quotations for Linseed Oil. 


Daily cable advices from Liverpool, London, 
Hull and Amsterdam give the following spot 
quotations for linseed oil in those markets:— 


Amsterdam 

florins 

Liverpool, London, Hull. per 100 

perton. perton. per ton. kilos, 

Saterday... £75 es oe 

Monday..... - 75 

Tuesday..... ee 75 e° 
Wednesday. . 75 £75 
Thursday.... .. 75 75 
Friday....... oe 75 75 


LINSEED CAKE AND MEAL. 


The situation in the cake and meal 
market is such that even the excite- 
ment that has occurred in the seed and 
oil market cannot affect the situation 
to any extent. Stocks have piled up 
in the absence of any export outlet, 
and there is not much chance for any 
improvement in the situation, The un- 
dertone in the Western markets is 
weak, and as there is never an active 
demand in this market during the sum- 
mer, there is very little local interest 
in it, and New York quotations are 
largely nominal. Of course, if the 
erushers are forced to close down for 
a period in advance of the start of the 
new crop movement there will be a 
smaller accumulation than had been 
expected, and this will relieve the sit- 
uation to an extent. 





COTTONSEED OIL. 


The cottonseed oil market continues 
to be about as dull as it is possible 
for a market to be. There has been 
so little interest that no quotations 
have been made on the Produce Ex- 
change this week, and many members 
believe that there is no use making 
any effort to post prices as long as 
the restriction in the trading in cot- 
tonseed oil futures is in force. With 
the price of raw oil at the mills fixed, 
and future trading a thing of the past, 
there is nothing to interest anyone in 
the market except the actual pro- 
ducers and consumers. There is a very 
fair demand for the season, and the 
fact that the stocks are in strong 
hands gives the market a very steady 
tone. Being a market that is restrict- 
ed as it is, it is very difficult for it 
to be influenced by future probabilities, 
but if there was an open market and 
free trading in distant contracts, it 
is very doubtful if prices could hold, 
as the outlook for the new cotton crop 
continues very bright, and nothing ex- 
cept an unusual August drought or a 
very early general killing frost can 
prevent a large crop being made this 
year. It is doubtful therefore if any- 
one would care to pay for future de- 
liveries upon a basis of the now ex- 
isting spot price. What action the 





KELLOGGS & MILLER 


AMSTERDAM peer NEW YORK 
Independent Manufacturers of Guaranteed 
STRICTLY PURE (Old Process) 


LINSEED OIL 


“‘AMSTERDAM”’ BRANDS—Manufactured by US 


RAW (Filtered) “OLDEN” RAW, DOUBLE BOILED, HEAVY BODIED 
BOILED, REFINED, SPECIAL VARNISH, PALE BOILED 
Oil Cake, Oil Meal, Cleaned and Ground Flaxseed 


To insure against receiving substitutes, ask for the “Amsterdam” Linsced Oil, 
Boiled Linseed Oil is a specialty with us, we.warrant it to be genuine kettle 
boiled, over wood fires in old fashioned way, 


MILLS AT AMSTERDAM, N. Y. 


Branches at New York, Boston, Philadelphia, Richmond and Syracuse 


QUALITY “TRINITY” PRODUCTS 


Choice Neutral Cottonseed Oils 
SALAD, BUTTER and COOKING OILS 


SUPERFINE 


Choice—P H AN UT OTL —Nneutral 
TRINITY COTTON OIL CO., 1xaso%a. 


Cable Address ‘‘TRINITY’’ 

























W. G. HAYNES) JULIAN FIELD & CO. 


BROKER BROKERS 


Cotton Seed Products Cotton Seed Products 


Fertilizer Materials Atlanta, Ga, 


Write for Prices 





Sales Agents for ‘“‘Samson’’ and 
“Vulcan” Press Cloth. 


Menhaden 
Fish 
Boston and Chicago 


COLUMBIA, S. C. 


The Procter & Gamble Ce. 


Refiners of All Grades of 


COTTONSEED OIL 


Jersey Butter Oil 
Boreas, Prime Winter Yellow 
Venus, Prime Summer White 

Marigold Cooking Oil 
White Clover Cooking Oil 
Puritan Salad O71 


OFFICES: CINCINNATI, OHIO 


Nae fan no 3 ¥ 

2° Port vq ¥, 2 ae 

Refineries *) Kansas Cit¥, 
Macon, Ga. 


Cable Address: 
Procter Cincinnati U. 5. A. 
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Favorable Climatic Conditions 
A Plentiful Labor Supply 


A combination of these two advantages gives the Philippine 
Islands an important position in the world’s copra and 


coconut oil output. 


PHILIPPINE NATIONAL BANK 


MANILA, P. I. 
NEW YORK AGENCY: WOOLWORTH BUILDING 








ALL GRADES 


Refined Whale Oil 


permaceti Wax 


W. A. ROBINSON & CO., Inc. 
New Bedford, Mass. 





Established 
1829 


Saponified 


FATTY ACIDS 


Unexcelled for 


Purity and Color 


Made from 


LINSEED OIL 
SOYA BEAN OIL 
COCOANUT OIL 


CORN OIL 
TALLOW 
GREASE 


THE JOSLIN-SCHMIDT CO. 


CINCINNATI, OHIO 


THE JOHN C. MURRAY COMPANY 


INCORPORATED 


SAPONIFIED and DISTILLED FATTY ACIDS 


(Soya—Linseed—Corn—Cottonseed—Cocoanut) 


FISH OILS 


Crude and Pressed Menhaden Fish Oil Sardine Oil 
Whale Oil Herring Oil Shark Oil _Cod Oil 
Dogfish Liver Oil Extracted Fish Oils 


DISTILLED AND SAPONIFIED RED OIL 
SOYA BEAN OIL—CHINAWOOD OIL 


(Tank Cars and Carloads barrelled) Prompt and Future Shipment 


WOOL GREASE (Degras) LEATHER GREASE 


Castor Oil Cottonseed Soap Stearic Acid 


CHICAGO, ILL. 


11 South Le Salle St. Phone Randolph 4031 








government will take if the crop 
should be a very large one is prob- 
lematical. It is quite possible that 
there might be so much seed produced 
that, with the export situation as it 
is today, there would be more cotton- 
seed oil than the demands of the trade 
call for. Under ordinary conditions 
the trade would be giving much con- 
sideration to this matter, but just now 
it is the Southern farmer who is 
troubled for fear that he will not be 
able to get as high a price for his 
seed as he did last year. There has 
been so much talk of a scarcity of fats 
and oils on the other side that at 
one time it was thought that the 
Allies would ask for a great deal of 
cottonseed oil; but, when the govern- 
ment offered it to them, it was found 
that their needs in this line were not 
as great as anticipated, and that they 
preferred to use the available ship 
room for other things. This does not 
make the outlook for a large overseas 
movement out of the new crop yield 
very bright. 


Telegram from Crude Oil Center. 


NEW ORLEANS, LA., JULY 12, 1918. 
Crude difficult to locate; demand active; re- 
fined scarce; inquiries numerous. Seven per 
cent. meal obtainable, other grades exhausted, 
Hulls steady, $21 loose, $26.50 sacked at 
New Orleans, 





Cottonseed Oil Daily Quotations. 
Monday. 


There were tenders of 100 barrels on July 
contract, but no trading, and no prices were 
quoted. 


Tuesday. 

There was no interest in the market. No 
sales were made, and no closing quotations 
reported. aa 

Wednesday. 

There was no market as far as trading was 
concerned, and no prices were quoted. There 
were 100 barrels delivered on contract, 

Thursday. 


There were no sales and no quotations made. 
A delivery of 100 barrels on July contract was 


made, 
Friday. 


There was no trading and no tenders. Again 
no closing quotations were posted. 


RECAPITULATION. 


The following figures give the total receipts 
and sales of prime summer yellow cottonseed 
oil in the New York market for the past week, 
as well as a summary of the week’s sales, all 
options :— 

Receipts, 812 barrels. 

Sales, none. 

The total sales, all options, in the New 
York market from the beginning of the crop 
year, September 1, 1917, amounted to 1,399,400 
barrels. Total receipts for the same period 
are 136,041 barrels. 


Chicago Cottonseed Oil. 


Chicago, July 11, 1918. 


Cottonseed oil is quiet. Sales made re- 
cently of summer yellow, prime in color, 
off flavor and odor, were at $19.65, c. a. f. 
Chicago, August shipment. A few more 
tanks of the same stuff still are available. 
Cottonseed oil as a whole is pretty well 
cleaned up. 


OTHER VEGETABLE OILS. 


CHINA WOOD OIL.—The stock of 
China wood oil in this market is very 
small, and buyers this week found 
nothing offering under 30c., with only 
small lots to be had at that price. The 
price f. 0. b. Pacific coast has gone up 
to 25c. There is a steady and increas- 
ing demand for this oil, ang this de- 
mand promises to be more active in 
the immediate future than it has been 
in the past. It is undoubtedly growing 
more popular, and the fact that the 
government varnish specifications 
name it so extensively has not only 
increased consumption, but served to 
force it upon the attention of the mar- 
ket. In spite of this, it is certain that 
imports this year will not be any 
larger than last year, and they may 
turn out to be considerably smaller. 
There has been a false idea created as 
to the amount of this oil available, 
because it has been freely offered by 
brokers. Many of these brokers were 
not interested in China wood oil for- 
merly, but as business in other lines 
slacked, and they learned of the de- 
mand in this line, they got in touch 
with their foreign correspondents and 
asked for offers on China wood oil. 
The handler in the producing country 
quoted to these brokers on his stock, 
and quoted as many as asked him. 
With these offers the brokers circu- 
larized the trade, and thus the con- 
sumer was offered the same oil many 
times over, perhaps. This offering 
made the consumer believe that there 
was a great deal of the oil available, 
which was far from the true facts of 
the case. There is much complaint in 
the trade of the way in which this oil 
is handled after it reaches this coun- 
ry. It has been barreled very poorly 
On the coast, as a rule, and the leak- 
ing in many shipments has been enor- 
mous. China wood oil is attracting 
more attention in Great Britain than 
it formerly did, as well as in this 
country, and exports from China and 
England are increasing, in spite of all 
the obstacles in the way of such & 
movement. This oil has been used in 
China for ages, and there is a varnish 
made there with it that is said to ‘be 
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indestructible. Every effort has been 
made to buy the formula for this var- 
nish, but without success. It is a se- 
eret that has been handed down from 
father to son in one family for cen- 
turies. It is possible, however, that 
some day it may become known to the 
world. 
Chicago, July 11, 1918. 

Chinawood oil is pretty high, with re- 
stricted trading as a result. From 24 to 
24%c. is asked for pure Hankow. The 
market has a firmer feeling all around 
and most of the traders expect still higher 
prices, based on present Oriental quota- 
tions. Sales have been made at 24c. In- 
quiries are plentiful, 

COPRA.—On the effect of the embar- 
go of the War Trade Board announced 
a few weeks ago, the market for copra 
was firm. This application is made both 
for the coast and the local market. 
Bids of 9c. per pound at New York and 
8%c. per pound at the coast were made 
but the levels did not appear of inter- 
est to holders. There has not been much 
activity on buying account during the 
week. A few lots passed into consumers 
hands at the prevailing sentiment of 9c. 
per pound. The viewpoint of the 
crusher is set at 8%c. for eastern ac- 
count to enable these interests to com- 
pete with liberal stocks of cocoanut oil 
arriving overland from the _ Pacific 
Coast. For the present the consuming 
interests appear to have a sufficient 
working stock and are awaiting develop- 
ments before entering upon negotiations 
for additional supplies. Another factor 
that enters into consideration is the 
difficulty of securing tonnage held in 
reserve for war commodities. The spot 
market is quiet but steady due to limited 
offerings of supplies here. The pre- 
vailing quotation on the spot was 9@ 
9144c. per pound for the commodity. 

COCOANUT OIL.—Little activity as- 
serted itself in the local market. The 
tone was firm with consumers apply- 
ing théir wants to actual requirements. 
Offerings were made on the spot at 
17@18c. per pound in barrels for the 
Ceylon grade and in the same containers 
Cochin oil was offered at 19@20c. per 
pound. There was a sale of a carload 
of the Ceylon grade early in the week 
at 17c. per pound in barrels, and a small 
lot of Cochin oil at 19c. per pound in 
barrels. There was an offering of 
18% c, per pound in barrels of the Cochin 
grade, free fatty acid, 3 per cent., in 
small lots for future shipment. For 
future shipment, Ceylon oil in seller’s 
tanks was offered at 17@17%c. per 
pound and Cochin oil at 18@18\4c. 
per pound in _ sellers’ tanks, New 
York basis. Manila oil was offered 
for future shipment at 15%c. per pound 
in buyer’s tanks and 16c. per pound in 
seller’s tanks, coast. Several carloads 
of Manila oil, 6 per cent. acid test, was 
offered on the spot at 17%c. per pound. 
Liberal quantities of cocoanut oil have 
been steadily arriving at the coast with- 
in the last few weeks. Over 20,000 
cases of Cochin oil from the East Indies 
arrived on one steamer, largely for east.. 
ern account. On the same steamer 1,625 
cases of Ceylon oil arrived. There were 
also liberal releases of oil from Kobe 
at the coast lately. A large proportion 
of the oil was sold prior to arrival and 
it is not thought that it will have the 
effect of unsettling spot market. Re- 
cent reports from Manila indicate that 
the cocoanut oil production is increas- 
ing. There have been heavy exports of 
copra from the Philippines this year. 
It is reported that there are about 
eighty expellers in operation in the Is- 
lands. It is estimated that each of 
these requires about ten tons of copra 
per diem and a total estimate for the 
year places the consumption at 240,000 
tons of the commodity. The business is 
rapidly growing and additional mills are 
being erected. 


Chicago, July 11, 1918. 

Cocoanut oil is in fairly good inquiry, 
with recent sales at 16%c., f. 0. b. coast, in 
barrels. Five-acid ‘s offered today at from 
16% to 16%c., sellers’ tanks, and from 15% 
to 16c., buyers’ tanks. 

CORN OIL.—A good demand exists 
for both crude and refined oil. In view 
of the limited supplies the market is 
firm in all quarters. There is little 
available of crude stocks on the spot. 
There have been no offerings of July 
oil heard. Mills in the southwest are 
facing a shortage of supplies to oper- 
ate and have directed their attention 
to other products. Prices are well 
maintained at 17%@18e. per pound for 
the crude in barrels for the limited 
supply. Consumers of corn oil are 
applying for stocks as their require- 
ments become urgent. There is a fair 
volume of business passing for the re- 
fined grade, which has been developed 
largely as a high class salad oil. On 
the influence of a strong market for 
cottonseed oil, consumers are using 
corn oil for high class products. Re- 
fined corn oil is steadily held at $21.47 
@21.67 per pound in barrels, with ref- 
erence to quality and quantity. 

Chicago, July 11, 1918. 

There seems to be more inquiry at the 
present time for corn oil than any of the 
other vegetable oils. Offerings, however, 
are limited at 16%c. The market is about 
16\4c., buyers’ tanks, production point. 
Sales of buyers’ tanks have been made at 
l6c., but the figure now is too low. 

OLIVE OIL.—For the limited quan- 
tity available, extreme prices are asked 
and inability to secure further stocks 
because of restriction of imports from 
primary centers has kept the market 
firm. For several months operations 
have been of a hand to mouth charac- 
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ter, with seme consumers having taken 
recourse to suitable substitutes to fill 
their needs, Some consumers, esSpe- 
cially soap makers, depend upon a sup- 
ply for consumption in certain widely 
advertised products. There was a re- 
ported sale of 100 barrels of the com- 
mercial grade at $4 per gallon to fill 
an urgent and longstanding require- 
ment from these interests. To supply 
this demand it was stated that stocks 
were combed to reach this amount. 
There is still a few barrels of the oil 
left on the spot at this figure. A fam- 
ine prevails for olive oil foots, and for 
the meagre stocks still remaining 45c. 
per pound is asked by holders. At this 
price consumers are not favorably in- 
clined to use olive oil foots and have 
directed attention to red oil as a sub- 
stitute for their needs. The strict 
mandates of the Spanish Government 
have made it practically prohibitive 
for exporters to transact business in 
edible olive oil. The market is bare 
of stocks in any worth quantity and 
prices are nominally quoted. 


PALM OIL.—Restriction of future 
supplies, cut off by the strict enforce- 
ment of the English embargo on ex- 
ports of palm oil from the west coast 
of Africa has caused consumers to 
clamor for stocks to replenish sup- 
plies which are sorely depleted. To 
soap makers advertising a special 
brand, in which the use of palm oil is 
emphasized, the commodity is _inde- 
spensable. Chiefly from the influence 
exerted from this demand, market 
values for the oil have soared. The 
trade looks forward with intense in- 
terest to the raising of the embargo 
of exports by the United Kingdom 
pursuant to the announcement of the 
War Trade Board eliminating the im- 
port restriction. There is a limited 
quantity of bleached palm oil avail- 
able at 50c. per pound in the form of a 
resale lot. Palm oil is keenly required 
by the tinplate industry, who are in 
want of reserve supplies. 

PALM KERNEL OIL.—There was 
nothing new to occasion interest for 
this market. Supplies are limited and 
there are few offerings. For forward 
delivery, palm kernel oil is held in bar- 
rels at 19c, per pound and 18c. per 
pound in sellers’ tanks f. o. b. shipping 
point in the South. Because of the 
inability to obtain supplies, due to re- 
striction from the Gold Coast and dif- 
ficulties of shipping from lack of ton- 
nage for this commodity from Central 
America, the market is firm, with the 
demand based on actual requirements. 
A report has it that a new machine 
has been invented whereby ten tons of 
palm nuts per hour are cracked. The 
operations are being made in Central 
‘America with the new machinery, 
which includes a fast revolving drum- 
wheel into which the nuts are fed from 
a hopper. 

PEANUT OIL.—A firmer basis for 
the peanut oi] market ruled during the 
week. Although there was a good in- 
quiry no business of importance was 
transacted, buyers’ views not having 
been adjusted to those of sellers. Of- 
ferings of oriental peanut oil were made 
at 18%c. per pound for July shipment, 
and 18%c. per pound for August ship- 
ment in sellers’ tanks. For oriental 
oil in buyers’ tanks 18%4c. per pound 
was the ruling quotation. Demand was 
quiet for edible peanut oil, which re- 
mained unchanged in quotation at 
21@21%4c. per pound In barrels on the 
spot. For limited stocks of crude 
price levels remained nominally at 
$1.361%4@1.37 per gallon f. o. b. mill. 
There was a reported sale of 200 bar- 
rels of oriental peanut oil of low acid 
at 19%c. per pound on the spot. There 
is little crude offering, only a few 
scattered tanks being available. 


Chicago, July 11, 1918. 

There is little or no interest in peanut oil. 
The market is firm. Oriental is offered at 
IS%%c., sellers’ tanks, 

RAPESEED OIL.—Firmness domi- 
nated the market during the interval. 
Purchasing agents have been reported 
as inquiring into the market after tak- 
ing inventcry of stocks. The demand 
is fair for use in lubricants. The prices 
have an upward tendency based on the 
demand and the scarcity of future sup- 
plies. Offerings have been made of the 
refined grade at 20%c. per pound in 
seller's tanks at the coast. Refined rape 
oil on the spot is quoted’ at $1.75@1.80 
per gallon and blown at $1.80@1.92 per 
gallon. Reports from primary centers 
indicate that Indian shipments of rape- 
seel for the period of January to May 
were still short of last year’s total by 
20,000 tons, the respective amounts be- 
ing 16,090 and 36,289 tong for compara- 
tive years. This shortage prevailed de- 
spite the advent of the new crop. 


Chicago, July 11, 1918. 

Rapeseed oil is offered at 20%4c. sellers’ and 
buyers’ tanks, for refined, and at $1.85 for 
blown. Market is quiet. 

SOYA BEAN OIL.—The embargo on 
linseed oil and the extreme prices pre- 
vailing for the commodity has had a 
stimulating effect on the market for 
soya bean oil. The influence was ex- 
erted on bean oil not only for spot goods 
but for goods rolling and at the coast. 
The paint and varnish trade have cast 
their interest to soya bean oil, being 
unreluctant to take linseed oil at the 
exorbitant levels which are ruling. 
The indications point to a strong mar- 


OIL. PAINT AND DRUG REPORTER 


ket for bean oil in view of this demand. 
Wide interest was maintained in bean 
oil during the interval and a good vol- 
ume of business passed. A keen de- 
mand was noted for prompt shipment 
from the coast. The supply is reported 
to be good and liberal stocks are in 
transit. The market assumed a’ firm 
tendency, 18c. per pound in barrels for 
spot goods was the prevailing quota- 
tion. Offerings were made of stocks 
rolling at 15%c. per pound in buy. 
er’s tanks, and I6c. in_ seller’s 
tanks. There is little interest be- 
ing shown for oil in barrels be- 
cause of the poor construction of coop- 
erage, causing considerable leakage. 
There was a reported sale of several 
seller’s tanks at 15%ec. per pound for 
prompt shipment from the coast. Fur- 
ther offerings for forward delivery were 
made at 16%c. per pound f. 0. b. coast 
in barréls, 1644@16%4c. per pound in 
seller's tanks and 15%@15'%c. per pound 
in buyer’s tanks. ‘There was a recent 
heavy arrival of bean oil at Seattle from 
the Orient, one steamer bringing in the 
first consignment ever to arrive in bulk. 
Reports received lately indicate that 
the Manchurian soya bean crop was 
affected in 1917 by a severe drought in 
the upland districts and floods along 
the Liano River caused a decrease in 
the crop as compared with that of 1916. 
It was reported that the decrease 
amounted to about 20 per cent. in some 
districts and as high as 40 per cent, in 
others. In Northern Manchuria where 
weather conditions were more favorable, 
an excellent crop is reported. In South 
Manchuria the harvest for 1917 is es- 
timated to be about 60 per cent. of the 
normal crop. In a large portion of the 
bean districts, the crops were affected 
by drought soon after planting and by 
floods at about harvesting time. Soya 
beans have been found to be especially 
adapted tor growth throughout North 
Carolina and in other southern states. 
The oil industry has rapidly grown in 
the South, especially in the past two 
and one-half years, and is destined to 
play an important part in the future 
of the South, it is thought. It is re- 
ported that the biggest crushing ever 
made in the South took place during the 
past six months, several thousand tons 
of bean oil being crushed during this 
time. It is said that mills are able to 
produce 16,000 to 17,000 pounds of meal 
and 32 to 35 gallons of oil from each 
ton of beans. While the industry is 
.eing rapidly developed there is still 
a strong demand for oil from the Orient. 
It is estimated that $20,000 worth of oil 
was imported from Asia last year. The 
price of extracted soya bean oil in bulk 
per hundredweight at Hull for the past 
week follows: 
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Chicago Soya Bean Oil. 


Chicago, July 11, 1918. 

Soya bean oil is quiet. Sellers’ tanks are 
available at lé6c., f. o. b. coast; buyers’ 
tanks at 15%c., with sales at this figure, 
and in barrels at 16c., with sales announced. 
All quotations are on basis of July forward 
shipment. One trader offers two. sellers’ 
tanks now rolling from coast and taking 
old freight rate at 15%c., Seattle, f. o. b. 
These tanks are not to go east of Cincinnati 
or south of St, Louis. 


Chicago Perilla Oil. 


Chicago, July 11, 1918. 
Perilla oil is offered at 18\%c. future ship- 





ment, and is obtainable in small quantities - 


on that basis. None is obtainable for prompt 
shipment. The commodity is gaining in 
favor, and it is a pity more is not on 
hand. The Japanese continue to hold 
perilla oil for home consumption, 


Chicago Fatty Acids. 


Chicago, July 11, 1918. 
Fatty acids are unchanged, with the market 
very quiet. Sova bean fatty acids are quoted 
at 141%¢c.; corn oil fatty acids, 144%c., and corn 
oi] fatty acids No. 2, 11%c. 











GREASES, LARD, STEARINES 
AND TALLOW. 


Greases. 

Trading was dull in the local mar- 
ket for the interval just ended. A 
firm tendency was noted for the vari- 
ous grades\ Consumers apparently 
have sufficient working stock and are 
not greatly concerned with filling 
stores at the moment. What little 
business passed was confined princi- 
pally to the white and brown grades. 
Offerings have been reduced and with 
a policy of conservation in vogue 
there was little trading. There was a 
reported sale of a quantity of fair 
brown grease at 1344c. per pound, but 
it was not thought that this established 
a market criterion. For the various 
grades of grease the following quo- 
tations were, in’ effect—-White, 17@ 
17%c.; yellow, 154%15%c.; house, 15@ 
16c.; brown, 15@15%%c., and light bone, 
16@16%c. Our Chicago correspondent 
writes:— 

Chicago, July 11, 1918. 

The situation in greases is identical with 


that in tallow. Trade is good. The market 
is firm, F 
The prevailing quotations, all f. 0. b. Chicago 


in carload lots, are per pound as follows:— 
Pigsfoot grease, 164%4@1T%c.; choice white 


‘* 








Whale, Sperm, Fish, Cod, Seal, 

Lard, Neatsfoot, Soya, Bean, 

Castor, Cottonseed, Rapeseed, 
Cocoanut Oils 





N. B.C. Brand Non-Freezing 
Norwegian Process New 
Foundland Cod Liver Oil 


U. S. P. Quality Guaranteed 





IMPORTERS, REFINERS, WHOLESALERS 


N. B. Cook Oil Co. 


148 Front Street, New York 


Established 1865 Cable Address—‘'Cookcom”’ 


Telephone—John 434, 435, 436 
GILBERT P. SMITH, President ALPIN I. DUNN, Vice-Pres. & Treas. 
J. HOWAR® SMITH, Secretary 


—_ 





Rogers Brown & Co. 


Home Office - . Seattle, Wash. 


Eastern Sales Office, Insurance Exchange Building, CHICAGO, ILL. 


Importers and Shippers of Vegetable Oils 
From the Orient 


Peanut Oil 
Cocoanut Oil 
Perilla Oil | 
Refined Rapeseed Oil Vegetable Tallows 


All products handled by our own organization and inspected in our 
own laboratory at Seattle, Wash., insuring reliable description 
of quality and good service in connection with every 
feature of orders intrusted to us. 


Pacific Coast and Oriental Fish Oils 


Whale Oil (all grades) Salmon Oil 
Sardine Oil Tuna Oil Dogfish Oil 
Herring Oil Japan Cod Oil 
Shark Oil Halibut Oil Walrus Oil 


Free Fatty Acids and Other Qualities 
Guaranteed 


Soya Bean Oil 
Cottonseed Oil 
China Wood Oil 


Dependable Shipments—Carload Lots Only 
Tanks, Cases and Cooperage 


Branch Office: 


Baker Detwiler Building . : Los Angeles, Cal. 











44 OIL PAINT AND 


SOYA BEAN OIL 


PALM OIL FATTY ACIDS 


crupbE PEANUT OIL rerinep 
COCOANUT, CASTOR and FISH OILS 


Rutger Bleecker & Co. 


87-89 Wall St., NEW YORK 3275S. Lasalle St., CHICAGO 


WOOL GREASE 


(Degras) 
All available grades 
Raw, Refined, Neutral, Bleached 


HUMMEL & ROBINSON 


26 Cortlandt Street New York 
























ESTABLISHED 1904 


520 Postal Telegraph Bldg. 
CHICAGO, ILL. 


(©2 BLOWN RAPESEED OIL 
Vegetable Oils—Fish Oils—Fatty Acids 


Waxes—Soapstock—Chemicals—Fullers Earth 











Every important manufacturing consumer and wholesale distributer in the 
trades represented by the Oil, Paint and Drug Reporter has a copy of our 
Green Book for Buyers. 


Is your name in it? 





Corn Oil 
Castor Oil 
Peanut Oil 


Cocoanut Oil 

Soya Bean Oil 

Cottonseed Oil 
| China Wood Oil Rapeseed Oil 


Greases’ Fatty Acids 
JAPAN WAX 


Tallows 


COPRA 





J.C. Francesconi& Company 


Branch Office: 
327 So. La Salle Street 
Chicago, IIl. 


. Home Office: 
25 Beaver Street 
New York City 








EDIBLE COCOANUT OIL CORP. 


Long Island City, New York 


. Third and Creek Streets 














Telephone: Hunters Point 1143 


DRUG REPORTER 


rease, 17@17\%c.; ‘‘A’ white grease, 16%@ 
6ic.; “‘B’ white grease, 164%@16%c.; crack- 
lings, 16%0.; bone ease, 12@12%c.; yellow 
grease, 15%@15%c.; brown grease, 18%@14c.; 
houso grease, 15@15%c.; garbage grease, 130., 


buyers’ tanks, 
Lard. 


There was a stronger tendency for 
the local lard market, higher price 
levels being indicated for the list. The 
firmer tone is due to the influence of 
reduction in stocks. Buying for the 
Allies for export on all provisions has 
had a stimulating effect on the market 
also. There were good export clear- 
ances. In the main little business was 
transacted locally. Early in the week 
there was scattered buying on the 
strength of an outlook for higher 
prices. Stock yard interests were also 
purchasers in buying of September 
lard. It was reported that the gov- 
ernment is taking liberal supplies for 
foreign consumption. Buying account 
for England in lard is said to have 
reached 40,000,000 pounds, The weights 
of hogs continue good, it is reported, 
and the average is said to be ten 
pounds of above the average of a year 
ago. Quotations:—City steam, 24%@ 
25c. per pound; compound, 224%@23\c. 
per pound, in carlots, New York basis; 
medium, 24c. per pound, and neutral, 
28c. per pound. 

Our Chicago correspondent writes:— 


Chicago Lard Market. 


Chicago, July 11, 1918. 


Lard continues to rise on a firm market, 
averaging half a cent a pound higher on the 
whole range than a week ago. This also !s 
true of hogs. Wog receipts fell off somewhat 
during the week on account of the Fourth of 
July, but zood runs are expected during the 
coming week. The average weight of hogs 
now being received is the heaviest this season 


*—238 pounds. 


Receipts of hogs at the leading Western 
packing points today were estimated at 112,900, 
as compared with 97,800 a year ago. The 
situation abroad remains satisfactory, and the 
distribution of both lard and bacon now is 
practically normal. Arrivals of both these 
commodities in the United Kingdom are in- 
creasing. Receipts of hog products today were 
very fair—of lard and meats about thirty-two 
cars, while shipments were fairly liberal—of 
lard and meats about 133 cars. 

Only moderate interest was shown in lard 
today. The general tone wag easier. Offerings 
were not large and the demand only moderate- 
ly active. The foreign situation was un- 
changed. The early market feelin- was firm 
and prices were advanced about 21%c. on the 
whole range. Later on offerings increased 
somewhat and prices receded about 12%c., the 
‘market rallying from 2% to 6c., closing fairly 
steady. Transactions were confined almost ex- 
clusively to contracts for September. Demand 
for shipment was moderate. Offerings were 
only fair and the feeling was quite steady. 
Regular in round lots was quotable at about 
$25.97%. Refined was in moderate request for 
export, with small offerings. Loose lots were 
in fair supply and moderate demand, being 
quotable about $1 off July figures. Leaf lard 
was in fair supply and moderate demand, being 
quotable at about $24.50. Neutral was in fair 
supply, with limited inquiry. Prices were 
steady % $27.25 for No. 1 and §26.25@26.50 
for No. 2. 

July sold at $26.15@26.17%; opened at $26.17% 
and closed at $26.17%, sellers, 

September sold at $26.15@26.27%4; opened at 
$26.27% and sold to $26.15@26.1714 to $27.20, 


July 15, 1918. 


then dropping back to $26.17%, and closing at 
that figure, asked. 


Stearines, 


The market was firm throughout with 
a little activity directed toward oleo- 
stearine froma compound lard interests. 
Several cars were reported sold during 
the week at 19%c. per pound. There 
is no indication that consumers are not 
basing buying beyond actual require- 
ments and in view of limited offers hold- 
ers are not inclined to press sales. The 
outlook for a larger cotton crop and the 
prospects for freer offerings of cotton- 
seed oil is looked forward with favor 
by consuming interests and more lib- 
eral buying of the oil is expected in view 
of the high prices prevailing for stear- 
ines and kindred markets. There was 
no activity for lard stearine which was 
quoted at 27%c. per pound, Our Chi- 
cago correspondent writes:— 

Chicago, July 11, 1918. 

Prime oleo stearine now is selling at from 
18%c, to 19c. The market is firm, with good 
demand. 

The prevailing quotations, all f. o. b. Chicago 
in carload lots, are per pound as follows:— 
prime oleo stearine, 18%@19c.; tallow stearine, 
17%@18e.; ‘‘A’’ white grease stearine, 174@ 
17%c.; ‘‘B’’ white grease stearine, 16%@1ic.; 
yellow grease stearine, 16@16%c.; prime stear- 
ic acid, 22%c.;°No. 2 stearic acid, 21%c.; extra 
oleo oil, 25%c.; No. 2 oles oil, 24%c.; oleo 
stock, 20@2ic.; lard stearine 27\%c. 


Tallow. 


There was no new development that 
would occasion interest for the market. 
The tone was firm and on the advances 
recorded there was no incentive for the 
soapmakers to buy liberally. The mar- 
ket is quoted at 17%c. per pound for 
special tallow, loose. There were sales 
of 700 drums of this variety at the pre- 
vailing figure. The edible grade is 
scarce and prices were higher. Pre- 
vailing quotations were 18%@19c. per 
pound, with no pressure to sell. City 
-prime, loose, was quoted at 17c. Our 
Chicago corespondent writes:— 

Chicago, July 11, 1918. 

Good trading is going on in tallow, greases 
and stearines. The tallow and grease markets 
have advanced a quarter of a cent all around. 

The prevailing quotations, f. 0, b. Chicago, 
in carload lots, are per pound as follows:— 
Edible tallow, 18@18%c.; city fancy tallow, 
17%c.; prime packers’ tallow, 17%@17%c.; No. 
1 packers’ tallow, 17@17\%c.; No. 2 packers’ 
tallow, 15@15%c.; No. 1 renderers’ tallow, 
17@17%c.; choice country tallow, 17%@171¢c.; 
No. 1 country tallow, 16%@l7c.; ‘‘B’’ country 
tallow, 16@16%4c.; No. 2 country tallow, 15@ 
1514c. 





ANIMAL OILS. 


DEGRAS.—Freer offerings of all 
grades of woolwax has had the effect 
of producing an easier market. The 
hot weather changes the consistency, 
and for this reason there is no incen- 
tive on the part of consuming inter- 
ests to purchase in lots beyond present 
requirements. The market retained a 
dull tone, despite the inducements of- 


(Continued on page 117.) 


Visco Filling Machine 


Automatically fills Lard, Oils, 
Paints, Fats, Food Products, etc. 


More economical and efficient than 
any other method. 


Fills 25 to 50 containers a minute ac- 
urately to the fraction of an ounce. 


No stopping to clean up overflow or 
spattering. The only machine guar- 


anteed never to spill or drip. 


A steady worker with a production 
rate of 100% every minute of the day. 


The Karl Kiefer Machine Co. 


Cincin 


Manufacturers of 


EDIBLE COCOANUT OIL 


Highly Concentrated---100% Pure 
By-Products: 


CUSTARD POWDER—CHOCOLATE COLOR 


COCOANUT FLOUR—MIXTURE 





nati, O. 


COCOANUT MILK 
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Dealer Gochealpeclethoaafierlocline he elineletisclecttettoetetteeloalietie tial etal 


Preeeloalefoeloateahedhliecoaledieaeaetbeel peeps 


PROMPT OR FUTURE 


CRUDE AND REFINED 


COTTONSEED OIL 


IN BARRELS, DRUMS OR TANK CARS 
PRICES ON APPLICATION 





We offer subject to confirmation: 
OILS 


90 Bbls. No. 1 U.S.P. CASTOR OIL—Prompt from New York 


30 Drums No. 3 CASTOR OIL—Drunss returnable—Prompt from New York 
(Double Drums) 


20 Drums CRUDE CORN OJIL—Drunmss returnable—Prompt from New York . 
(Double Drums) 


50 Drums REFINED RAPESEED OIL—Dark—Drunss returnable . 
(Double Drums) Shipments about 3 weeks from New York 
75 Bbls. 


7 REFINED EDIBLE PEANUT OIL—Prompt from New York. 
50 Bbls. DENATURED OLIVE OIL—Prompt from New York . 
38 Bbls. OLIVE OIL FOOTS—Prompt from New York . 


FATTY ACIDS 


COCOANUT FATTY ACIDS—Prompt from New York 
RAPESEED FATTY ACIDS—Prompt from Indianapolis . . 
PALM KERNEL FATTY ACIDS—Prompt from New York 


MEAL 


200 Tons VELVET BEAN MEAL—Prompt from ene e. 
60 Tons FEED MEAL —Prompt from Indianapolis 


50 Bbls. 
30 Bbls. 
48 Bbls. 


40c. per lb. 
34c. per lb. 


18c. per lb. 
1.65 per gal. 
21lic. per |b. 


$4.00 per gal. 


42c. per lb. 


14c. per lb. 
15c. per Ib. 
144c. per Ib. 


$40. per ton 
$90. per ton 


WRITE, WIRE OR PHONE FOR FIRM QUOTATIONS IN ANY SIZE QUANTITY 


BOYER OIL COMPANY 
New York City 


INCORPORATED 
Established 1887 


29 Broadway 


PHONES WHITEHALL 240-241-242 


Distributing Agents for 
BOYER OIL MBG. CO. 


mm CRUSHERS and REFINERS 


shoatirdpeair Speer hia tive oat 


UNIVERSAL OI CoO. 
Wilmington, N. C. 
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NO CHROME SHORTAGE, 


Hubbard of Paint and Pigment Sec- 
tion Denies Use Will Be Forbid- 
den Industry. 


In response to an inquiry addressed to 
the War Industries Board, R. 8S. Hubbard, 
chief of the paint and pigment section, 
writes as follows: 

“George B. Heckel, secretary of the Paint 
Manufacturers Association of the 
United States, 

“We note that you say that you have 
heard that the guvernment has seriously 
proposed to forbid the use of chrome 
in any form in the manufacture of paint 
and we take pleasure in reassuring you 
on this point. The government has not 
taken, nor does it contemplate taking, 
any such action. : / 

“It has proposed to restrict the importa- 
tion of chrome ore, but out of what is 
brought in sufficient will be allotted to 
the paint trade to take care of its real 
needs. It is the wish of the government, 
however, that other colors be substituted 
for the chrome yellows and chrome greens 
wherever this car be done 

“Wherever these colors can be cut out 
and other colors substituted it saves, to 
that extent, the importation of chrome 
ore from New Caledonia and releases the 
shipping that is so vitally needed for 
carrying supplies to our boys In France. 

“Meetings have already been held in 
Washington with the paint manufactue- 
ers, and dry color manufacturers, to urge 
reduction in the use of these coors 
wherever it can be done, and the paint 
specifications of the government depart- 
ments have been entirely rewritten to 
eliminate these colors wherever it is pos- 
sible to do so, 

“The government will be glad of any 
assistance that you can render both 
through the membership of your trade as- 
sociation and through the trade papers 
to bring about the substitution of other 
colors for chrome yellow and chrome 
green during the period of the war. 





Boston Paint and Oil Golf Club Plays 
the Nashua (N. H.) Course. 


Twenty-five members and guests of the 
Boston Paint and Oil Golf Club went by 
automobile to the Nashua Country Club, 
Neshua, N. H., Wednesday, June 26, lor 
their meeting. The day was perfect and 
the course is a grand ome. The regular 
medal handicap tournament was played 
for tw» ovrizes, the first being won by 
James Maroney, of Briggs & Co., Ine. 
For second prize H. A. Robbins and F. N. 
Bisenman tied. A decision was reached 
through a putting contest, Mr. Robbins 
winning by one. 

Following are the net scores:— 


J. Maroney ...... 
H A. Robbins 
FB, N, Biseman........cecscccccesscsccvese 
J. B. Pushee......... 

W. G. BSoule.. 
P, H, Thayer.. 
D W. Wad 

Ss, G,. Warren.. . 
E, L. Rugg....-.---+- 





A, G, Brown... . ccc cee reer eens eee eeeeenee 
Cc, E. Gale.... 

S. Harwood .. 

A, H. Broderick... 

G. CGC. Morton... .cerscceserceees 

A. H, Decatur... . 

= A. Hall.... 

C. H. Locke... 


Illinois Master Painters and Decorators 


Will Convene August 6-9. 


The annuai convention of the Illinois 
Masters Painters and Decorators’ Associa- 
tion will be held at Aurora, August 6, 7, 
S and 9, and a move is on foot to carry 
delegates from Chicago to Aurora—40 
miles by automobile. C. D. Sproule, mem- 
ber of the Advisory Board, has extended 
the invitation and the. Chicago Paint Club 
is Jeveloping interest in the innovation. 


St. Joseph ere Brings Suit for 
$250,000 for Damages Alleged 


“T° a ° ” 
Through ‘Harassing. 
St. Louis, Mo., July 12, 1918. 

A rather remarkable suit for damages 
was filed in the Cireuit Court here by 
the St. Joseph Lead Company against 
Robert Holmes, a stockholder in the com- 
pany. The petition asks $250,000 damages 
on the claim that Mr. Holmes “by har- 
rassing’’ the company has damaged it to 
that extent. It is charged that Mr 
Holmes harassed the lead company with 
litigation, and by sending out pamphlets 
eriticising the management of the com- 
pany, and that he has caused letters to 
pe printed in newspapers against the 
nanagement It is further charged that 
the defendant employed a staff of de- 
tectives to “‘spy’’ on the company and 
to create distrust; that he obtained con- 
trol of the newspapers in St. Francois 
County, Missouri, to carry on his cam- 
paign: that he has made false charges 
against the company and made its em- 
ployes think that they were not being 
paid enough, which, it is alleged, cause'i 
them to go out on strikes. 


Manganese Import Licenses Covering 
Asian-Australian Shipments 
Revoked. 


The War Trade Board has amended 
the restriction upon the importation of 
magnesite to permit its importation, un- 
der the back-haul proviso, permitting the 
importation of magnesite when shipped 
as return cargo from Europe and the 
Mediterranean coast of Africa, and when 
shipped from convenient ports, where 
loading can be done without delay. 

Importations of manganese ore from 
Asia and Australasia have, by another 
ruling, been prohibited as to ocean ship- 
ments made on and after July 20, 1918, 
and, to make this ruling effective, all out- 
standing licenses for the importation of 
manganese from those countries have 
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been revoked as to ocean shipment on 
and after July 20, 1918. it 
Adequate supplies can be obtained, 
has been found, from sources near by, 
entailing far less strain upon the tonnage 
resources of the United States during the 
present difficult period than shipments 
from the distant ports in Asia and Aus- 
tralasia. 


QUININE SERVICE. 


Brazil Has Established Official Dis- 
tribution of the Drug to Prevent 
Spread of Malaria. 


On May 1 Brazil established a sanitary 
and prophylactic service to_ prevent the 
spread of malaria in the Republic. | AS 
the first step in this campaign provision 
bas been made for supplying quinine of 
known purity at a minimum cost to the 
public. To accomplish this the. President 
of Brazil has issued the following decree 
creating an official quinine service:— 

Article 1. There is hereby constituted a 
service of official medicines in order to meet 
the necessities of sanitation in Brazil, the serv- 
ice to commence with quinine and to be de- 
veloped ag circumstances indicate. 

Art. 2. The Minister of Justice and Interior 
is authorized to acquire, in the markets or in 
the centers of production, sufficient quantities 
of quinine or quinine galts for as wide a dis- 

“hb n 2& ossible. 
in & The. quinine acquired will be en- 
trusted for its administration to a suitable 
establishment in the Federal capital, on which 
will be incumbent the payment of expenses 
incurred in the transformation of the quinine 
into tablets or into solution for internal use 
or for hypodermic injection. . 

The ‘ablets shall be of the exact weight of 
ten and twenty centigrams, and of one gram, 
packed in glass or similar tubes, hermetically 
closed with a capsule or seal of guarantee, 
and labeled with exact directions for use, to- 
gether with the official cost of the product. 

The solutions, sterilized according to the re- 
quirements of the medical profession, must be 
put up in doses of one cubic centimeter, to be 
injected at one time under the conditions of 
ordinary medical practice, and with the same 
guarantees of seal and label of contents, 

Art. 4. The official quinine shall be sold in 
all domestic territory at the same price, tixed 
by the government and estimated according 
to the variations of the world’s markets, and 
mentioned on the respective labels. 

The price of quinine will be fixed by the 
average price of sulphate of quinine in_ the 
Amsterdam market during the preceding fiscal 
year, the selling price to be fixed at the next 
monetary denomination above the cost thus 
establis1ed. 

The government will offer to all retailers who 
maintain stocks of official quinine 10 per cent. 
discount on the usual official price. 

Art. 5. For the purpose of the first quanti- 
ties of quinine, to be imported from abroad, 
the Minister of Finance shall open @ credit 
of 400 contos (about $100,000 in American cur- 
ney). 

a account of this same credit, a small 
amount ghall be placed to cover the purchase 
of machinery for preparing quinine tablets, 
and for making the glass tubes and labels. 

By a second decree of the same date 
the Minister of Justice and Interior is 
authorized to organize medical commis- 
sions to begin a rural prophylactic serv- 
ice “for combating the destructive epi- 
demics of the interior of Brazil.” 








Four Arrests of Alleged Narcotic 
Sellers in St. Louis Unearths 


“Cocaine Ring.” 


St. Louis, Mo., July 12, 1918. 

Last week four arrests were made, two 
in St. Louis and two in East St. Louis, 
lll., in nareotic cases. Dr. Bloom W. 
Gonoung, a city salesman for the John 
TT. Milliken Chemical Company, was 
arrested following his indictment at 
Springfield, Ill, on sixty-seven counts 
charging violation of the Harrison law. 
At the time the violations of the Harri- 
son law are alleged to have occurred, Dr. 
Gonoung was not connected with the 
Milliken Company, and later, as soon a: 
that company learned of his indictment, 
Dr. Gonoung left its services. The viola- 
tions are alleged to have occurred while 
Dr. Gonoung was employed at an in- 
stitute for the cure of drug addicts. Fed- 
eral authorities have unearthed a _ so- 
called cocaine ring at East St. Louis and 
arrested two persons alleged to be mem- 
bers of the ring, Mr. and Mrs. James 
Richey, in whose home a quantity of 
cocaine was found. The fourth arrest 
was that of Dr. Nathaniel M. Yahlem, 
a dentist of 1816 Franklin avenue, on a 
charge of selling morphine to a soldier. 





Narcotic Thief Arrested in Baltimore 
Who Works New Scheme. 


A new form of stealing narcotics has 
been brought to the attention of the 
police of Baltimore with the arrest of 
William L. Wright, 28, who, it is said, 
would go into a pharmacy and get across 
to the wash room om the pretense that 
he was ill. When the attention of the 
preprietor or the clerk was diverted, 
Wright, it is said, would steal such 
narcotics as he could get hold of. He 
was arrested on the charge of stealing 
a vial with 110 grains of morphine from 
the pharmacy of Henry C, Hauser, at 
1535 West Lexington street. 

sinhaainaseceeaiietcaamttadiesdaliiaihicaane 
Alcohol Consumption Tax in France 
600 Fr. Per Hectolitre Until 
Dec. 31, 1918. 


Washington, July 13, 1918. 

Temporary increases by France in the 
internal taxes on alcohol and beverages 
were enacted by the law of February 22, 
1918, and published in the Journal Officiel 
of February 23. December 31, 1918, is the 
limit fixed by the law for the duration 
of the increases. The new rates include 
the former internal taxes collected by the 
central government as well as the local 
or “octroi’’ taxes charged by certain 
cities on alcohol and beverages. The sup- 
pression of the octroi on these articles 
is one of the accompanying features of 
the law, but from the proceeds of the 
largely increased internal taxes the gov- 


ernment reimburses the municipalities 
for the loss of this revenue. Munici- 
palities which did not maintain the octroi 
system will also receive a share of the 
returns after the final accounting is 
made. Proposals for the establishment 
of a state monopoly of the production or 
alcohol have been put forward at aif- 
ferent times, and it is possible that the 
present measure is a step in the direction 
of state control. 

The consumption tax on aleohol is 
charged for the remainder of the year 
at the rate of 0 francs per hectoliten 
of pure alcohol, an increase of 50 per 
cent. over the former rate which was 
fixed by the law of June 30, 1916. Bev- 
erages containing alcohol are subject to 
proportional charges, 





MUSTARD GAS. 


Neutralized by American Ointment 


and Neutralized Underwear. 


Washington, July 13, 1918. 
Protection against any of the gases now 
in use by the Germans is given to Amer- 
ican soldiers by the masks now being 
worn. Statements that American masks 
do not protect soldiers from the effects of 


mustard gas are not warranted, accord- 
ing to an_ official statement from the 
Chemical Welfare Section, authorized by 
the War Department. 

The masks now worn will protect sol- 
diers as long as they are required to re- 
main in areas drenched by gas. The 
clothing worn by the soldiers will resist 
the effects of the gas for a normal pe- 
riod. As an added precaution, the soldiers 
are now provided with a neutralizing oint- 
ment to be rubbed on those parts of 
the body where mustard gas is likely to 
penetrate through the clothes. 

This ointment is being prepared in 
quantities greater than the demand for it. 
The first month’s shipment consisted of 
800,000 tubes. It is a new preparation, 
made after a formula prepared by chem- 
ists connected with the Chemical Welfare 
Section. Rubbed on the body before a 
gas attack, it has the power to neutralize 
the poisonous effects of mustard gas. 

For the protection of the special men 
whose duty is to clear trenches of all 
traces of the gases, special underwear is 
now being provided. These suits are 
chemically treated and neutralize poison- 
ous gases. 


Mustard Gas Formula Said to Have 
Been Offered Bureau of Mines 


Prior to German Use. 
Washington, July 13, 1918. 

Charges that the formula for mustard 
gas now being used viciously by Germany 
was offered by an American inventor to 
the United States Bureau of Mines fif- 
teen months ago, and that he never heard 
from the government bureau, are to be 
investigated by the American Inventors’ 
Association. 

The allegation brought to the attention 
of the association at its meeting in the 
rooms of the Board of Trade Thursday 
night was to the effect that Benjamin 
P. Brooks, chief chemist of the Commer- 
cial Research Company of Flushing, L. 
I., gave the formula to the government 
bureau and heard nothing more from it. 
A few months ago it was found Germany 
had hit upon the gas, according to F, J. 
Hemen, president of the association. 

At the meeting last night the associa- 
tion directed that Secretary of the In- 
terior Lane be communicated with to as- 
certain if the man who is supposed to 
have taken the formula from Brooks is 
still in the service. 


—_——VO———— 
Garbage Conservation to Win War 
Urged by Chicago Public 
Works Chief. 


Chicago, July 11, 1918. 

Conservation of garbage as an aid to 
winning the war is being urged by Com- 
missioner of Public Works Frank I. Ben- 
nett and Commissioner of Health John 
Dill Robertson, of Chicago. It is esti- 
mated that more than 335 tons of Chi- 
cago’s garbage goes through the reduc- 
tion process every day to produce glycerin 
for explosives. Commissioner Bennett is 
appealing to citizens to help increase the 
amount of garbage reduced to 1,000 tons 
daily. This can be done, he says, by 
keeping kitchen waste separate from 
ashes and by saving it for the city col- 

Commissione Bennett is authorized to 

Commissioner Benett is authonrized to 
sell refuse at $16.85 a ton. Two weeks 
ago several contractors bid $15.57. Since 
then the price of grease jumped, and the 
bidders entered new bids. The city ob- 
tained $10.27 from its last contract and 
two years ago $4 a ton. 


—___o- 2 —————— 
Brazil Will Supervise All Oil Exports 


to Insure Quality. 

Brazil has undertaken to supervise oil 
exports, according to an official report 
from Vice Consul Richard P, Momsen at 
Rio de Janeiro. 

This action is taken to restrict the 
sale of harmful oils which have been 
labeled “olive oil.’"” The government ae- 
tion is very similar to that taken by 
the United States Government under the 
pure food and drug act administered by 
the Bureau of Chemistry. As a means 
of protection against ‘‘noxious’’ substi- 
tutes, every barrel of oil will have clear- 
ly indicated upon it the kind and quality 
of oil, the product from which it was ex- 
tracted and the name and address of the 
manufacturer. Other South American 
countries have already adopted such 
measures to avoid the restrictions or pro- 
hibitions of entry on their exported prod- 
ucts in foreign markets, 
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PETROLEUM DUTY 
In Mexico on Export Oil Shifted With 


Peso Value Increase. 
Tampico, Mex., July 12, 1918. 

In consideration of the fact that the 
Mexican peso has increased considerably 
in value lately, due to the imcrease in 
price of silver according to the latest 
quotations on this metal from the New 
York metal markets, the duty to be paid 
on the exportations of petroleum, reduced 
to American money, the base used for 
caiculation by the oil con:panies. is as 
foliows:— 
Ordinary combustible oil, 7.2 centavos a 
barrel; light crude oil, 12 centavos a bar- 
rel; refined gasoline whose value accord- 
ing to valuation is 12% centavos Mexi- 
can a liter and upon which the duties 
will eaual 1.7 United States currency a 
gallon. Crude gasoline that has a value 
of 11% centavos a liter, pays for export 
prod 16 cents United States currency a 
gallon. 


Tank Car Mileage Excess Rate Since 
January | Should Not Be 
Settled. 


Chicago, June 11, 1918. 
Members of the American Petroleum 
League are advised by their general coun- 
sel, Clifford Thorne, not to settle for 
excess empty tank car mileage since 
January 1, 1918. In a circular letter un- 
der date of July 10, Mr. Thorne says:— 
“The routing by government agencies 
has so disarranged the situation that the 
officials recognize the injustice of the 
present rules, and instructions have been 
issued to disregard balancing empty and 
loaded mileage on tank cars, dating the 
same back to January 1, 1918. We are 
informed that this ruling will be officially 
announced within a few days.” 


TRADE AND NEWS ITEMS. 


Jacob E. Himes, an oil producer of 
Rock Springs, Wyo., was married in 
Chicago Thursday to Mrs. Ella E. 
Southgate, of Chicago, widow of Col. 
R. H. Southgate, for many years 
president of the Congress Hotel Com- 
pany. 


An advance of $240,000 in the cost 
of its gas-enriching ojl supply during 
the last year over that of the previous 
year is cited by the Laclede Gas Light 
Company of St. Louis as one of the 
reasons why it should be permitted to 
advance its gas rates 15c. per 1,000 
cubic feet in a petition filed last week 
with the Missouri Public Service Com- 
mission. 


Statistics on the importation of lubri- 
cants and soaps into Hankow are offici- 
ally reported by Consul General Edwin 
S. Cunningham at Hankow, China, as 
follows:—Lubricants were imported into 
Hankow during the years 1913 to 1917 
as follows:—1913, 285,969 gallons, val- 
ued at $66,104, United States currency; 
1914, 325,915 gallons, valued at $63,241; 
1915, 281,181 gallons, valued at $51,235; 
1916, 475,989 gallons, valued at $99,016; 
and 1917, 409,118 gallons, valued at 
$124,773. 





OO? Oh 


Cod Catch Small on Western Coast of 
Norway. 


Compared with preceding years, the 
cod-fishing season in Norway, which re- 
cently ended, shows rather poor results. 
The exact statistics are not yet at hand, 
but, roughly speaking, the total catches 
of cod on the western coast amount to 
about 6,000 000, compared with 8,000,000 in 
1917, 17,000,000 in 1916, 19,500,000 in 1915, ana 
25,800,000 in 1914. Of the quantity caught 
during the season just ended, about 3,750 - 
000 were caught in the Romsdals district. 
and the remainder south of Stadt, of 
which 1,900,000 were caught in the North- 
ern Bergenhus district. The cod fisheries 
of the western coast have had a more 
favorable season than those of the other 
coasts, as the quantity caught on the 
former amounts to about two-fifths of the 
whole catch in Norway. 

—_—_—_—————_— > ————_____... 


Cocoa Beans Placed on Restricted 
Import List. 


Cacao (cocoa beans) has been place 
by the War Trade Board upon the I'st 
of restricted imports (as announced in 
a new ruling, W. T. B. R. 168). The im- 
portation of an amount not to exceed 
30,000 tons during the remainder of the 
calendar year will be permitted. Out of 
the amount so licensed the requirements 
of the army and navy will be met in 
full, and the remainder will be allocatea 
by the Bureau of Imports of the War 
rade Board. In _ addition, shipments 
from Mexico may be licensed when 


brought forward by other ocean trans- 
portation, 


—— ~~ @-. 
Industry Organization in Cincinnati 


and War Board. 


In the organization of industries in 
and near Cincinnati, Ohio,- for co- 
operation with the War Industries 
Board, the Chemical, Oils and Greases 
Committee has been formed, with Rob- 
ert Hilton as general chairman, and 
William Evans as secretary. The fol- 
lowing sub-committee chairmen were 
selected :—Drugs, Thurston Merrill; 
Fertilizers, aus Jarecki; Soaps, ete, 
Richard Neff; Chemicals, W. P. Drack- 
ett. _The Paints and Varnish Commit- 
tee is composed of the sub-chairmen 
of the various sub-committees, includ- 
ing Adolph Dryer, of the printing ink 
division; Jos. Richmond, of the paint 
division, and Morris Longnecker, of 
the varnish division. : 


V 
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Crude and Refined Petroleum Prices Week Ending July 13, 1918 


Herewith will be found the closing quotations for crude petrolelum at the wells; export quotations; jobbing quotations at New 
York; London and Liverpool refined oil prices; gasoline and fuel oil prices in the distributing centers of the country; and 


the runs and deliveries from wells in the high-grade fields of the States East of the Mississippi River. 


Other statistics 


relating to the separate fields will be found in the reports from our field correspondents, beginning on the following text page. 
GASOLINE, FUEL OIL AND KEROSENE PRICES. 


CLOSING QUOTATIONS OF CRUDE AT THE WELLS. | 
The following prices are those paid by the pipelines for crude as delivered 
from the wells, with a comparison for the corresponding period of 


1917:— 
Eastern States. 
1918. 1917. 


Pennsylvania ......@ bbl. $4.00 $3.10 
COPGE, Pesiccicecgecssiace Bas 2.37 
Mercer, black .....-..+++++ 2.238 2.18 
Corning, Ohio............. 2.85 2.40 
Somerset, Ky.............. 2.60 2.20 
TRAGIAME  cicccccecsccccssce LE 1.00 
Wooster, Ohio............. 2.58 2.18 


North Lima, Ohio......... 2.38 1.88 
South Lima, Ohio......... 2.38 1.88 
TMGIATR co cccccccccsosscoves 2.28 1.78 
Princeton, Ind.......-+++++ 2.42 1.92 
TUMOIG ccccccccsccssevesese 2.42 1.92 
Plymouth, Ill.......++++0++ 2.33 1.83 


Oklahoma-Kansas. 
*All grades except Heald- 
GO. cevevencssusessccecooess. Bene 1.70 
Healdton, 32 deg. and 
MOONS sexseesicessbsserecs: SAB -90 


* Cushing oil is nearly all bought 
on contract. 
Northwestern Louisiana. 


Caddo, La., 39 deg. and 
BOOVS ivisccssccccccsvesse BS 1.90 





SE 00 87.9 OG. ccccccccee 316 1.80 

SB to 96.9 Gem. cccccccese B10 1.76 

BOAVY. -ceccccce ptewsneae oo ae 1.00 

EO BOW is cissesioscsvesivss BD 1.80 

Crichton, light..........++- 1.65 1.40 
North Texas. 


Corsicana, light............ 2.35 1,70 

DID secacsiacesesatsssus Oe 85 
TIGGER, ccc cceciccsvceccece - 2.25 1.70 
BFemrietta ..cccccccccccccse BSS 1.70 
BADGE. cecveciceisensssesns Bae 1.70 
NEL a8 sb bi ceeeescess niece ee 1.70 







Moran jea¢beusbeuvissces ane 1,70 
MED cnccdrncersanks csesess\ eee 1.70 
Gulf Coast. 

SENS cdc vicccovesccccess’ TD 1.00 
BAPGOOR. 60000008 06sccestee- Bee 1.00 
Sour Lake....... si bcanesan - 1,35 1.00 
Spindletop ........eeeeees . ae 1.05 
PEO, accdeccnesgassesvess GaP 1.00 
VIGOR ds cccccesvccsccsvccns 1.35 1.00 
Dayton ..... 1.35 1.00 
Goose Creek.. 1.35 -90 
Jennings ....cccece - 1.35 1.00 
MERSNATE dccccccccsevccsess Sune 1.00 
Edgerly ...... oa deennens 1.35 1.00 


Wyoming. 
SERGE . 00 ¥ 8 6% 6782 80-45 1.85 1.50 
Sele. CORN wesw ueredesededes 1.85 1.50 
Big Muddy....... cooes Ae ee 





BOE ClOCR ccivcvcecesceccce tae ee 
Lander, heavy crude..... 1.00 oe 
California. 

Kern River, Midway-Sun- 


set, McKittrick, Lost 
Hills-Belridge, Coal- 


inga:— 
BE £0 27.9 GOB sic vccccceve 1.23 98 
A Be Le Seer eer - 1,24 .99 


Prices are lc. higher per barrel fer each 
increase in gravity of one full degree above 
18 degrees to and inclu¢ive of 24.9 degrees. 

25 tO 26.9 Ge®..ccccccccce 188 1.07 

Prices are 2c. higher per barrel for each 
increase in gravity of one full degree above 
25 degrees. 

SB to 87.9 AOR. cccccccscee 157 1.29 

Prices are 3c, higher per barrel for each 
increase in gravity of one full degree above 
87 degrees. 

Ventura county— 

25 to 25.9 Gem. ..ccccceee mee 1.07 

Prices are 2. higher for each 
increase in etavite at ous. "tull above 
18 degrees to and inclusive of 86.8 degrees. 

Fullerton and Whittier 

and Santa Maria— 

16 06 27.9 GOB scisecicss oo hee .98 

18 to 18.9 Geg....ccccccee 1.24 .99 

Prices are lc. higher per | for each 
increase in gravity of one full degree above 
18 degrees. 

25 to 25.9 deg....cesseeee 1.32 1.07 

Prices are 2c. higher per barrel for each 
increase in gravity of one full degree above 
25 degrees. 

87 to 87.9 deG...cccccces 1.57 1.29 

Oil above 87 deg. gravity 6c. higher, with 
increases of 3c. a barrel for each full de- 
gree above 37 deg. gravity. 


MEXICAN CRUDE. 


(Prices per barrel, Texas points.) 





HOUBtON: 2.0 cccccccce MTTeeT a 
GOIVORIOR cicceccvevcccees ++ 1,90@2.15 
POLE APEBUE  ccccccsvccvicses 1,90@2.15 
BeAUMONt .ccccccccecccccce - 1.90@2.16 
MIRMMNE h04 secre cers occvenes 1.90@2.15 
San Antonio ..........-.++-- 2.06@2.86 


Mexican crude is used for fuel in ships 
and railroad engines, being too heavy for 
ordinary fuel oil purposes. 


CANADA. 
CONGME. siaeccesce svsicenens 2.78 2.28 
POtFOHA ccccccseccccccccece 2.28 2.28 
ON BORE ov vescccscccsses, Rae “OS 


CRUDE PRICE CHANGES SINCE JANUARY 1, 1917. 


The following are the price changes 
in crude oil quotations, beginning 
January 1, 1917:— 


January 2—North and South Lima, In- 
diana, Wooster, Illinois and Princeton ad- 
vanced 10c.; Petrolia, 5c. 

January 3—All grades of light Caddo, De 
Soto, Kansas and Oklahoma advanced 10c. 

January 4—Plymouth, Corsicana light, 
Henrietta, Thrall, Strawn, Moran, Yale and 
Canada advanced 10c.; Corsicana heavy and 
Healdton advanced 5c. 

January 5—Pennsylvania advanced 10c.; 
Mercer black, Corning, Cabell and Somerset 
advanced 6c.; Ragland advanced 2c, 

January 6—Kansas and Oklahoma, Crichton 
advanced 10c. 

January 8—Caddo light, Caddo heavy, De 
foto, North Lima, South Lima, Indiana, 
Illinois, Wooster, Princeton, Plymouth, Cor- 
sicana light, Henrietta, Thrall, Strawn, 
Moran and Yale advanced 10c.; Corsicana 
Ld and Healdton advanced 5c.; Petrolia, 


January 9—Pennsylvania advanced 10c.; 
Mercer black, Corning, Cabell and Somerset 
advanced 8c.; Ragland advanced 8c. 
12—Kansas-Oklahoma advanced 
10c. to $1.70. 

January 13—Healdton advanced 6c, to 
00c.; Corsicana light, Henrietta, TElectra, 
Thrall, Strawn, Moran, Yale and Plymouth 
advanced 10c. 

January 23—All grades of light Caddo, 
De Soto and Crichton advanced 10c. 

January 27—Indiana advanced bc. 

January 80—North Lima, South Lima, 
Indiana, Wooster, Illinois and Princeton 
advanced 5c.; Petrolia, 5c. 

February 16—Crichton advanced 10c. 

March 9—Caddo light and De Soto ad- 
vanced 10c. 

March 14—Caddo heavy advanced Sc. 

March 17—All grades of light Caddo and 
De Soto crude advanced 10c, 

pees 4—Goose Creek reduced 10c. a bar- 
rel to ‘ 

April 16—North and South Lima, Indiana, 
Wooster, Illinois and Princeton increased 5c. 

April 17—Pennsylvania advanced 5c.; Mer- 
cer black, Corning, Cabell and Somerset, 
2c.; Canada advanced Se, 

May 1—Wooster advanced 8c. 

4 11—California grades advanced 5c, a 
barrel. 

May 15—Mereer black reduced 27c. to $2.18 

June 7—Al]l Califernia grades advanced 10c. 

June 27—All California grades advanced 
10c. 

July 9—Wyoming oi] advanced 10c. a bar- 
reL 


August 1i—Healdton advanced 10c.; Cor- 
sicana, 10c. , 


August 3—Mid-continent crude advanced 
15c. a barrel. 

August 7—Healdton advanced 10c., Cor- 
sicana having advanced 6c. to §1. 

August 13*Pennsylvania advanced 1é5c.; 
Mercer black, 5c.; Corning, 10c.; Cabell, 
10c.; Somerset, 10c.; Fepiene. 10c, 
August. 16—Kansas-O oma advanced 
20c. by Prairie, 5c. more than increase by 
Sinclair Company, August 38. Corsicana 
heavy advanced 5bc,, Healdton, 10c.; North 
Texas advanced to $1.90 basis; Lima, Prince- 
- Illinois, Wooster and Indiana advanced 


1 
Pau 18—Mid-continent crude advanced 


August 20—Pennsylvania advanced 25c. to 
$3.50 a barrel. Canada crude advanced 20c. 
to $2.48, other Pennsylvania group oll 10c., 
except Mercer black and Ragland. 

August 20—Corsicana light, Electra, Hen- 
rietta, Thrall, Strawn, Moran and Yale 
advanced 10c.; Healdton advanced 6c. 

August 22—Caddo advanced 10c.; De Soto, 
10c., and Red River grades, 10c. 

oe 1—Goose Creek advanced 10c. 
to ° 3 

September 5—Grass Creek and Elk Basin, 
Wyoming, advanced 20c. Big Muddy ad- 
vanced 10c. 

December 4—Pennsylvania advanced 25c.; 
Corning, 20c.; Cabell and Somerset, 165c.; 
Ragland, 10c. 

January 1—Grass Creek, $1.70; Dik Basin 
and Greybull, $1.70; Salt Creek and Big 
Muddy, $1.20; Lander, . 

February 8, 1918—Pennsylvania advanced 
25c.; Corning, Cabell, Somerset and Ragland 
advanced 6c. 

February 9—North and South Lima, In- 
diana, Wooster, Illinois and Princeton ad- 
vanced 10c, 

February 14—Salt Creek and Big Muddy 
advanced 10c, 

February 15—Gulf Coast oils all advanced 
85c. 

March 16—Healdton crude and Corsicana 
heavy advanced 25c. 

March 18—Mid-continent crude advanced 


ic. 
March 18—Wyoming-Big Muddy advanced 
.; Elk Basin and Grasse Creek, 150. 
March 19—North Texas crude advanced 25c. 
March 21—North and South Lima India 
Wooster, Illinois, Princeton and Plymout 
advanced 10c. 
March 22—All North Louisiana oils in- 
creased 25 cents. 
May 1—All grades of California advanced 


25e. 

May 31—Lander heavy advanced 10c. 
to $1. F 

July 9—North and South Lima, Indiana, 
Illinois and Princeton oils advanced 10 cents. 
July 10—Canada advanced 10 cents, 


Prices herewith are those for the week at the centers indicated. Gasoline 
quotations are tank wagon by gallon; fuel oil either gallon or barrel; 


refined prices are gallon. 

Gasoline, 
ATONtOWN, PR. crcccccccccccccccccccsccese 26.80, 
BIROCRR, BG. cic veveccsececcvcccccccevccce SSB 
SERTACES, CUE - ccvcisvcccscqcccccccccccce 800s 
MERI, EDs. eh sdbessetvecccsscocscccccsc WG 
MEIAMES CU: cccccccccccccdecccccccccccos 2G 
SRMNOUD: See eeseeleeidececdesicccvestcece 23@28%4c. 
Bartlesville, Okla, ........ccccccccccccece 21 2/10c. 
WOGUO BUOUBG, TMs cs cccccccccsccccccceccce 220, 
MOEOEING, WU. cb ccs ccesecevcscvccdusévs. See 
OME 55 UV NS Cea Vek eibiies cc Wevévecdesicees OOK 
SOOO “DESCENT Sev 0 ssbb) sbvesegeeescc: SOU 
OY DNS os eg edbtciduccce cécacececcsce. Ss 
Catlettsburg, Ky, Cecccccccccccccccccccces  26C. 
SePONOO, We Oss divide icc iiecivececiges 24%c. 
MONEEE Ris hia ub Lee Kdass Gided>cdcecdyees 22%4c, 
COBGIRMAT, GUE cc cceccesvicccscccecsccccs BQ 
SOMONE, MED wognct ccd cabiicteivuceces “SOhs 
OMG MED seu savanetscscctccevesscs / UO 
PU VOMPEUNE UNS 686 6bécsescevecccccoccesss SBR 
Oy APMED dsssb veseteceseviccsssesivic 21.5¢. 
WOMUED . Seeasesrdedcusccscosscvéctviscsiaes M6 
MN, MON, Sd660 6 debs 065. b00is6ean0k xe 22.2c, 
BOON, EIU eee bs csc cedestcossctcesececess SES, 
MEE SEC tTC bs Ose hess td pavvsustevacvinice 
NOOR NE 806 SoC Sb sda Ne edie iciviciocess 25.2c. 
Me MNNY TNS 6860 SN cbN 5 ihc 00 edbssess% cc 23c. 
Ely, Minn. Coccccccccccccccccccccccceccccse «622.90, 
Emporia, Kan. Coccccccccccccccsccccceces 20.60, 
Sen, Eo oy 00 C0 bac Feces bNS<'¢uawheus 23c. 
MURINE, Mr Snbs ca sneveidieeicvss dare 25.2c. 
MN eie ssi vsccessiicsscccéccve SMS: 
Hopkinsville, Ky. Coccccccccccccccccccces 26%C, 
Independence, Kan. ........cccccccccccce 24c. 
ME IMIR, akcaseickadcctadesté tate 22.1c. 
REEEONES MEN s <e0eitvecsievccececescscss 200: 
ME MN Sn 0055 S05 405 600 8S.06cnsceescae 20c. 
Sy NS Riba tecsdevisescesvissccxe S66, 
BONNE, I, Tsien sissccdsccéccccsiccs SG 
EIUEEE. Pus onekcts occ’ .ds0ceecvereces DOK 


Missouri points— x 


Cape Girardeau ......cccccccsccccces 22,60. 
TIVO oedccscccccescccecccsses SE18 
RPE  Seveteesbcessccsasssccecsscss SR 
PD. GIO ec ciccccececicocccccccee S58, 
WOE = be vekcwrossuscceccescccoccccsocs SEES. 
Kansas City .......0.. Suwteheees scove - S136. 
PEE 2Vicastduceecsccccccccsccs. SEBS. 
TG MMS Sweshbesccencetbscccccccccss SEBG, 
(All Missouri gasoline prices are 
based on the refinery quotation, 
plus freight rates.) 
INGW OCRSOREE, Etivccccccccdevcoccccccsecss SRG 
NE ED ME ccbecrtctiaccescascccocdcccs OR: 
NES WAN DSU 6 Sb NAsbscdectesscccccecsss SEN60: 
POOR, GN ckcadccsvcoctsccccccccescs S60 
Oklahoma City, ORIg....cccoccccccccccese 266, 
SIE MEMS 4066 tasccedsesesscesccics. S68 
Ey MDs -segecdecteskaccectccesccecss SEB: 
DEINE eee etsascccnensecessosccates. ORM. 
PRPOEIEIEL, eesdbetcccccseciccecacsonseeess “Saw 
ry me 
Ns TIRE Sek ddcccccccessccnesccesce. SeEEOe 
Se ID ano 5 6d scenecesedeseeeces eee 20c. 


BOPMMIGH, PH. ccecccccccccccccecs cocccccce 26.20. 
TEEE WENA. cdcccdeccovecccccececes ces 21c. 
BOGGD, TOR, .ccccecee Soswewes ecccescecees 280s 
Shreveport, La. ........ euteedesesaneesoce aes 
BE. PR ccccccccccccccccccccccccccccccess 250. 
BUDO, Wik. cccccvcccccccsce éseceensede, as 
Tacoma, Wash. ceccccccccccccccccccccee S816, 
ttTexas points— 
Austin and other points (differ- 
ERED 6S 00006000 se o60ceseeeesnetese 27c. 












23c 
23c. 
WORE WOE ccccccccccccccovccccesvoss 23c 
WOUAVONODE © 6500 ccccccceces secesce ceaoe. Se 
Houston ..... iedecawes piece vases cccce 200. 
EE Accs whe eee deuvevoues seeceawaee 24c, 
San Antonio ........ puaeusewss essa aice. oan 
Terrell ..... ees Bieiess ccenewieewes . 28¢. 
TED ccvsves aedicaedeetidndawacase o. 23C. 
Toledo, Ohio ......... Bisa ai satan uence. ee 
WRN TEED. ccisscctacscagac aa saseek UO 
RIE RT en Se eee ate . 22¢. 
I esti cic nccbansaceecgaeee 24c. 
INTE NIE oon v.a 5s 6s vccsacecon cosets . 22.7Tc. 
Washington, D. C 22¢. 
Wilkes-Barre, Pa. . 
Wilmington, Del. 
NS ins chin neddeneeekesdvensess 
* Depending on oil, Oklahoma or Pennsylvania, 7 ro 
fuel oil prices based on refinery quotation plus freight rates, 


advanced sharply of late. 
iron barrels, in common point territory. 
a gallon higher. 


Fuel oil. Kerosene. 
10%c. 13c, 
10%c. 13c, 

§$1.05@2.76 12a. 
13c, 18¢e. 
lic, lle, 
6%@l4%c. **9@15%o, 
$$1.06@2.75 10c. 
31.40@— esee 
$$1.05@2.75 100. 
9c. 12. 
t4%e, 12, 
lic, lic, 
13c, 13c. 
ones **10%%0. 
$31.80 11%c. 
eons 11%e. 
$2.25 11%c., 
eve 11%c. 
12%c. 12\%c. 
$2.10 lic. 
00 14c. 
782.06 12c, 
10%c. 13c. 
10%c. 13c, 
$$1.05@2.76 10c. 
eons 11.9¢. 
§$1.05@2.75 10c. 
§$1.05@2.75 Lc. 
10%c. 18c, 
eaue 11.7c. 
13%c. 13%c. 
$$1.05@2.75 12c. 
731.95 12c, 
12%c. 12%%c. 
$1.60 9c. 
12¢c. 12c. 
eens 13%e. 
Tike. lle, 
Boxes 11.6c. 
Bevws 12c, 
Deace lic, 
llc, 
Sevce lle. 
§$1.05@2.75 10.8c. 
Sense 11.8¢, 
t7%e, 10.9, 
$2.00 11%. 
1l1c. 14@1b5c. 
ieee **10@18i%c. 
10%c. 13c. 
$$1.05@2.75 12c, 
12c. 12c. 
120" 12c. 
10%c. 
7%4@10c, 30 
10%c. 13c, 
awe **9% @l18c. 
$1.60 9c. 
10%%c. 13c, 
$1.62 10c. 
$1.75 llc, 
Tike. llc, 
outs llc. 
$1.60 100. 
$1.85@1.95 15@17c. 
$2.00@2.26 14@16c. 
$2.10@2.35 14@1é6c. 
$2.00@2.25 14@16c. 
$2.10@2.35 14@1é6c. 
$2.10@2.35 14@16c. 
$2.00@2.25 14@1éc. 
$2.10@2.35 14@16c. 
$2.00@2.25 14@16c. 
$2.00@2.25 14@1éc, 
7% @l0c. 11%c. 
§$1.05@2.75 a 
llc, 1lc, 
$$1.05@2.75 12c. 
Geae 11.7¢, 
— **10@13%c. 
10%e, 18¢. 
10%c. 13c. 
§$1.05@2.75 10c, 
. Oklahoma, t All Missouri 


§ Oklahoma-Kansas prices, 
** Low price for tank wagons, high one for wooden barrels, the price ef barrels having 


tt Kerosene prices are for tank wagon deliveries ané? in 
In differential territory the prices are ic. 
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Crude and Refined 


EXPORT QUOTATIONS. 





OIL PAINT AND DRUG REPORTER 


July 15, 


1918. 


Petroleum Prices Week Ending July 13, 1918—Concluded 


Naphthas, Gasoline, Etc.* 


advanced 20 points April 3; barrels 
vanced 40 points April 12, = - 








Naphtha, V. M. aad P., 




















(In 10-gallon drums.) Apri 10—Wooden barrel quotations, crude,  deod., steel barrels....... 28 28 
uminating 160 t naph' 
orc. BE pon nal easctine are i le. gation, er wooden barrels .......... 29 26 
. —Refined or export cases 
Illuminating Oils. 1918. 1917, vanced 25 points; 5 saase of. Gasoline, gas machine..... 41 41 
Benzine, 68062 des...... a May 21—Refined petroleum tn ai ‘pack. © 73@76 deg., steel barrels. 38 33 
Quotations are based on the following Beet MeNTO. 00 0eseseee a — b Givances 1%. wooden barrels............ 39 36 
Naphthas— 
quantities:—Bulk, tank steamer lots, rang- Auto, 68@72 deg....---++ ee 41 FOREIGN QUOTATIONS. 1 b 1 31 31 
3Q@16 dew 45 70@72 deg., steel barrels. 
a from 80,000 to 70,000 a nape dl 100 cases American Refined Oil. wooden barrels.......... . 37 34 
ng to steamer capacity; barrels, cargo lots, and over. 
about 30,000 barrels; cases, cargo lots aver- 1918. 1917. London, Liverpool, 68@70 deg., steel barrels. 30 30 
aging from 10,000 to 20,000 ¢ Benzine, 68@62 deg....... ; 34% pence.* pence.* wooden barrels.......... - 3 33 
“ —— BOVE... . ce eeeeee ee 35 ‘Monday oh ese aL ss 22% 18% 
Naphthas— 
8. W., 110 test. TwWesday ....cccscssess 22% 18% 
Auto, 68@72 deg....+++++ 40% 
a . Qn... 4% Wednesday .......... 29% 18% PIPELINE REPORTS. 
Thursday ......sseeses 22% 18 ° ° 
Bulk, New York......... 8.25 5.60 Naphthas, Gasoline, Etc.* Wille sn ae on New York, Pennsylvania, West Vir- 
Barrels, N. Y., cargo.... 15.05 10.85 (In cans and cases.) Saturd =" ey - , . 
Cases, New York...... .. 18.75 12.76 sk iat oS mgMRI renga et ie ee oer 
eves . 80%  * Quotations are on the basis of Kentucky. 
Prices for water white oll (150 test) Gaavies, aa eeedene ee 20% English gallons in barrels of 40 gal- cky 
are ic. higher than those for stand- TS eth a 36% lons capacity. R 
uto, OB. cccccree > " 
ard white. 73Q76 Og...+.+00000000- 40% JOBBING QUOTATIONS. a ar 
Quotations for 150 test oll are 1 cent r—~200-399—— 1918, 1917 f came 
b th t 1 1918. 1917. . Barrels Barrels 
above those for 110 test. Benzine, 59@62 deg....-.- a 30% Crude oil. steel barrels.... 16 15 Tues.-Wed., July 2-3..... 99,058 146,880 
Cases Gasoline, stOve......--+++- 30% woe cil, barrels........... 22 18 #=Wed.-Thurs., “ 3-4..... 59,707 206,587 
110 Naphthas— . “Geet = 10%, Evl--Sat. “6 66.....182,229 388,816 
test. 73@76 deg..--.-csscceee 40 Gas oil, 34 deg., distilled... 15% 11 Sunday, oe. 
Rist tbe. tow — 18.8 —-100- 199-—~ Dell Monday, We seakse 57,393 573,565 
» . ecrew lots........ ¥ 1918. 1917. és vee are not pedueithesit at Tuesday, ee oe 112,187 685,752 
3,000 to 10,000 cases...... 18.90 Benzine, 59@@62 deg..... Bu tic Wednesday, “ 10......101,911 787,663 
Gasoline, stOve.....---+++ ° ° ‘ nant 
1,000 to ,000...... 12.96 Gesoine, Illuminating Oils. Deliveries. 
700 to 1,000... 19.10 Auto, 68@72 deg...----- joy, 180 fire test, 8. W., bbis.... 14 11% Day July 
bk. “PS cs cvs a. ee T3@16 AeB...--eeereereee 150 fire test, W. W., bbls.. 17 12 Barrels Barrels 
400to 500 19.25 tam WAGGRE. 6.60 ccccsecee 11 9 Wed.-Thurs., July 3-4..... 47,536 118,383 
bevsketepeves. Ne * All gasoline and naphtha prices eer Thurs.-Fri., “ 4-6..... 24,452 142,835 
800 to 400........2004. 19.85 fer niet oth drawn May 31. Naphthas, Gasoline, Etc. Sat.-Sun., “ 6-7.....127,225 270,060 
BIO OO:  CRRi iv si cicetses 19.90 on me 5 ie citaiiaiaia _—, gasoline (garages ee “ : leo 84,152 354,212 
ned ofl for expor cases only), steel barrels..... . oe uesday,  Qeeeeeee 46,811 401,024 
100 10 900....... 00004. S095 Ho Senuaey Si; nephtined ie barrels as MOtor Gasoline to con- Wednesday, “ 10...... 77,810 478,884 
Wto 100... 20.75 vanced 20 points February 27; in barrels SUMECIS .......seeeressseees 26 26 Thursday, we ti saves 70,099 648,933 
PETROLEUM COMPANIES—CAPITAL STOCK AND DIVIDEND RECORD. 
Outstanding Stock of Outstanding 
Company. Capital. Par. Last div. record. Payable. Company, Capital. Par. Last div. ee Payable 
Anglo-American Oil Co... £2,000,000 £1 i ~~ neiegetes July 16 | Northwest Oi] Co.......... 1,600,000 1.00 avetwe agente ; 
Associated Oil Co......... $39,757,404 $100.00 $1.25 Q. Junel5 June29] Ohio Cities Gag Co........ 35,000,000 25.00 1%% Q. June 15 July 1 
Atlantic Refining Co...... 5,000,000 100.00 5.00 Q. May 20 Junei6 | Ohio Oi] Co................ 15,000,000 25.00 1.25 & 
Allen Oil Co.......0.. seeee 1,500,000 1.00 saieee weas's Kiatowan 4.75ex. May 22 June 20 
Barnett Oil & Gas Co..... 780,000 1.00 .03 Q. iol seeeeee | OKlahoma Oil Co., com... 3,250,000 1.00 _— webinen: wabdalies 
Boston Wyoming Oil Co.. 3,776,757 1.00 eukices ceseseee  eeeeeeee | Oklahoma Oil Co., pf..... 200,000 1.00 1%% s4eches «  eaabicen 
Buckeye Pipeline.......... 10,000,000 ©.00 2.00 May 31 Junei5| Okla. Prod. & Ref. Co.... 7,500,000 5.00 2%% Q. Junel5 June2s 
Borne-Scrymser Co........ 200,000 100.00 2.00 ceccecee  eveeeeee | Okmulgee Prod. & Ref. Co. 5,000,000 5.00 = 2%4&% Q. 
California Pet, Corp., pf. 14,877,005 100.00 1.00 fa) Apr. 1] Omar Oil & Gas Co....... 3,000,000 1.00 weaeee Wswuvown err 
Central Pet. Co., pfd...... 6,000,000 100.00 2.508, @ Mar.27 apr. 1| Osage Hominy............. 5,000,000 OOP WERTO OE)” aneasss. -covesaces 
Chalmers Oil & GasCo., pf. 250,000 6.00 2% Mar.20 Apr. 1] Pan-Amer. Pet. & Trans- 
Sa h Mfg. Co..... 1,600,000 100.00 3.00 Q. port Co., com.......... 30,494,750 50.00 1.25 Junel5 July 1 
roug 0c. ex. June 1 June 20 | Pan-Amer. Oil, etc., pfd.. veccce aene 1.75 June 15 July 1 
Cities Bervice Co., com... 32,122,464 100.00 %of1% Junei5 July 1} Penn Kentucky Oil & 
Cities Service Co., pfd.... 68,116,950 100.00 % of 1% WP ci chics canescens 400,000 5.00 4% Q. ee a sia) 
& *&% of 1% June 15 July 1] Pierce Oil Corp...... eeeeee 17,485,750 25.00 saat gist views a oa 
Continental Refining Co.. . 700,000 10.00 .10 Mo. June29 July 10} Pittsburgh Oil & Gas Co. 900,000 5.00 2% Q. pala. Lraekebuees 
Continental Refining Co. 300,00 10.00 2% June 19 July 1] Prairie Oil & Gas Co...... 18,000,000 100.00 8% Q. & 
Continental Oil Co........ 3,000,000 100.00 3.00 Q May 27. Junel7 : 2.00ex. June29 July 31 
Colonial Oil Co........... 260,000 100.00 50.00 seseceee evscevee | -TMFLO Pipeline Co........ 18,000,000 100.00 es 
% ex. June 29 July 31 
Cosden & Co., pfd...+..... 3,500,000 5.00 5% Apr.10 May 1 Sapulpa Refining Co...... 1,500,000 6.00 6% Q , 
Cosden & Co., com........ 15,973,285 5.00 2% July 15 Aug. 1] savoy on 600,000 6.00 3 oe BRsen ese” RE ASSe es 
Crescent Pipeline Co...... 3,000,000 50.00 .75Q. May 23 Junel5 face ; , % June15 June 2% 
Sequoyah Oil Co......... - 1,500,000 1.00 24%% 
The Crown Oil Co......... 1,130,000 1.00. 2% Mo a forty Bat $713,852 t.. ; ee, cee 
Cumberland Pipeline Co.. 1,500,000 100.00 6% June 29 July 15] sinclair Oil & Ref. Co... f1 000,000 , 1 25 ¢ Pie eer 
Bureka Pipeline Co.... 5,000,000 100.00 5% Q. July 15 Aug. 1 eee -s ane mo se apeseet:: jesse eeee 
Solar Refining Co........ - 2,000,000 100.00 5.00 s. a May 31 J 2 
Blk Basin Petroleum Co. 2,000,000 65.00 2%% Q. July15 Aug. 1 y ear 
. Southern Pipeline Co..... 10,000,000 100.00 6% M 
Empire Petroleum Co 1,500,000 5.00 Q ay15 June 1 
pire Petroleum Co..... 500, 00 seeeee tteeeee — eeeeeees South Penn Oil Co........ 20,000,000 100.00 5 
Federal Oil Co., com...... 3,200,000 6.00 2% stunted Sates ‘le ie, Medias aneneee iene aa —— : — 
. * ° eoccce ’ ’ . une u 
— aoe es raha 300,000 5.00 2% Q June20 July 1] gtanaara oul— P .? 
alena-signa ’ 
cca, cssaens 12,000,000 100.00 38% May 31‘ July 31 California ....... seeeee 100,000,000 100.00 74% @. ‘ 
Galena-Signal Ol Co., Indiana ...... sesesesese 80,000,000 100.00 3% Qe ANE Sep. 16 
DL. ccrccccccccccssccccers 2,000,000 100.00 2% May 34 July 31 eevee ,U0U,  Q. 
3% ex. May 6 May 31 
Glenrock Oil Co........e0 10,000,000 10.00 eecee eoece Staedies MEME c64as eh ccaecnes - 2,000,000 100.00 8% Q. & 
Houston Oil Co., com..... 20,000,000 100.00 candies 3% ex. May 31 June 15 
Houston Oil Co., pfd...... 8,947,600 100.00 , a Cr ee Kentucky ..s...seeeeee 6,000,000 100.00 8% Q Junels July 1 
Humble Oil & Ref. Co... 4,000,000 100.00 me he Sheet Serna ooo weeces ee 1,000,000 100.00 10% 8s. a May 20 June 20 
Indian Refining Co., com. 3,000,000 100.00 8% Q. June 1 June 15 co von: seat ; 75°000,000 100. 00 so, 3 May 20 juni 
Indian Refining Co., pfd. 3,000,000 100.00 1% % Q.sesessee  ceneae ee GUND. Sistiyersys LOTT "1000;000 100.00 3% & os 
Illinois Pipeline Co........ 20,000,000 100.00 8.00 s. a. May 31 June 29 1% ex May 31 July 1 
Indiana Pipeline Co....... 5,000,000 50.00 2.00 Q. July 20 Aug. 15 |] Bwan & Finch Co......... 1,000,000 100.00 2% ex. Aug. 1 Sep. 3 
International Pet. Co..... £1,151,550 Rae” jagens = “nudes! dhawRe’ The Grass Creek Pet. Co. 1,000,000 1.00 8% Q & 
Merritt Oil Corp........... $5,400,015 OC Ee ee 8% ex Apr.15 May 1 
Mexican Pet. Co., Ltd., The Texas Co........ eee 55,500,000 — 100.00 2%% Q Junel4 June29 
OO RSE Se oe 39,232,000 100.00 2.00Q June15 July 1] Tide Water Oil Co..... «+» 31,900,000 100.00 2% Q. 
Mexican Pet. Co., Ltd., pf. 12,000,000 100.00 2.00 Q Junel5 July 10 &2%ex. Junelb June29 
Metropolitan Pet. Corp... 12,000,000 25.00 ..eeen ce eens seceeeee | LUXPamM Star Oil Co...... 600,000 1.00 saihis. |. “Geaedis 
Midwest Refining Co.... 25,000,000 50.00 1.00 Q July 15 Aug. 1| Umion Oil Co. of Cal...... 36,809,500 100.00 1.500. iat 
Midwest Oil Co., com..... 4,000,000 Dae echaes “ae Suakes “00 ex. une 10 July 20 
Midwest Oil Co., pfd...... 2,000,000 1.00 2% United "Westera a Te ee ee ee 
National Ref. Co., pfd... 4,985,300 100.00 2%) eeseuuee Vacuum Oil Co............ 15,000,000 . 100.00 65.00. May i May ib 
National Transit Co...... . 6,362,500 12.50 4% 8. & Wayland Oil & Gas Co... 1,500,000 5.00 2% Q. 
ns u «| wari June 1 June 11 
ie © cite. O80 its aa ea * % ex ay 31 Junel5 Satan an ae Co., pf prosper a = am May 1 May ll 
A -- oe WFibsecweceseee ee ’ . ‘0 se eeee ee eeeeee ee eeeeee , . eeeteces eeee 
New York Transit Co.... 6,000,000 100.00 4% June22 July 15 no _ 
Northern Pipeline Co..... 4,000,000 100.00 5.00 s. a June 11 July 1] *In liquidation. tNo par. t Shares. je 
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CRUDE PRICES IN OHIO INCREASED 
DESPITE MR. REQUA’S STATEMENT 
THAT SUCH WOULD NOT BE RE- 
CEIVED “WITH APPROVAL.” 





Just as in the sulphur industry where the “trade 
agreement” does not seem to have worked out as an- 
ticipated by the War Industries Board, which has 
now assumed control of the production and distri- 
bution of brimstone, so in the crude petroleum in- 
dustry there have been isolated instances of apparent 
counter-procedure to that “‘suggested’’ by the Oil 
Division of the Fuel Administration. 

Mr. Requa has impressed upon the industry at 
divers times and in different statements through the 
War Service Committee, and by direct statement 
from his office that there should -be no further in- 
creases in the prices paid for crude oil until the va- 
rious sub-committees of the Petroleum Administra- 
tion shall have agreed upon the working plan of the 
change to the gravity method of price quotation, just 
as the petroleum from the wells of California is rated 
and sold. 

Despite this, on Tuesday last, the Ohio Oil Com- 
pany announced an advance of 10 cents a barrel for 
North and South Lima to $2.38; Indiana to $2.28; 
and Illinois and- Princeton to $2.42. This is the 
first advance since March 21. 

Mr. Requa, in his warning to producers, as issued 
on May |, said categorically :— ; 

“The Government will not at this time view 
with approval any further advance in the price 
of crude oil.”” He also declared that the then 
existing prices should be regarded as the max- 
imum prices, indicating by indirection at least 
that should any change be made it should be 
downward and not upward. 

At the same time Mr. Requa urged that the bonus 
system be done away with and that the system of 
gravity quotations be substituted for the long-estab- 
lished field or name quotation. The industry took 
the matter up at once and for several weeks the va- 
rious district sub-committees of the Petroleum War 
Service Committee have been considering the mech- 
anism of the change at hurriedly called meetings. 

This most recent increase has moved Mr. Requa 
to action, and the facts have been referred to A. G. 
McGuire, chief of the Oil License Section of the 
Petroleum Division of the Fuel Administration, for 
investigation. 

In view of the fact that offending petroleum firms 
have been ‘“‘on the carpet’ before Mr. Requa re- 
cently to show cause why they should not be disci- 
plined, the trade looks for quick action in this ap- 
parently wilful disobedience of the suggestions of the 
Division Chief. 


FIELD REPORTS SHOW A DECLINE IN 
NEW WORK AND IN PRODUCTION, 
BUT THIS CONDITION IS MERELY 
THAT OF AN OFF WEEK—LABOR 
SCARCE IN MANY FIELDS. 








Despite the fact that every week or so there is a 
decline registered in the amount of new work under- 





Sapulpa Oil and Gas Company has 
been incorporated under the laws of 
Missouri, with a capital stock of $2,000. 
the purpose of the company being to 


taken in the various petroleum fields of the country— 
as well as a slump in production from the normal— 
yet the total production and the number of comple- 
tions throughout the country for the first six months 
of 1918 were in excess of those registered last year, 
although less than the aggregate in 1916. 

During the period from January till the first of 
July—January-June inclusive—there were no less 
than 11,800 wells completed, of which nearly 2,600 
were dry and 995 gassers. The production for the 
period was more than 760,000 barrels, as against 
643,500 barrels for the same period in 1917, and 
864,500 in 1916. The completions last year for 
the approximate period totaled 10,180, with 2,058 
dry and 963 gassers. The total number of produc- 
tive oil wells in 1918 for the six months was 8,256, 
as compared with 7,159 last year, thus showing a 
better—in that it was considerably more effective— 
oil production work. The increase in rigs and wells 
drilling at the end of the six months’ period this year 
was more than 1,500 above the totals for last year. 
Every indication points to a still further increase in 
work and in production for the closing six months of 
the present year. 


The Fields for the Week. 


The importance of the weekly returns is only rela- 
tive, as compared with the really illuminative totals 
for the six months. The fields east of the Mississippi 
River show a total in completions of but 94, as 
against 158 last week, while the new production de- 
clined from 2,311 barrels to 1,115 barrels. There 
was a loss of 3 in the number of gassers completed, 
while the dry holes dropped from 43 to 11, which 
is encouraging. Kentucky, as usual, led the lis in 
the East, with 22 completions and 605 barrels of 
new oil. Southeast Ohio was second with 220 bar- 
rels and 24 completions, while all Pennsylvania had 
to show was a string of blanks and 2 dry holes. 


Gulf Coast and Texas. 
The Ranger field of the Texas Panhandle con- 


tinues to be very much in the limelight with the larg- 
est well yet recorded in the pool, two miles west of 
Ranger. At 3,393 feet it is flowing 4,000 barrels 
a day. The Slayden No. .| well in the same field 
has drilled itself in and is now credited with 900 
barrels a day. Wichita county is producing about 
13,500 barrels from the Burkburnett, and 13,810 
from the Electra pool, making a total of 27,185 
barrels. There is also a considerable amount of 
wildcat activity. 

During June there were | 36 completions in the 
North Texas fields, with a total new production of 
5,209 barrels, as against 158 completions, with 
3,807 barrels of production, in May, showing that 
while there were 22 fewer completions there was 
nevertheless a production increase of 1,402 barrels. 
The Eastland district led the field in June with 4 


completions and 2,545 barrels of new production. 


Gulf Coast. 


There has been a decided slump in new work in 
the Gulf Coast—that is, drilling operations in both 
the proven and the wildcat fields have shown an 
abrupt decline for the past month. The reason is 
not far to seek. First, there is such a scarcity of 
skilled labor that independent operators in the Goose 
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Creek district have started an exodus, and the oper- 
ators remaining are working daylight shifts only and 
with many inexperienced men. There were few 
completions during the interval and none was of 
striking capacity. The biggest well in the Goose 
Creek division had but 300 barrels; while Saratoga, 
with a 200-barrel producer, was next in importance. 

There were 23 completions for the week, as 
against 36 last week, with a new production total of 


1,300 barrels, as against 4,920. 


North Louisiana. : 


_ The daily average production of the North Louis- 
iana field for the week just closed was about 43,000 
barrels, of which 25,000 barrels are accredited to 
the Pine Island district. The Equalization Board is 
looked to to increase the price from $1.25 a barrel to 
$1.65 or $1.70—but then there are other producers 
in other fields who are looking for similar increases. 
One 2,000-barrel producer gives this field a healthy 
tone for the period. 


Mid-Continent. 


The biggest news event in the Mid-Continent field 
for the week was the completion of an 11,000-bar- 
rel well—No. 2 on the Enyart farm, in section 12- 
26-4, Towanda district, Butler county, Kansas. 
This is the largest initial producer in the county in 
several weeks. At the time it was completed the 
Empire Gas and Fuel Company had production of 
62,000 barrels daily, and for a time the company 
enjoyed the distinction as well as the profit of a 73,- 
000-barrel daily production. 

If past performances can be accepted as a crite- 
rion, this production improvement will not be perma- 
nent. 


Rocky Mountain and California. 

Improved and additional pipeline facilities are the 
feature of the week’s Wyoming report. In Califor- 
nia the amount of new work holds about normal, 
with a record of 406 new wells since the first of the 
year. There is still considerable uncertainty there 
and the question of the solution of the land lease 
puzzle is just as perplexing as ever. 


Refined Products. 


The situation in the market for the refined petro- 
leum products is somewhat firmer, although there are 
no quotable price changes. The Federal petroleum 
authorities are now endeavoring to check the wasteful 
use of gasoline by motor users, not so much because 
there is a shortage or because the amount going into 
storage has declined, but rather to allow the making 
of other products in greater amounts. Tank wagon 
prices are stationary. 

The demand for cylinder stocks is heavy with 
prices ranging somewhat higher. The demand for 
the stock blended oils is increasing month by month, 
while higher prices prevail for the viscous and non- 
viscous neutrals, with the lighter colors in extraor- 
dinary demand and a resulting acute scarcity. Sun- 
bleached neutrals are easier with a light demand. 

There has been a let-up in the demand for the 
refined paraffine waxes, while stocks have accumu- 
lated at seaboard awaiting transportation. 

For other details of prices, runs, deliveries, divi- 
dend records, and reports from our regular field cor- 
respondents, see following pages. 





A meeting of the stockholders of the 
Local Oil and Gas Company at Louis- 
ville, Ky., considered a Proposition to 


buy, sell and lease oil, gas and mineral The G. & C. Oil Company of Sedalia, The Midwest Refining Company 1s sell their holdings in the Kentucky field. 
lands. The incorporators are Conrad Graves county, Ky., recently closed a earning double what it did a year ago. The company owns one-third interest in 
Cohn, H. Vogel and E. Tischhauser. contract for a test well to be drilled Its present refining capacity is about three wells on the Moss St. John tract 
b charter hen hoen ted ai Dover: on its lease near Bell City. 15,000 barrels a day. In the twelve pei — in Morgan county, con- 
Del., by the Kellar Oil Company, Inc., Articles of corporate amendment have months ended December 31, On, net Sere number of big gas wells, and 
to produce and market petroleum and been filed with the State Department earnings of the ey were $16,- Sea in Wolfe county. An offer of 
to manufacture containers for the same; at Dover, Del., to change the name of 936,847 before depreciation are ae ae was made, but the stockholders 
capital, $2,500,000; incorporators, Paul E. the Allies Oil and Gas Company to the Or $11,364,667 for the stor k, equal to refused to accept. 
Britsch, New York; Cornelius A. Cole, Radium Oil and Gas Company, of $22.50 on the 511,167 shares outstanding. 


Hackensack, N. J., andd ‘Arthur R. 
Oakley, Pearl River, N. Y. 


A. F. King, formerly in charge of the 
field operations of the National Refin- 
ing Company, has been elected a direc- 
tor and president of the Federal Oil 
Company, succeeding Robert R. Reid, 
who resigned as president, Owing to 
his early departure for France. Mr. 
Reid remaing a director, 


Tulsa, Okla. 


Galena Signal Oil Company has ap- 
pointed Blair & Co. as its agents to re- 
ceive payments of subscriptions to the 
$4000,000 8 per cent. cumulative new 
preferred stock recently authorized by 
stockholders for subscription at par at 
the rate of one share for every five full 
shares of the present authorized and 
outstanding stock of the company. 


The Union Oil Company of California 
reports for the six months ended June 
20, sales amounting to $20,100,000; 
profits before depreciation, $6,450,000; 
net profits subject to war taxes, $4,- 
550,000, equivalent to 20 per cent. on 
the outstanding capital stock. The 
current assets as of June 30 last 
amounted to $23,600,000 and current 
liabilities to $4,600,000, 


A new model 5,000-ton type wooden 
ship, considered to be _ the largest 
wooden ship ever built, will be turned 
cut in quantity by the National Ship- 
building Company for the Shipping 
Board. The National Shipbuilding 
Company is owned by the Nationa] Oil 
Company of’ Philadelphia, which re- 
cently increased its capital, in connec- 
tion with an amalgamation pla 
$500,000 to $22,500,000. on 
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Get a Move On! 











OBODY ever has to tell us to “get a 


move on.” That’s the particular busi- 
ness of our Traffic Department. You'll appreciate what 
Service means whenever it comes to a pinch—when every- 
body’s clamoring for cars—and we get them!—when 
everybody’s having trouble with deliveries—and we deliver. 


The credit isn’t all ours. Location is a big thing, and 
we are ideally located. Chicago Heights is the center of ramifying 
railways that reach everywhere—the hub of a nation-wide wheel. 
Having such a location, we make the most of it—that’s all. 


With such a location, there is no North American limit to our ability 
to take care of tank-car shipments. We invite correspondence regarding your 
requirements for 


Gasoline Naphtha Kerosene Fuel Oil Flux Oil 
Gas Oil _— Lubricating Oil Road Oil 


————— 
——————— 


Johnson Oil Refining Company 


Chicago, Heights, Illinois I 
Pittsburgh, Pa. 2 Chicago, Ill. Tulsa, Oklahoma 
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FUEL BOARD TO 
HANDLE OWN CASES 


President Transfers Power 
from Federal Trade Com- 


mission. 


Washington, July 13, 1918. 

Confirming the news printed exclusively 
in the Reporter last week that the United 
States Fuel Administration is going to 
handle its own cases against the refin- 
eries and others in the oil industry who 
indulge in unfair trade practices, the 
President by executive order has trans- 
ferred the personnel and records of the 
Federal Trade Commission. It is official- 
ly announced that the Fuel Administra- 
tion is to have all files, reports, etc., re- 
lating to coal or coke and the services of 
certain persons employed in relation 
thereto. The order of the President is to 
be in force for the period of the war and 
for six months thereafter. The order 


stipulates:— 

1. That all records, files, reports, copies of 
contracts, correspondence, papers and proceed- 
ings on file or deposited with the Federal Trade 
Commission relating to coal or coke, and under 
and in compliance with the provisions of sec- 
tion 25 of said act approved August 10, 1917, 
or the orders, rules and regulations of the 
United States Fuel Administrator (excepting 
such as relate to costs of coal-mine opera- 
tions and to gentral research into the i. 
industry) be transferred forthwith from B e 
Federal avers Sn to the United 
¢ “uel Administr . 

’ This order will remain in full force and 
effect during the continuance o the 
present war and for six (6) months after 
the termination thereof by the proclama- 
tion of a treaty of peace or until amend- 


ed, modified, or rescinded. 





Paraffine Wax Award of $4,210 
Against C. R. Haley in Favor of 
Seaboard Oil Corp. 


By a decision handed down recently in 
the Supreme Court, Manhattan, it was 
adjudged that the Seaboard Oil Corpora- 
tion recover of C. R. Haley, doing busi- 


ss under the name of C. R. Haley Com- 
Deny, San Francisco, the sum of $4,210, 
the amount claimed, with costs and dis- 
bursements, following an _ action for 
breach of contract for 100 tons of Whit- 
ing wax. The defendant, Cc. R. Haley, 
was adjudged in default and it was or- 
dered that the plaintiff have execution 
for the full amount against the defend- 
amt’s property, which has been levied 
upon by virtue of a warrant of attach- 
ment granted. According to the com- 
plaint the defendant agreed to sell to the 
plaintiff 100 tons of 116/118 paraffine wax, 
Whiting make, at 8%c. per pound, deliv- 
erable New York, the plaintiff to pay one 
half of the freight to the later destina- 


tion. 

Testimony was given which indicated 
that the market price of the commodity 
had inclined to llc. per und when the 
contract was cancelled. warrant of at- 
tachment was levied upon the property 
of the defendant, $1,565.65 standing to the 
credit of the defendant with the Ameri- 
ean Oi! Export Company. 


McAdoo Would Put 10 Cent a Gallon 
Tax on Gasoline to Raise 


Revenue. 

In a communication to the House Ways 
and Means Committee, which will begin 
consideration this week upon the new 
$8,000,000,000 revenue bill, Secretary Mc- 


Adoo outlined several suggestions for 
the framing of the measure. Among the 
recommendations, the secretary of the 
treasury suggested that the present tax 
levied upon soft drinks should be doubled. 
This includes syrups or extracts, grape 
juice, mineral waters, carbonic acid gas 
and such articles. It was also recom- 
mended that the present taxes on liquors, 
perfumes and cosmetics be increased 100 
per cent. 

A gasoline tax of 10 cents per gallon was 
recommended to be levied upon the whole- 
sale dealer. This, in view of the wastage 
and loss incident to handling, would be 
much more by the time it was passed on 
to the consumer. The gasoline tax has 
many supporters in Congress but, in addi- 
tion, the treasury recommended a license 
tax on automobiles, and also a Federal 
license of $10 upon all soda fountains and 
similar places dispensing soft drinks. 


EXPORT TERMINALS 


Between Tampico and Tuxpam Now 
Opened Formally. 


Tampico, Mexico, July 11, 1918. 
Formal opening of new oil export ter- 
minals at Port Lobos, situated betweerr 
Tampico and Tuxpam, took place recently 
by the shipment of the first cargo of oil 


through the sea-loading line of the Isjand 
Oil Company at that place. Oil interests 
of the Gulf Coast region of Mexico are 
attracted by the possibilities of Port 
Lobos becoming a big export shipping 
point. Besides the sea-loading line of 
the Island Oil Company two other Ameri- 
ean-owned oil producing concerns, the 
Texas Company and the Cortez Oil Com- 
pany have just finished laying sea-loading 
lines at that port. Lying within twenty 
to fifty miles of Port Lobos are some of 
the largest producing oil fields of Mexico. 
The terminals which the oil companies 
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have built at that place will care for 
enormous storage of crude petroleum. 
The sea-loading lines extend some dis- 
tance into the Gulf of Mexico. Their ends 
may be picked up by the tankers when 
they arrive and the cargo of oil is taken 
on in a remarkably short time. 

The Panuco-Boston Oil Company, whicn 
has developed a large oil production in 
the fields adjacent to Tampico, wiljl con- 
struct a 10,000-barrel topping plant here. 
By this process the crude oil is toppea, 
or skimmed, of its gasoline, the remain- 
ing portion being used for fuel purposes. 





Shell Transport Capital Increased. 


zs London, June 2, 191s. 
t an extraordinary general meeting of 
the “Shell” Transport and Trading Com- 
pany, Ltd., today a motion increasing the 
capital of the company to £15,000,000 by 
the creation of 5,000,000 additional ordi- 
nary shares of £1 each was carried 
unanimously. 


ATLANTIC REFINING 


Subsidiary Takes Over Terminals and 
Will Develop Mexican Gulf 


Properties. 


Tampico, Mexico, July 10, 1918. 


In the recent incorporation under the 
laws of Mexico of La Atlantica Cia Mex- 
icana Productora y Refinadora de Petro- 
leo, large American interests have taken 
steps toward extensive oil operations in 
the Gulf Coast fields of this country. The 
new company is a subsidiary of the At- 
lantic Refining Company. The authorita- 
tive amnouncement js made that it has 
taken over the holdings of the Panuco- 
Boston Oil Company and the Producers’ 
Terminal Company in these fields. EKm- 
braced in the transaction is the new gaso- 
line topping plant which the Punuco-Bos- 
ton Oil nae had under construction, 
The company will rush to completion the 
railroad which the Panuco-Boston Oil 
Company had under construction between 
Palo Blanco, on Lake Tamiahua, to its 
sea-loading terminals on the bay shore at 
Port Lobos. Material is also on hand for 
the erection of several steel storage 
tanks. There are already finished two 
fifty-five-barrel steel tanks and five forty- 
nine barrel steel tanks. Material for a 
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system of pipelines is also being as- 
sembled. 

In connection with the entry of these 
American interests in the oil industry of 
Mexico the authoritative announcement 
is made that plans have been prepared 
and adopted by the Atlantic Refining 
Company and its new subsidiary for the 
construction at Tampico or some other 
convenient point in the Gulf Coast region 
of Mexico for a refinery that will cost 
more than $5,000,000 gold. It is planned 
also to expend several million dollars in 
field operations and improvements. Sev- 
eral well boring outfits are being in- 
stalled, and the crews for operating them 
are already organized. The company ex- 
pects to develop a large production of 
oil within the next few months, it is 
stated. 





Delaware Charters for First Six 
Months Numbered 1,558, Rep- 
resenting $1,250,000,000. 


Though oil and gas companies have not 
been chartered as numerously in Dela- 
ware during the first six months this 
year as during the same period of last 
year, they continue to figure largely in 
the list of corporations. More than 10 
per cent. of all the charters filed were 
for companies in some manner connected 
with the oil producing industry. 

It has been predicted that the Federal 
tax on corporations, which went into 
effect last December, would cause a great 
falling off in the number amd capitaliza- 
tion of charters filed last year. The num- 
ber has been only slightly below the aver- 
age. During the last six months 1558 
charters have been filed for companies 
with a total capitalization of $1,250,000,000. 
Capitalization of charters for companies 
with more than $100,000 capital stock alone 
amounted to $1,241,000, 

Third on the capital list of those com- 
panies chartered this year is the Amer- 
ican Cellulose and Chemical Manufactur- 
ing Company, Ltd., which had a capital 
stock of $2,000,000. The Vegetable Oil 
Corporation was eighth, with $15,000,000. 


Port Arthur Oil Shipments. 


The following covers the oil exporta- 
tion from Port Arthur during week end- 
ing July 4, 1918:—Fuel, 14,965,818; refined, 
3,128,285; total, 18,094,103 gallons. 
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John D. Rockefeller was 79 years old 
on Monday. 


The Mutual Oil Company, of Wil- 
mington, Del., has filed a Delaware 
charter; capital, $100,000. 


J. W. Ball Company has issued a 
special letter on Pierce Oil, containing 
an analysis of the property, and gives 
reasons for the recent activity and 
strength in stock. 


Earnings of the Oklahoma Producing 
and Refining Company for the first six 
months of this year are expected to 
show about $2,000,000 before deductions, 
a distinct improvement over last year. 


The General Asphalt Company is 
said to be planning to retire gradually 
from the asphalt business except as a 


wholesaler of that material, and con- 


centrate its entire efforts on production 
of oil. 


The Mutual Of] and Gas Corporation 
of Kentucky, Sharpsburg, Ky., filed ar- 
ticles of incorporation with a capital of 
$15,000. The incorporators are William 
Satterfield, N. H. Stone and Frank 
Longaker. 


Two tankers owned by the Island Oil 
and Transport Corporation have left 
for the loading station at Palo Blanco, 
Mex., and a third ship will be dis- 
patched later. The three will load 
300,000 barrels of oil this month. 


Application for a charter has been 
made at Dover, Del., by the Kemoslyne 
Products, Incorporated, of Baltimore, 
Md.: capital, $100.000; incorporators, 
John A. French, W. Wi. Diruff and 
Holmes R. Johnson, all of Baltimore 


Articles of incorporation were recent- 
ly filed at Lexington. Ky., by the Ken- 
tucky Coal and Oil Corporation, with a 
capital of $80,000. The incorporators 
are Frank M. McKee. John P. Field 
and George M. Goodwin. 


The Sun-Gold Corporation, Oklahoma 
City, Okla., has filled a Delaware char- 
ter to mine for oil, zas. ete.: canital, 
$99,000; incorporators, W. C. Wolfe, 
Oklahoma Citv: J. A. Owens and John 
E. Mayes, both of Alton, Okla. 


An extra dividend of $2 per share 
from 1917 earnings has been declared 
on the capital stock of the Swan & 
Finch Company, payable September 3, 
1918. to stockholders of record at the 
close of business August 1, 1918. 


John W. Platten, president of the 
United S‘ates Mortgage and Trust Com- 
pany, and J. S. Cullinan, president of 
the American Petroleum Companvw and 
Republic Production Company, Hous- 
ton, Tex., have been elected directors of 
the Galena Signal Oil Company. 


On the basis of 105 for Royal Dutch 
Petroleum stock it is figured that the 
rights to subscribe to new stock would 
be worth about $19 to the American 
shareholder. The bonus stock is esti- 
mated to be worth $27.62, resulting in 
the combined value of $46.75 for both 
the bonus and rights. 


Work on the pipeline in Warren 
county, Kentucky, is progressing rap- 
idly, and it is thought that oil will be 
flowing into Bowling Green within the 
next thirty days. 


During the week ended June 28 the 
United Fuel Gas Company, owned 
jointly by the Columbia Gas and Elec- 
tric Company and the Ohio Fuel Sup- 
ply Company, produced 206,586 gallons 
of casinghead gasoline from natural 
gas. This production compares with 
180,537 gallons for the same week of 
1917. Total production of gasoline 
from January 1 to June 28 was 6,182,205 
gallons, compared with 5,713,654 gallons 
in the same period of 1917. 


F. W. Davis has donated twenty-five 
shares of Pyramid Oil Company stock 
and V. W. Bullitt of Louisville and 
Judge J. M. Stevenson of Winchester 
have donated jointly twenty-five shares 
of the same to the Clark County Chap- 
ter of the Red Cross. On county court 
day, July 22, this stock will be auctioned 
off in front of the courthouse. The fact 
that this company recently brought in 
a big well at their No. 1 Clem Williams 
has added both value and interest to 
this gift. 


L. M. Pierce, right-of-way man for 
the Yarhola Pipeline Company, has just 
received a letter from his son, Walter 
M. Pierce, of the U. S. marines in 
France. About two months ago young 
Pierce ‘“‘went over the top” and was 
seriously wounded. Later the family 
received a notice that the boy had died 
of his wounds. But Pierce recovered, 
returned to the firing line, fell into a 
shell hole, was taken prisoner by the 
Germans, and finally escaped and 
found his way back to the American 
lines. 


The Atlantic Refining Company has 
appealed in the Northumberland coun- 
ty court from the return of Charles A. 
Caldwell, mercantile appraiser for the 
county, who assessed it $28.50 for $20,- 
000 as a wholesaler, and $12,000 as a 
retailer in Milton and Watsontown in 
1917. The company raises the point in 
its appeal that the appraiser is wi‘hout 
authority in law to appraise a business 
from anything but the returns made 
by the deaier, and it also claims that 
the places assessed are only distribut- 
ing points and not either wholesale or 
retail places within the meaning of the 
Pennsylvania law, 


Formal opening of new oil export 
terminals at Port Lobos, situated be- 
tween Tampico and Tuxpam,_ took 
place recently by the shipment of the 
first cargo of oil by means of the sea- 
loading line of the Island Oil and 
Transport Company. Besides the line 
of the Island Oil Company, two other 
American-owned oil producing con- 
cerns, the Texas Company and the 
Cortez Oil Company, have just finished 
laying sea-loading lines at Port Lobos. 
The Panuco-Boston Oil Company, 
which has developed a large oil pro- 
duction in the fields adjacent to Tam- 
pico, will construct a 10,000-barrel top- 
ping pliant here, 





51 


PETROLEUM FREIGHT 
ADVANCE 4 1-2 CENTS 


Flat Rate Substituted for 25 
Per Cent. Increase Orig- 
inally Set. 


Chicago, July Ll, 1918. 


Fore and one-half cents is the amount 
of flat advance on petroleum and petro- 
ileum products finally set by the Railroad 
Administration, as compared with the 
original horizontal advance of 25 per cent. 
pr-vided in Order No. 28, issued by the 
aaministration June 25. The following 
notice is being sent to members of the 
American Petroleum League by Clifford 
Thorne, their general counsel: — 

“The Railroad Administration, as you 
know, has finally announced the flat ad- 
vance on petroleum and products in tank 
cars, to take the place of the horizontal 
advance of 25 per cent., the amount being 
4¥ec., with the class ratings as maxima in 
the various territories. The officials have 
treated us with every courtesy, 


“Cordially yours, 
“CLIFFORD THORNE, 
“General Counsel,” 


This reduction was secured exclusively 
through the efforts of Clifford Thorne on 
behalf of the American Petroleum 
League and the Western Petroleum Ke- 
finers’ Association, of which organiza- 
tion he is respectively general counsel and 
commerce counsel. Since June 2, the 
date of the passage of Order No. 28 by 
the Railroad Administration, Mr. Thorne 
oo Tonia a ee between Chicago 
i ashington in s effort 
about the reduction. ee 


Mr. Thorne reports that the rules cun- 
cerning the reduction will be published 
by Director-General of Railroads Mc- 
Adoo's staff on ome day’s notice. It is 
hinted by John D. Reynolds, secretary 
and assistant general counsel of the 
American Petroieum League, that there 
may be a refund coming to oil shippers, 
and it is suggested that such shippers 
Save their recent freight bills. 

St can ne, 1s scheduled to address the 

‘ 8 Petroleum Club at 
meeting tomorrow. ~ 


Oil Land Leasing Bill Disagreements 


No Nearer a Solution. 


pa Washington, July 13, 1918. 
onferees of the Senate and H 

the oil lands leasing bill held a meeting 
on Tuesday, but made little progress with 
the bill. The two houses are wide apart 
on the provisions of this bill. The time 
Tuesday was spent in discussing of the 
House provisions for the leasing of oil 
Shale lands which exist in enormous 
acreage on public domain. The Senators 
take the position that because of the high 
cost of producing oil from shale, these 
lands should not be leased, but should 
pass into ownership of the persons who 
desire to work them. They favored the 
sale outright of these shale lands. 


Standard Oil of New Jersey Now 
Operates Forty-six Vessels— 
Eight Being Built. 


The Standard Oil Company of New 
Jersey operates forty-six vessels and 
eight more are under construction. Nine 
have been lost during the war. The total 
deadweight of the steamers in operation 
totals 486,280 tons. The nine vessels lost 
— the war had a deadweight of 60,130 


A summary of the vessels ow 
of those lost:— mes ane 








Desductamt, 
ons. 

Tank steamers in commission........ 380,730 
General cargo steamers..... Wdkedcadl wae 6,900 


Steel four-masted, auxiliary motor, 
general cargo veSselg...........cce00 
Tank steamers under construction..... 81,050 


TOMA) .cscccds Cocecccccescece eecccces 486, 280 
VESSELS LOST BY WAR PERILS, 


Bbl. capacity. Deadw’ght, 











Steamers. 50-gal. bbls. tons, 
Campana (general cargo 

DONA). ndevans cline acnhen ‘aren 5,530 
Healdton (tanker)......... 43,000 6,700 
Jcohn D. Archbold (tanker) 66,000 11,500 
Llama (tanker)............ 29,000 5,100 
Moreni (tanker)............ 38,000 6,000 
Motano (tanker)........... 27,000 4,400 
Petrolite (tanker).......... 33,500 5,350 
Platuria (tanker)........0¢ 31,300 5,200 
Wm. Rockefeller (tanker).. 64,400 10,350 

WOES csriacvetetedenesdons 333,000 60,130 


_According to the Lamp, the new pub- 
lication issued by the Standard Oil Com- 
pany of New Jersey, the new type of 


total deadweight carrying capacity of 17,- 
000 tons. She burns liquid fuel and has a 
speed when loaded of ten and one-half to 
eleven knots. 


New York State Oil Producers’ As- 


sociation to Complete Organiza- 


tion on Tuesday. 


Oil producers owning and operating 
pertoleum properties in New York State 
and embracing the countles of Alleghany, 
Cattaraugus and Steuben, and represent- 
ing about 12,000 producing oil wells, held a 
preliminary organization meeting at 
Wellsville recently, with William J. Rich- 
ardson presiding and Charles M. Barnes 
as secretary. There were reports from 
the recent hearings at Washington by H. 
W. Breckenridge, F. C. Richart, P. L. 
O’Connor and others, and it was decided 
that a larger meeting of the producers 
should be held at Bolivar, N. Y., on Tues- 
day, July 16. At this meeting a permanent 
organization will be formed, at which the 
committee on by-laws named by Chair- 
man Richardson will report. 
























52 Ren OIL PAINT AND DRUG REPORTER July 15, 1918. 











THE a PETROLEUM CO. 


NCORPORATED 190 





Offices 
NEVILLE ISLAND. ‘AAROMENY CO.,PA.. PITTSBURGH, PA., BALTIMORE, MD. 


Producers, URE 
Transporters ENNSYLVANIA 
and ETROLEUM and its 


Refiners of RODUCTS 
TRADE WINNER BRANDS 






Empire Refineries, Inc. 


“Subsidiary Cities Service Company”’ 





REFINED ESPECIALLY FOR JOBBERS AND COMPOUNDED IF DESIRED 

Naphtha, Gasoline, Illuminating, 300 Mineral Seal, es — Gas, 
Fuel, Steam Refined and Filtered €ylinder Oils and W 

Codes—A, B, C, 5th Edition, Liebers sal Beste rn Union 






Manufacturers of High Grade 


PETROLEUM 
PRODUCTS 






Cable Address—ISPECO, BALTIMORE 








Mineral Oils 


Technical White Oils 
Medicinal White Oils, U. S. P. 


atidiieen ts Dy bs 


Extra Light Amber, Cosi White, 
Lily White, White Superfine 


White Mineral Jelly 





Refineries 


Okmulgee, Okla. Cushing, Okla. 
Ponca City, Okla. Oklahoma City, Okla. 





L. SONNEBORN SONS, Inc. 
Refiners Exporters Manufacturers 
Main Office: 262 Pearl Street, New York 


Warehouses in Principal Cities 


also operating 


Producers Refining Company, Gainesville, Texas. 
Standard Asphalt & Refining Co., Independence, Kansas. 


Address all sinilieitinean to the Company OHIO VALLEY REF INING CO. 


SALES OFFICES - - TULSA, OKLA. St. Marys, W. Va. 















Manufacturers of Gasoline 


70-64-60 Gravity 


54 Gravity Naphtha 


Illuminating Oils, Fuel Oils, Road Oils, 
Viscous, Non-Viscous Neutral Oils, 
White Wax, Steam Refined Cylinder Oils 





Gasoline, Naphtha, Kerosene, Fuel Oil 
QUALITY ALWAYS 
Pan-American Refining Co. 


Producers and refiners of high grade Oklahoma Crude 


GENERAL QFFICES 
TULSA, OKLA. 















REFINERY 
WEST TULSA, OKLA. 







Quality and Over Ghirty Years Experience Refining and Manufacturing 
PETROLATUM — OILS — GREASES — SPECIALTIES 
TURPENTINE SUBSTITUTES—MINERAL RUBBER 


DROP US A LINE 
THE CA per co CLEVELAND, OHIO 
Refin : CORAOPOLIS, PA.—CLEVELAND, OHIO 


COSDEN & COMPAN Y 


General Refining Company 
Petroleum Products 
Fuel Oil [§222'] 
Tulsa, Okla. Chicago, III. 









TULSA, OKLAHOMA 
| 
Manufacturers and Distillers of F. W. BRODE & CO., _ Extabiishea 1873 Memphis, Tenn. 
Cottonseed Products 
HIGH GRADE oo as Meal and Cake, Crude and Refined Oils 
ay wane. — dn Te eee —— CLOTH 
is ee Alling boss tad Woes or Md poe 


Gasoline —Naphthas 
Lubricating and Illuminating 


Oils 


The Stevens Grease & Oil Co. 


FOR 


EXPORT TRADE 
Oil Soaps Belt Dressing 


SSEEsee, eos le! 
Quanit¥y" Penvite7 
UNEXCELLED Cutting Compound 


eo 
PRODUCING—REFINING—TRANSPORTING ae Lubriesiing Greness 


FACILITIES 
EXPORT DEPARTMENT, STATION D, CLEVELAND, OHIO 
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OIL PAINT AND DRUG REPORTER 


HEAVY DECLINE IN BOTH NEW FIELD WORK 
AND PRODUCTION IN EASTERN DISTRICTS 


Pittsburgh, July 11, 1915. 


A review of the high-grade petroleum fields 
east of the Mississippi River, comprising 
Southern New York, Pennsylvania, West Vir- 
ginia, Southeastern, Central and Northwestern 
Ohio, Indiana, Illinoig and Kentncky, for the 
week shows a heavy falling off in all field 
work, in the way of finished work, but the 
new work under way is no less, the week 
being one in which few wells were fin- 
ished, but the following week may develop @ 
heavy increase in new wells. There appears 
to be no let up in development work in any 
of the petroleum fields of the country, as 
every oil man now identified with the indus- 
try is doing his utmost to secure additional 
production to help along the winning of the 


. June Oil Conditions. 


Field reports for the month of June show 
that the greatest activity which has prevailed 
in all the petroleum fields is bringing results. 
More wells were finished in June than any 
previous month of which a record has been 
kept, and the total new production is the 
highest for some ‘years. It is evident that 
every field hag done its best, and the result 
has been a substantial contribution to the 
grand total. Even the Appalachian fields have 
held their own, but the bulk of the new_pro- 
duction is from the mid-continent and Texas 
fields. The increased production in Kentncky 
and Wyoming is insufficient to account for 
such a rapid increase, and the reports from 
Loulsiana have only been favorable from_ the 
Pine Island district, which has declined from 
the high records made in May. Finished wells 
in the Central Texas fields show that a real 
oil field ia being developed, and it is showing 
Some of the qualities of such a field, includ- 
ing the number of different sands, with vary- 
ing results from the sand in different locali- 
ties and a number of dry spots. In the Call- 
fornia flelds, it seems, special attention is being 
given to the cleaning out and improving of 
old wells, and with sometimes very satisfac- 
tory results. The same is also being done in 
all fields to an extent, and in some cages 
deeper drilling has uncovered new bodies of 
oil. If the increased production keeps on at 
this rate, it may equal the refining capacity 
of the country. Reports from Mexico and 
from Venezuela are also favorable. In Mexico 
some big gushers are reported, and it is evi- 
dent that the government must have given 
some intimation to the oil men that trans- 
portation would be furnished and protection 
given, for there hag been a good deal of ac- 
tivity in drilling and making preparations to 
ship crude. Some new companies have begun 
to ship, and this oil is going to the manufac- 
turing industries along the Atlantic Coast, 
where it is most needed. With nearly ninety 
tank ships well under way and construction 
begun on concrete tankers and barges, it is to 
be hoped that we shall within a reasonable time 
be able to avail ourselves of this production 


so near at hand, 


Kentucky Ahead. 


the hich-grade fields, the Kentucky field 
mantaing the greater activity in drilling work 
and has more wildcat wells under way than 
any of the States. The shallowness of the oil 
sands previous to this has caused no activity 
there, but now that the oil trade recognizes 
the fact that the wells maintain their produc- 
tion about as good as a large portion of the 
deep sand territory, they are flocking to the 
State and are’ taking every available acre of 
leases. no difference in what _ section of the 
State ‘the lands are located. These same con- 
ditions prevail in Tennessee, and have con- 
tinued on down through Alabama and into 
Mississipni to the Gulf Coast. The theory of 
the oil scouts is that the productive area of 
territory cont'nues on down to the Gulf of 
Mexico and then continues on across the gulf 
into Old Mexico, where the big gushers are 
being unearthed. Experience with the drill 
these many years has taught the trade that 
the farther southwest the oil formations are 
found, the heavier the oil the lower the grav- 
ity. The Pennsylvania formations can be 
traced from Western New York through to 
the Gulf of Mexico, vassing through Penn- 
sylvania, West Virginia, Southeastern Ohio, 
Kentucky, Tennessee, Alabama and Mississippi. 
The Northwestern Ohio, Indiana and Illinois 
fields are not of the same formation, and are 
different fields altogether, and possibly thev 
may extend southwest to the gulf also, but this 
ig unknown, as the intervening territory has 
never been tested out by the drill. 

The cry for some time has been a scarcity 
of oil, which, to a large extent, is wrong, as 
there is plenty of crude above ground, and 
more can be found below. Long after the 
present producing fields are done and forgot- 
ten, there will be an abundance of oil produced 
over the United States. There are many 
States in the western half of the country that 
are known to contain oil, but none of them 
have been given anything like a real testing 
out. Among them are Washington, Oregon, 
Idaho, Montana, Utah, Nevada, Nebraska, 
North and South Dakota, Iowa, Minnesota, 
Wisconsin, Missouri, Arkansas, Mississipp!, 
New Mexico and Arizona in the West. In the 
East no development work to speak of his 
heen done in Maine, New Hampshire, Vermont, 
Massachusetts, Connecticut. Delaware, Vir- 
ginia. Maryland, North and South Carolina, 
Georgia, Eastern Alabama and Florida. Usu- 
ally the geologists say that the surface for- 
mations in many of these States indicate there 
is no oil below, but they know little about 
what there is down below, and nothing will 
be known until the drill has been sent down 
to make a discovery. North and South Caro- 
lina may contain a remarkable oil field, al- 
though the formations on the surface would 
not be inviting to an oil man, and other States 
mentioned may some day develop big produc- 
ing fields. Salt water is the mother of oil, 
for without it there would not be sufficient 
fluid below to make the oil, and it is just as 
be found in one State as another. 


In 


Hable to 
The salt water passing through the porous 
rocks comes into contact with decompositions 


down below and passing through the hot rocks 
form an oily substance, which passes through 
other rocks, which form a gas. This is the 
short and simple, and is the only loge 
ica] theory of the making of the oil found by 
the drill. Some years ago the average geolo 
gist would not for a minute think that san 
water had any connection with the manufac. 
turing of the crude oil and gas down below, 
hut things have changed, and they cannot 
that oil comes from anything else, al- 
though no one knowg for a certainty how the 
oll is manufactured in the lower rocks, and 
possibly will never know, as it naturally takes 
ages for the product to become a perfect oil. 


From All Over 


Word comes from San Simon, Ariz that 
drilling for water in a well on, the 
anch, drillers discovered scums of 0 
—_— ' by the drilt 
there the 


story. 


figure 


while 


Rosey 
on the water which Was found 


Much lease work has been done 
past few weeks. 
~ . ’ Sam Sing, a Chinaman, 
Some years back, § an 
took up some government land at Wyopo, 
Wyo. He did not know it was oil land at 


that time, and went on with his work as @ 
jaundry worker. Then came the oil. Sam is 
now well-to-do, and expects to live happily 
during the remainder of his days. 


Rates charged by the Chicago, Burlington and 
Quincy Railroad for moving fuel oil from the 
Wyoming fields to Great Falls, Mont., are 
held by the Interstate Commerce Commission 
to be unduly prejudicial to that city, in com- 
parison with rates made by railroads in the 
same territory to Helena, Butte and Anaconda, 
The commission ordered the rates revised, 
holding that they were reasonable in amount, 
but prejudicial in arrangements, 

Advices are that the National Fireproofing 
Company has leased its oil property in the 
Haydenville field, in Hocking and Perry coun. 
ties, Ohio, to the Carter Oil Company. The 
latter concern will develop the property more 
thoroughly. During the early days some ex- 
ceptionally good oil wells were found on these 
holdings, and the new purchasers believe that 
others can be found, ag only a portion of the 
terrtiory has been tested out. The tract con- 
tains about 3,200 acres of land, 

Official announcement is made that the in- 
terests that have taken over the properties of 
the Three Fields Oil and Shale Company and 
the Jordan River Oil Company, which hola 
the old Davis county field of the American Gas 
Company, and its 41 gas wells, in the Salt 
Lake City district, Utah, have prepared for 
immediate action in the way of fixing up the 
old wells and drilling additional ones. It 
was the American Gas Company that supplied 
natural gas to Salt Lake City. 

Reports from Nevada, 0., are that a well 
drilled by Pat Rafter and Colonel Roberts, of 
Nevada, shows a small pumper at a depth of 


me fe KENTUCKY. 


Kentucky is the real hot spot in the high. 
grad. fields and wells are under way in not 
less than fifty counties of the State, and other 
counties are getting into line for test work. 
Up to thig time the extreme western section 
of Kentneky has not been touched by the drill 
in the past three or four years, with the era 
ception of the well recently drilled in Union 
county, near the Ohio River, which showed 
considerable oil, but was spoiled in being ghot, 
It is only a question of time until other work 
starts, as much of the teorritory has been 
taken under leases, with drilling clauses that 
will compel the leaseholder to drill or throw 
up the lease. 

The pipeline being put in by the American 
Pipeline Company from Bowling Green, run- 
ning through the eastern half of Warren 
county, then turning southward into the 
Scottsville field, in Allen county, should be 
about ready to run oil within less than sixty 
days, and will give the two counties a relief, 
There are close to four hundred wells in the 
two counties mentioned, along with Barren 
county, and when all are connected to the 
pipeline will make some difference in the 
daily average production of Kentucky. 
Ground has already been broken along the 
railroad sidetrack at Bowling Green for the 
storage tanks, as well as for the loading 
racks that will be installed, and whether or 
not the pump station will be at the railroad 
remains to be seen, as it may require the 
pump station out in the field, as the oil will 
not run by gravity in some spots where the 
line ig compelled to be put over some high 
hills, unless a way has been found to skirt 


the many valleys. 


Kentucky Oil Runs. 


The runs from the wells of the various dis- 
tricts covered by the Cumberland Pipeline 
Company for the week were as follows: 





District, Runs, bbls. 
RRAVEMNR cccccccsevccvesesscvcevsens 19,954.33 
ORR a rere 14, 758.03 
WItGWDUTE occ ceecvacccocecccsecssee 13,717.06 
ERE, cgciaehsv6tes.veeus i rarudes 6,195, 2s 
Steubenville ..cccccccccervecsvcocces 1,211.06 
POUSWUT ccccccccctccccseveccsesves 967.50 
Wamersville .....cccccercssevesvoece 876.00 
ParmleyEville ...-.ccccscccscvsevees 753.71 
COOPEP .ccccccecccccececresscseseges 751.61 
Cannel] City ...cccccccvccsesevescess 681.36 
Denney ..ccccrccccsccccvsessevcveses on 
CAMPTON .ccccccccccccvecserssessess b 
CRIONE eck i nceenersorastenstenes 263.12 
Busseyville .....--.eeeeeeee 251.92 
Beaver Creek 211.72 

MEET “cicaskdvosesests 6¥etvase eases 60,689.48 
Daily Average ....-cceceseeeeeereees ae 

Pr r , , Bio ceeeceeeeeeseee tye oo. 
Previous week’s run ** 31'318'88 





Daily average 
Decrease, runs 


Oil Land Litigation. 


There is much litigation over oil land hola- 
ings in the eastern section of Kentucky, which 
makes it unpleasant for the oil people thar 
come into the State and invest their money. 
While the titles look good the leases are 
taken. Before being drilled nothing is said, 
but just as soon as paying oil wells are dis- 
covered, then comes along some one that 
claims they hold claims on the land, and right 
away start litigation. 

Recently a suit involving land titles in 
Fastern Kentucky was filed in the United 
Statee Court at Frankfort, the State capital. 
The style of the case is J. D. Crabtree vs. 
Crown Oil Company and Quaker Oil Company. 
The ownership of 100 acres of land in Lee 
county is the matter of controversy. The pe- 
tition alleges that the plaintiff bought the 
land in fee, received a deed for it. which he 
placed in the hands of Simpson Crabtree to 
have recorded, and then left for the West. 
During hig absence Simpson Crabtree had the 
deed recorded after a length of time, and then 
undertook to lease the oil and gas rights tn 
the land to certain parties. These leases were 
transferred several times. finally falling Into 
the hands of the defendant companies, who 
developed the territory, drilling wells and are 
now pumping oil. The prayer is that the lease 
be cancelled, held for naught and plaintiff 
adjudged owner of the land. The appointment 
of a receiver is asked pending the litigation, 
the receiver to be directed to pump and sell 
the oil, collect the proceeds and hold the 
same subject to further orders of court 

Two suits were filed in the United States 
Court at Frankfort, having been transferred 
from the Estill Circuit Court toth grew out 
of an imperfect title to a tract of land not 
eonsidered of much value until the ofl boom 
struck the Estill-Lee county districts. The 
stvle of one case is Martha F_ Griffin vs. 
Eliza W. Flynn, J. L, Carpenter, John D. Tur. 
ner Albert Turner and lL. C. Heberling. The 
second case is Martha Griffin vs. J. L. Car- 
nenter, John D, Turner and lL. (. Heberling 
It apneare from the bills in equity filed that 
the plaintiff, Martha F. Griffin, came into pos- 
seasion of a tract of land on Rose Creek, in 
Estill county, containing 50 acres, which she 
ela to Eliza Flynn and John W. Flynn, her 
husband, for $150, a part of which amount 
wac paid and a lien retained in the deed to 
‘eeure the deferred amount. Martha F. Gr'f- 


7,223.81 


@4 was a married woman, residing in Ohio, 
het her husband failed to join in the convey- 
ence. The Fivnns, failing to meet their last 


navment, sult Was brought to enforce the lien, 
judgment obtained and the land sold at com- 


missioner’s sale, the plaintiff becoming the 
purchaser and the sale to her was confirmed 
by the court. J, L, Carpenter represented 
Mrs. Grifin in the legal proceedings, and when 
the oi] development began to spread over that 
section, bought the farm from Mrs. Griffin at 
the price it wag knocked off to her at the 
decretal sale. He afterward sold the land, re- 
taining the mineral rights, which he later 
sold to Messrs. John D. Turner, Albert Turner 
and L. C, Heberling, who developed: the tract 
when the land became valuable as an oll pro- 
ducer. Mrs, Griffin brought the suit attacking 
the validity of the sale to the Flynns, claim- 
ing the deed made by her alone was void, 
and charging fraud upon the part of Carpen- 
ter in obtaining a transfer from her of the 
title to the land, which she secured at the 
decretal sale. The prayer of the bill is that 
the land be placed in the hands of a trustee, 
the property developed, and the proceeds of 
any oil found to be placed in a trust fund:to 
be divided among the parties entitled thereto 
when the case is finally adjudicated, 


All Over Kentucky. 


The Bend Of] and Gas Company of Lexington; 
capital, $100,000. Incorporated by W. M. Pan 
ris, L, J. Clark and C. E. Duff, 

The Syndicate Oil Company of Covington, 
Ky.; capital, $100,000. Incorporated by H. FP, 
Rivard, C. A. Holloway and Oberst Burbank. 

The Rosenberg Oil and Drilling Company of 
Louisville, capital $25,000, was incorporated 
by J. A. Schuessler, Louis Rosenberg and 
Sam Rosenberg, 

The Pasco Mining Company of Marion; cap- 
ital, $20,000. Incorporators:—W. A, Black- 
burn, T. H, Cochran and C. B, Hina, 

Many years ago a well was drilled near a 
place known as Ganey’s Ridge, near Benson, 
about four miles west of Frankfort. The 
drill in’ this well passed through eight feet of 
galena or lead quartz. A considerable volumé 
of gas was also encountered, but the project 
was abandoned, Now this land is almost all 
leased up and active drilling work will soon 
start. 

The scarcitv of water and fuel in some lo- 
calities of Kentucky has interfered considerably 
with the work of the drilling crews. 


Late Kentucky Wells. 


The late wells in Kentncky were distributea 
by counties as follows: 


LEE COUNTY. 


Lee A, Watson; No, 5 Wells heirs tract, 75 
barrels. 

Dominion Oil Company, No. 4 Pendegrasy 
tract, 75 barrels. 

Hudson & Collins, No. 1 Fred Sloan tract, 


50 barrels. 
Cumberland Petroleum Company, No, 1 


Combs tract, 40 barrels. 

Eastern Gulf Oil Company, No, 2 Rader 
Gross tract, 50 barrels. 

Monarch Vacuum Oil Company, No. 2 Burk- 
Hall tract, 5 barrels. 

Irvine Development Company, No. 1 Green 
Adamg tract, 200 barrels. 


George B Williams, 
tract, 50 barrels. 


ESTILL COUNTY. 

Irvine Fields Development Company, No, 2 
Wise tract, 10 barrels. 

Sprout & Kremer, No. 3 Rogers tract, 5 
barrels, > 

Ohio Fuel Oil Company, No, 2 Whisman 
tract, 5 barrels. 

lexington Oil Corporation, No, 4 Wagers 
heirs tract, 5 barrels. 

Carter Oil Company, No, 7 
5 barrels, 


No. 1 Hieronymous 


Wagers tract, 


POWELL COUNTY. 


Petroleum Exploration Company, No, 100 
Pruitt-Miller tract, 5 barrels. 

Pat J. White, No, 61 Ashley tract, 5 barrels. 
Cumberland Petroleum Company, No, 6 Hel- 
ton tract, § barrels. 


LAWRENCE OOUNTY, 
Ohio Fuel Oil Company, No. 5 Collingsworth 
tract, 5 barrels. 
Big Blaine Oil and Gas Company, No. 2 Kane 
tract, 5 barrels. 
WOLFE COUNTY, , 
Ohio Oil Company, No. 1 Landshaw tract, 
5 barrels . 


PENNSYLVANIA. 


The week has been a very slack one as far 
as finished wells are concerned, but the com- 
ing week will no doubt make a fine showing, 
as there are many wells due to get the pay 
sand, and without any fishing job or other 
hard luck should be drilled in. 


WEST VIRGINIA. 


Oil men are now making a search for new 
producing fields in the southwestern part of 
West Virginia, as the old pools in the north 
end of the State are not living up to expec- 
tations, as the territory has been so thor- 
oughly drilled over that there is hardly a 
chance for the opening of even a congested 
pool. Kanawha county hag the best prospects 
or any of the counties, and hag more new 
work under way, and the county is being well 
tested out. Cabin Creek district has a large 
amount of work which ig being done by the 
large gas companies, The production of this 
once productive pool is declining very rapidly, 
and the wells that are being drilled in are not 
productive enough to maintain the real daily 
average production. Some attention is being 
drawn to Cabell, Putnam county, where a 
pool might be developed, The wells were by 
counties ag follows during the past week: 

KANAWHA COUNTY, 

South Penn Oil Company, Nos. 
Gardner tract, 2 barrels each. 

Rock Cannel Coal Company, No, 77 fee tract, 
1,000,000 feet of gas, 

G, L, Cabot, No. 2 Moore tract, 5,000,000 
cubic feet of gas, 

Montgomev'y Gas Company, No. 1 Clatworthy 
tract, 2,500,000 feet of gas. 

MARION COUNTY. 


South Penn Oil Company, No, 1 Miller tract, 
10 barrels; No, 1 Fox tract, 1,000,000 feet of 
gas. 

Carnegie Gas Company, No. 1 Michaels heirs 
tract, 5 barrels. 

ROANE COUNTY, 

Carter Oil Company, No, § Mark tract, 10 
barrels, and No. 3 Phillips tract, 5 barrels. 

Jarvis Oil Company, No. 6 Lowe tract, 65 
barrels. 


1 and 7 


RITCHIE COUNTY. 


Hope Natural Gas Company, No. 2 Hammett 
tract, 35 barrels, and No, 2 Wilson tract, 
2,000,000 feet of gas. 

Ira Haught, No. 1 Park tract, 15 barrels. 

R. G. Gillespie, No, 2 Trainer tract, 2 bar- 
rels, 

WETZEL COUNTY. 

Hope Gas Company, No. 1 Long tract, 10 
barrels, and No, 1 Lowe tract, 4,000,000 feet 
of gas. 

Manufacturers Light and Heat Company, No. 
1 Teagarden tract, 4,000,000 feet of gas. 

DODDRIDGE COUNTY. 

Philadelphia Company, No, 2 
tract, 4,000,000 feet of gas, 

South Penn Oil Company, No. 
ville tract, 5 barrels 


McReynolds 


4 Sommer- 


= aa 


HARRISON COUNTY. 


Stockton Oil ¢ y, y 
8 barveie ompany, No. 2 Varner tract, 


Hope Gas C 
3,000,000 feet a am’ No. 1 Coffman tract, 


WOOD COUNTY, 
George Rasel, No, 18 Robinson tract, 8 bar- 


Tels, 
TYLER COUNTY. 

Middlebourne Of] and Gags Company, N 
County Poor tract, 10 barrels, — a 
MARSHALL COUNTY. 

Jennings Oil C y, I , 
s Tarvein ompany, No.*1 Wallace tract, 
WIRT COUNTY. 
Richter Oil Company, No. 14 Richter tract, 


4 barrels, 
LINCOLN COUNTY, 
Columbia Gas and Electric Company, No, 1 
Sponangle tract, 3,000,000 feet of gas. 
MONONGALIA COUNTY. 


Philadelphia Company, No, 1 Tennan 
2,500,000 feet of gas, : 7 


SOUTHEASTERN OHIO. 


Many wells are drilling in the dee 
flelds in the Central Ohio portion of the @oathe 
eastern Ohio field, and many are nearing the 
proper depth to find either oll or gae. In the 
Wooster district, in Wayne county, and also 
in Coshocton and Holmes counties there are 
g00d prospects for oil wells, while the ma- 
Srectiontty aot deep sand counties contain 
len an il — The wells were by coun- 


WASHINGTON COUNTY. 


I. W. Wi 
10" ‘busy. ard & Co., No. 6 Stephens tract, 


Royal Oil a - 
weer Sasvelee Gas Company, No. 2 Marsh 


George H, H 
ttmeaa ess & Co., No. 19 Hess tract, 


Braden Oi! 
ie’ taevee Company, No. 9 Huntsman tract, 


Bell Oil and Gas C 
ery tract, § barrels. ompany, No, 18 Montgom- 


Citizens National Bank 
ay oo tract, 5 barrele ae ere 
Schley Of] and G n 
tract 5 barrels, ee 


James & Co., No. 23 James tract, 3 barrels 
CARROLL COUNTY, 


Schmidt-Kream Oil i 
chanan tract, —_ ee 
Ohio Cities Gas Company, No. 12 Mills tract, 


2 barrels, 
NOBLE COUNTY. 


Prosperity O{fl Compan 
se pany, No. 1 Miller tract, 


Felix Girst & Co., No. 5 Crock tract, 8 bar- 


rels, 
HARRISON COUNTY, 


Wm. Muir Oil Company, No. 4 McLand 
borough tract, 10 barrels, a’ r mine 
tract 10 barvele rrels, and No. 3 Cummins 


MONROE COUNTY. 


Carter Oil Company, N 
2 barrels, pany, °© 1 Hartshorn tract, 


Vv. R. Mann & Co., No. 1 Mann heirs tract, 


2 barrels, 
HOCKING COUNTY. 
Preston Ol Company, No, 8 
100 “ y \ McDuffee tract, 
MUSKINGUM COUNTY. . 
Ohio Cities Gas Compan N 
tract 10 barrels, ee, 
BELMONT COUNTY. 
Natural Gas Company of ‘West Vi 
No. 1 Crozier heirs tract, 2,000,000 feet of ‘an 
COSHOCTON COUNTY. 


Logan Gas Company, No. 1 5 
“he pany, No Fry tract, 1,500,- 


NORTHWESTERN OHIO. 


Only seven wells were finished in th 
western Ohio field during the week im mann 
and the best of them were of 10-barrel variety. 
{nore being four of that amount each, and 
hey wera located by counties as follows:— 

WOOD COUNTY. 


an W. Munn, No. 18 Munn tract, 10 bar- 


Ralph Bros., 10 Kidd tract, 10 barrels, 


Hoyt Oil & Gas Com y 
tract, 5 barrels. DAY. (20, 6 EO 


ALLEN COUNTY. 
Parmenter, No. 11 Miller tract, 10 


OTTAWA COUNTY, 
H, S. & J. B. Hathaway, No. 4 Magee tract, 


10 barrels. 
HANCOCK COUNTY. 
Ohio Oil Company, No. 65 Newhouse tract, 


5 barrels, 
SANDUSKY COUNTY. 
Stitt. Pool & Sager, No. 52 Stitt-Pool tract, 


5 barrels. 
INDIANA. 


There was an awful drop in the nu 
mb 
finished wells in the Indiana fields when ae 
pared with the previous week's reports, there 
oe a4 re for the present week, against 
22 e previous week. Th wory, 
by districts as follows:— a 
OAKLAND CITY DISTRICT, 
M. Murphy Esta N p 
eam y te, No. 2 Rumble tract, 36 
A, B, Bement, No. 1 Way tract, 35 barrels. 
SULLIVAN DISTRICT. 


Wm. C. Kennedy Company, No, 30 Dix tract, 


10 barrels, 
ILLINOIS. 


Five wells were the record for the w. 
the recently active Ilin wae > 
Coudtiog mat sendin ois field, and were by 
McDONOUGH COUNTY. 
Elliott County Oil Com: i c 
eer ae etme pany, No. § McAllister 


Phil E Elting, No. A ~ y 
16 decile 0, 28 Walton-Graddy tract, 


Ohio O!ll Company, No, 5 Rogers tract, 5 


barrels, 
CLARK COUNTY, 


Ohio O'l Company, No, 28 Doughtree tract 
15 barrels : 


WEEK’S WORK. 


The wells for the week were distril dt 
the various fields as follows: ith 


Ww. L. 
barrels. 


Field, Comp. Prod. Gas . 
Pennsylvania ....... . 7 wees 4 Ory, 
West Virginia ; 20 45 11 ° 
B,) POE 66 sc acep sun 24 220 2 5 
N. W. Ohio.. 7 50 z 1. 
Indiana o< iy he. ar 1 65 y 
I ee ae Se oe 5 40 x : 
Kentucky ...... aa 22 605 2 

TOLER. donk betes od “94 1,115 ar “WH 
Previous week ........ 168 2311 te a 


1196 3 23 


DISTRIBUTION. 


The above wells were distributed by di 
and counties in each fleld as follows;— rine 


Difference 
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WYOMING 
The Coming Oil Elysium 


Events of the past two years have accentuated the fact that the vast territory 
of Wyoming 1s underlaid with innumerable gigantic oil pools. 

The positive determination of oi] in structures 400 miles apart East and West, and North 
and South—and in territory a-plenty within this area, has caused an influx into various sections 
of Wyoming of such meritious companies as OHI'» OIL, STANDARD OIL of INDIANA, 
PRAIRIE OIL and GAS MIDWEST REFINING, CARTER OIL CO. CALIFORNIA 
PETROLEUM, COSDEN & CO., PRODUCERS CO. (Texas Oil) and many other of similar 
mangnitade, 

All this beepeaks an epoch of oil development comparable to any section in the United 
States. In the meantime huge earnings are being accumulated by such big producing Wyom- 


ing companies as— 
MIDWEST R’F’G MERRITT O MIDWEST OIL 
GRASS CREEK PET. KINNEY OIL 
BOSTON-W YOMING ELK BASIN PET. 
NORTH WEST OIL E. T. WILLIAMS OIL PROD. and REF. CORP. 
And a number of others which lack of space forbids ennumerating® 


Send for our WYOMING OIL BOOKLET. Mailed free. 


OUR WEEKLY MARKET REVIEW, issued every eer is conceded the authority 
on oil securities of all character, Let us put you on our mailing list—no obligation to you, 


L. L. WINKELMAN & CO. 


44 Broad Street, New York Wall St. Journal Building 
Branch Offices—Philadelphia, Pa.— Wilmington, Del.—Parkersburg, W.Va. ( 
Cleveland, Ohio— Marietta, Ohio—Findlay, Ohio 
Direct Private Wire to Various Markets 
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THE TEXAS COMPANY 


Manufacturers of 


Texaco 
Petroleum Products 


Highest Grade Gasolines and Naphthas 
Uniform in Quality 


We ship in any quantity to any part 
ot the world 


THE TEXAS COMPANY 


HOUSTON NEW YORK 
Export Dept., Whitehall Bldg., New York City 


Offices in principal countries throughout the globe 


a, 
Advertisers in the Oil, Paint and Drug Reporter are given an additional service of exceptional value in the form of listings in our Green Book 
for Buyers. A pocket edition of the Green Book for Buyers is consulted daily by the largest buyers in the trades the Reporter represents. 


BORNE, SCRYMSER COMPANY 


Works: ELIZABETHPORT, N. J. 


CABLB ADDRESS: * LANBORNE,”* NEW YORK 
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Pennsylvania—Greene, 1 dry hole, and Wash- 
ington, 1 dry hole, 

West Virginia—Kanawha, 5 wells, 3 gas, 4 
barrels; Marion, 4 wells, 1 dry, 1 gas, 165 
barrels; Roane, 3 wells, 20 barrels; Ritchie, 
4 wells, 1 gas, 52 barrels; Wetzel, 3 wells, 
2’ gas, 10 barrels; Doddridge, 2 wells, 1 gaé, 
5 barrels; Harrison, 2 wells, 1 gas, 6 barrels; 
Wood, 2 wells, 1 dry, 5 barrels; Tyler, 1 well, 
10 barrels; Marshall, 1 well, 5 barrels; Wirt, 
1 well, 4 barrels; Lincoln and Monongalia, 
1 gag well each, 

Southeastern Ohio—Washington, 12 wells, 2 
dry, 43 barrels; Carroll, 2 wells, 20 barrels; 
Noble, 2 wells, 23 barrels; Harrison, 2 wells, 
20 barrels; Monroe, 2 wells, 4 barrels; Hock- 
ing, 1 well, 100 barrels; Muskingum, 1 well, 








OIL PAINT AND DRUG REPORTER 


10 peewee: Belmont and Coshocton, 1 gas well 
each, 

Northwest Ohio—Wood, 3 wells, 25 barrels; 
Allen, 1 well, 10 barrels; Ottawa, 1 well, 10 
barrels; Hancock, 1 well, 5 barrels, and San- 
dusky, 1 well and 5 barrels, 

Indiana—Oakland City, 2 wells, 55 barrels, 
and Sullivan, 2 wells, 1 dry, and 10 barrels. 

Illinois — McDonough, 3 wells, 26 barrels; 
an 1 well, 15 barrels, and Clinton, 1 dry 
hole. 

Kentucky—Lee, 9 wells, 1 dry, 545 barrels; 
Estill, 6 wells, 1 dry, 30 barrels; Powell, 8 
wells, 15 barrels; Lawrence, 2 wells, 10 bar- 
rels; Wolfe, 1 wel, § barrels, and Wayne, 1 
dry hole. 


PIPELINE ACTIVITIES NEW FEATURE OF 
WYOMING REPORT FOR PAST WEEK 


Lander, Wyo., July 10, 1918. 

The Illinois Pipeline Company has been 
granted a blanket order by the county com- 
missioners of Fremont county, allowing the 
company to lay oil lines at any point in the 
county under the usual conditions imposed 
upon such work. The limit of the shallowness 
of the trenches in which the line is put is 
two feet; all lines must be buried under this 


figure. 

The Illinofs Pipeline Company has changed 
its plan for the pipeline that was to run 
to the Pilot Butte field, in Fremont county. 
This was caused by the striking of oil at 
Sheridan, in the Maverick Springs field. Mav- 
erick Springs Dome lies_ directly northwest 
from the Pilot Butte field, and still farther 
to the northwest and north of Maverick 
Springs Dome are several lately discovered 
structures that may develop into paying oil 
fields. The change is that a six-inch line will 
be put in instead of a three-inch, so as to 
be able to handle the product of all the pre. 
posed fields in that vicinity. This six-inc 
line will be put in to somewhere close to the 
mouth of Dry Creek, and from there a three- 
inch spur line will be run to the Pilot Butte 
field and another from Dry Creek to the Mav- 
erick Springs field. How the two oils rom 
the two fields will mix is a problem. The oi 
in the Pilot Butte field is a heavy black crude, 
while that on the Maverick Springs Dome is a 
light green, and worth more to the refiner 
than the black crude. 

The Prairie Oil and Gas Company has about 
all its pipe strung along the right of way for 
its trunk line from the Lost Soldier field to 
Fort Steele, This is located in what is known 
as the Red Desert country, and work has al- 
ready started on the burying of the line. 

The Mutual Producing and Refining Company 
is delayed in securing pipe for a three-mile line 
to be put in between its plant at Glenrock 
and the Big Muddy field. The skimming plant 
has been completed and ready to start opera- 
tions within the next three weeks. If the 
pipe for the line cannot be secured in time, 
oil will be shipped by tank cars from the Big 
Muddy field to Glenrock, - 

The Midwest Refining Company’s eight-inch 
pipeline from the Salt Creek field to its 
Casper refinery is about half under ground 
and good time is being made in putting in 
the line. “ 

The pipeline from the Warm Springs field to 
Thermopolis has been completed and oil is 
going through the line to the loading racks, 
and the oil is being shipped to the Midwest 
Refining Company’s lant at Casper. The 
Midwest Company has contracted for 500,000 
barrels of the product. 

The pipeline of the Wyatt Oil Company 
from the Brenning Basin fieli to Fetterman 
hag been completed, and storage tanks are 
nearing completion to hold the crude. The 
skimmine ~lant of the company is nearing com- 
pletion and would have been completed were 
not the freight congestion between Denver and 
Fetterman been so long. 


Late Wyoming Wells. 


The Midwest Refining Company has drilled in 
a 650-barrel gusher on section 13-49-7'), of the 
Salt Creek field. The ofl was * urd in the 
Second Wall Creek sand, anu the well is a 
natural producer, not having been given a 
shot and does not require pumping at this 
time, or as long as the heavy pressure remaius. 
This well is really no surprise, being located 
within the escarpment, in rich territory. 

In the West Salt Creek field the Ohlo Oil 
Company, in jointly with the Kinney inter- 
ests, have a good looking well just in on 
section *C-70, and makes the West Salt 
Creek section look more inviting. Numerous 
leasehclders became discouraged in tha field 
when che Shiloh Oi] Company struck its big 
salt water weli, but no doubt they made a 
big mistake as the field may develop into a 
very productive one. The fact that the pay 
sands dip so heavy does not mean that oil 
does not exist there, as it is a regular trough 
for the oil, and undoubtedly by further devel- 
opment work gushers may be uncovered. 

The Parker Oi] Company’s No. 3, located in 
the northwest corner of section 11-33-76, in the 
Big Muddy field, is reported at 200 barrels a 
day. This well {9 In advance and addg about 
10,000 acres of land that now looks like oil 
territory to the field, and possibly may mean 
an extension to the productive field. The top 
of the First Wall Creek sand in this well was 
found at 3,333 feet, and the oil is 3,365 feet 
and the hole was drilled to a depth of 3,404 
feet. and since drilled in and connected to the 
pipeline avtually averaged 216 barrels a day. 
This company is still at work on its No. 1 
on section 12-38-77, Big Muddy fleld, and has 
been drilling since Thanksgiving day in 1915, 
and has only reached a depth of 3,070 feet. 

A very important test has been drilled on 
the line between Big Horn and Park counties 
by the Coulter Brook Oil Corporation, on 


section 33-66-97, in the Byron gas fleld, and 
is estimated at 200 barrels a day at a depth 
of about 1,900 feet, opening up what looks 
like an entirely new field. 

Report from Lusk is that the Union Oil 
Company of California has struck a nice oil 
pay at a depth of 2,400 feet in the Lusk field. 
The well is located in section 36-34-67, in what 
is known as Lance Creek section. If the re- 
port ig true, it will add much territory in 
that part of the State, the Ohio Oil Com- 
pany’s well in the Buck Creek country being 
located some distance from the new well, 


All Over Wyoming. 


The inhabitants and manufacturing plants 
at Casper have all joined forces in getting up 
a petition in hopes of being able to secure the 
pipe for the laying of a gas line from the 
Curtis Petroleum Comany’s vas wells on the 
Iron Dome. This list of nameg will be for- 
warded to the Fuel Administration, which also 
states that by the piping of natural gas from 
the wells to Casper that it will save ma- 
terially a large amount of fuel oil which is 
now being used for manufacturing purposes. 

All sections of Wyoming which have not an 
outlet by pipeline for their nroduct are mak- 
ing strong efforts to get lines in, but the 
scarcity of pipe will cause a delay. Several 
of the fields now have adequate pipeage for 
oil, such as the Big Muddy, Salt Creek, Grasg 
Creek, “lk Spring and Dallas fields. 


Claim-jumping may practically put the Mur- 
phy Dome field near Thermopolis out of busi- 
ness, as the oil men are disgusted with that 
kind of work and will make no expenditures in 
the way of development work as long as 
claim-jumping continues. 


The Manville Petroleum Company has a rig 
up for a wildcat well on the Card Dome, about 
three miles south from Manville, and drilling 
will start as soon as a contractor has been 
secured to do the drilling. 

Another wildcat well of interest is that to 
be drilled by the Chart Oil Company, on the 
Poison Lake Dome, about seventeen miles 
across the heavy sagebrush country south from 
Douglas, 

The Center Oil Company is starting an im- 
portant test well on section 35-2-1, along the 
southern part of the Pilot Butte field, and 
toward the Winkleman Dome, 

The Sage Petroleum Company is drilling a 
wildcat test in the Buffalo Basin field, and has 
already discovered several shallow pay sands, 
but not enough to speak of, and ig being 
drilled deeper. 

The Wood Oil Com; ny is drilling a deep 
test well in the Fossi! .i-ld. This location is 
on the Great Divide, in tre Green River Valley 
of Lincoln county, in the western part of the 
State. The well has reached a depth below 
1,000 feet. The Idaho-Wyoming Oil Company 
is drilling a test in the Fossil pool, and not 
far removed from production, 

The Lincoln-Idaho Oil Company ig freighting 
a drilling rig and outfit to the Waterfall 
Dome, to the east of Diamondville. The “hem- 
ical Oil Company is also freighting a rig to 
its holdings in the same field. 

It is rumored, but not confirmed, that the 
Wyoming National Oi] Company will take over 
the holdings of the Toltec Oil and (ius Con 
pany, of Wyoming 

The Indiana Oil Company, waoich ha: se- 
cured a lease from the Hot Snrings (i. and 
Refining Comnany, on a block of lease- a few 
miles west of Thermopolis, has purchased 
pipe for a water line lead.ng from the river to 
its lease to furnish water for the drilling 
boiler and other necessities, 

West & Hazlett are drilling a deep test well 
on section 32-39-79, in the West Salt Creek 
district. The owners contemplate drilling the 
well to the Dakota sands, which should be 
reached at a depth of from 4,500 to 4,800 feet. 

The Chemical Oil Company will drill a deep 
test well in the Fossil field, in Lincoln county, 
and expects to go to a denrth of 3,500 feet if 
oil is not found in good quantities before that 
depth is reached, 

The Fort Steele Petroleum Company is at 
work on a well on its holdings about two 
smiles west of Fort Steele, 

The well of the Duthrie tract, in the Salt 
Creek field, is estimated at close to 500 bar- 
rels a day. 

The Tybo-Wyoming Oil Company has aban- 
doned its venture on the Kinner ranch and 
moved the drilling outfit to another location 
on the property. 

The E. TT. Evans Corporation, of Casper, 
capital $100,000, has been incorporated to 
deal in oil and gas lands, by E. T, Evans, 
L C. Bailey and Guy R, Bay. 

Tho Custar Oil, Gas and Refining Company, 
of Casper, capital $500,000, has been incorpor- 
ated by C. C. Biggerstaff, Emil Hansen, W. G. 
Bruner, J. H. Ullman, G. W. Apple, J. 8. 
Molyneux and P. K, Biggerstaff. 

The Drum Oil Company, of Casper, capital 
$100,000, has been incorporated by Robert K. 
Staley. M. C. Dutton and A. EB. Stirrett, and 
the directors are Carl F. Shumaker, R, J. 
Mosher and A, E. Stirrett, 


TEXAS PANHANDLE ACTIVE—PRODUCING 
HEAVILY IN RANGER AND WICHITA COUNTY 


Fort Worth, Tex., July 10, 1618. 


As we go to press the following telegram 
ig received from Ranger:— 

At Ranger, in Eastland county, the Humble 
Oil and Refining Company and Frank Cullinan 
No, 1 on the Jones farm, two miles west of 
Ranger, is flowing 4,000 barrels dally at 
thirteen feet in the sand found at 3,393 feet. 
This is the largest well completed in the pool. 
The Pratrie Oil and Gas Company No. 1 
Slayden, one and one-half miles southwest, by 


drilling self in hag increased production to 
900 barrels daily in the 3,400-foot sand. 
Despite the shortage of oilfield supplies. the 
shortage of water and numerous other causes, 
the development in this portion of Texas is 
going on at a rate unequaled anywhere in 
the United States. At Ranger, in Eastland 
county, alone it is estimated that from twenty 
to forty cars of oilfield supplies are being un- 
loaded daily, At almost any little station 


along the Texas and Pacific Railway in Cen- 
tral West Texas can be seen piles of pipe, rig 
material and other evidences of preparations 
for drilling. 

Several good producers have been reported 
during the past week, Burkburnett led in new 
production, 26 completions, many of them 
from the deep sand being reported. The 
largest well had an initial production of 400 
barrels daily. A number of wells are making 
oil, but are not completely drilled in. Burk- 
burnett’s daily production was 13,375 barrels, 
the Magnolia Petroleum Company leading with 
2,750 barrels, Electra had only a few com- 
pletions during the week, and they were small. 
The daily production at Electra averaged 13,810 
barrels daily. The production from Wichita 
county has been hovering between 26,000 and 
27,000 barrels daily for some time, 


Wildcat Activity. 


Wildeat work igs being carried on as it was 
never before, and with the widespread activity 
new pools are bound to be opened. There are 


many fine-looking localities, and they ar - 
ting the greatest play, F ee eee ee 

In Eastland county several wildcat tests are 
showing some oil. The completion of the 
Slayden well extending the development to 
the west was the leading completion of the 
week at Ranger. Thig adds considerable new 
territory, and, with the Brewer well still mak. 
ing 2,200 barrels daily of high gravity oll, it 
will show what there is to do. Work is on 
the increase, and during the next several weeks 
ao should be a nice increase in develop- 
ments, 


Ranger Pool. 


The Ranger pool is the most promising de- 
velopment in the country. The Brewer well, 
which surprised all several weeks ago by 
coming in a gusher, is still flowing 2,200 bar- 
relg daily and is the largest high-grade well 
now producing in the country, Then the find- 
ing of a 1,840-foot sand at Olden by Crosbie 
et al, makes the pool look possible for a gshal- 
low-sand development as well as deep, 


The Crosbie well is flowing 40 barrels daily 
between the 10 and 12-inch casing, while a 
deeper test is being made, It showed for 
100 barrels when the sand was first tapped. 
Numerous other wildcat tests are showing and 
new extensions can be looked for. The im- 
portant test of the Tidal Oil Company on the 
Underwood farm, sixteen miles south of 
Ranger, tapped the lime at 2,980 feet, and at 
five feet in it is showing some light green 
oil, The important test of the Atlag Oil Com- 
pany is also showing some oil and gas. The 
Benedum & Trees test on the Conelle tract had 
a small showing at 1,340 feet, but it did not 
amount to anything, The Haveymer & Sea- 
man well, south of the Tidal well, also had a 
small showiug and acreage is moving in that 
area, 


The Prairie Oil and Gas Company test on 
the Slayden farm, two miles west of Ranger, 
is showing for a 400-barrel well. It is three 
feet in the 3,400-foot sand. This well is one 
mile northwest of the discovery well on the 
McCleskey farm, and it adds much new terri- 
tory to the pool. One-half mile north of the 
Slayden well the same company’s No, 1 How- 
ard should get the pay within the next few 
days. On a town lot the Plains Oil ani Gas 
Company is on top of the sand, and 8 ime vil is 
reported to be showing, It is known as the 
Barnett test, 


The initial test of the Humble Oil and Ke- 
fining Company and Frank Cullinan on the 
Jones farm is drilling, having a gvod s'.ow- 
ing of gas at 3,230 feet. It is two milc. west 
of Ranger and a very important test. lie nan 
& Coe, on the Bryant town lot, are waking 
125-barrelg dail Three miles east of ‘.anger 
the Phillips test of the Prairie Oil ind Gas 
Company looks like a dead one. The No. 
1 Haggaman of the Texus and Pacitic Coal 
Company has been plugged back from 3,485 
feet to 3,246 feet, where it is showing for 
a -barrel well. 


In Stephens County. 


A short distance from Caddo, in Stephens 
county, the Texas and Pacific Coal Company 
hag an important test on the Riddle farm in 
the pumping class, and it is rated as a 50- 
barre! well, No. 1 Corbett of the Texas Con.- 
pany, near Breckenridge, has been plugged 
at 3,222,feet. North of Ranger, over in 
Stephens county, the No. 1 Bobv of the 
Texas and Pacific Coal Company is showing 
some oj] and gas, 

In Palo Pinto county the Empire Gas anda 
Fuel Company has plugged an initial test on 
the Watson farm at 4,085 feet. The Juhnson 
Drillirg Company, near Mineral Wells, has 
reached a depth of 4,000 feet, and there is 
nothing doing to date, The Sinclair Oil and 
Gas Company's test on the Holt ranch had 
another showing at 1,410 feet, but is going 
deeper, ‘The Texas Company has started up 
again at 4,020 feet a the McDonald test, near 
Lover’s Re'reat 


In Wichita County. 


The production from Wichita county is ap- 
proximately 13,375 barrels from the Burkbur- 
heft poo] un 13,810 barrels from the Electra 
:eol, making a total of 27,185 barrels, The 
‘eSt of the iate completions comes from the 
turkburnett pool, where the Big Four Oil 
Company has a 400-barrel well in an initial 
test on the C, Birk farm. The No. 3 Ram- 
ming of che Itex Oil Company is producing at 
the rate of 300 barrels daily. This is the test 
that has been making 50 barrels for several 
weeks, but which was not fully drilled in. 
No. 5 Pretchel of the Magnolia Petroleum 
Company is swabbing at the rate of 100 bar- 
rels daily, Other completions in the Burk- 
burnett pool were ag follows:— 


oe Oil Company, No, 1 Hall & Johnson; 
ry. 

Sander- & Johnson, No. 1 Morris; salt water. 
Fisher et al., No, 1 Birk; dry. 

Magnolia Petroleum Company's No 4¥ 
Rielly; 30 barrels, 

Magnolia Petroleum Company’s No. 52 Riel- 
ly; 10 barrels. - 

Magnolia Petroleum Company's No. 10 
Sands; 20 barrels, 

Magnolia Petroleum Company’s No. § Col- 
lins; 5 barrels, 

Skelly et al., No. 5 Ramming; 10 barrels. 
Willig Oil Company's No. 3 Birk; 50 barrels. 
Harvey O!l Company, No. 13 Ruyle; swab- 
bing 50 barrels, 

Ruyle Farm Oil Company, No. 17 Ruyle; 
swabbing 250 barrels. 

Texahoma Oi] and Gas Company, No. 3 
Evans; 75 barrels. 

Humble Oil and Refining Company, No. 15 
Serrin; dry. 

Sanders-Taylor Oj] Association, No. 8 Evans; 
10 barrels, 

Texag Company, No. 5 Martin; 70 barrels. 
qn teeta Oil Company, No, 2 Landrum; 
ry. 

Prince et al., No. 4 Dunn; dry. 

Chenoweth Oj] Co., No. 1 fee: dry. 

The Texas Company, No. 1 Birk: salt water. 
Reynolds Oil Company, No, 4 MoClure; 10 
barrels. 

Harton et al., No, 1 Hobson; dry. 

Ironland Oil Company, No. 1 Ward & Todd; 
20 barrels. 

Lone Star Gas Company, No. 5 Miller; salt 
water 

Lone Star Gas Company, No, 1 Prather; 
salt water. 

Memphis Petroleum Company, No. 2 Hon- 
aker; 20 barrels. 

Humble Oil and Refining Company, No. 14 
Shultz; 250 barrels. 

Brown et al,, No. 1 Overall; ealt water 
Sheldon et al., No. 2 Langford; 20 barrels. 
Call et al., No. 6 Ganders; 25 barrels. 
Adams Oil Company, No. 5 Ramming; 60 
barre!s, é 

Langford et al., No. 3 Ramming; 100 bar- 
rels 

Panhandle Refining Company, No, 14 Ram- 
ming; 126 barrels. 


How Production Is Divided. 


Following will be found how the production 
was divided among the varfous companies dur- 
ing the week in the Burkburnett pool:— 


Company. Barrels. 
Magnolia Petroleum Company........-- 2.750 
Humble Oil and Refining Company..... 2.350 
The Texas COMPERY. «.ccccsevecsesccccs 1,110 
The Gulf Production Company......... R50 


The Adams Oil Company..........+.:++ 375 


55 


Brown B JOD cess cicccietssiccsctevce 650 
Snider GB PerBins, .ccccccoccovcvcevsces 900 
Chenault & Btaley. occcccccccscvcscvoese 650 
‘Miscellaneous 760 


te eeeereesesseeceses 18,875 


Runs. 


Following will be found how the oil was 
run:— 


Total .icccccscess 








Company, Barrels. 
Magnolia Petroleum Company......... 4,700 
The Panhandle Ref Co.......sse..se00. 2,276 
Wichita Valley Ref, Co......ss.ssee0e 450 
The Humble Pipeline Co............. 1,200 
The Burkburnett Ref. Co...... eosces . 400 
The Texas Pipeline Co..............45 5,600 

BOGE ccveovses vedbeevecccces socesess 14,625 


In the Electra Pool. 


Very few completions were reported from 
the Electra pool, in Wichita and Wilharger 
counties, during the week. In the west ex- 
tension of the pool, in Wilberger county, the 
Magnolia Petroleum Company has finished 
No. 17 Piper, good for 2u barrels. Worsham 
et al. have a showing for a small well in an 
initial test on the Burnett farm. The Gulf 
Production Company's No, 2 Burnett ts a salt 
water well. Rogers et al., in No. 1 Baker, have 
a §-barrel well. Schultz et al. finished No. 1 
McClelland and found it barren. The Denton- 
Electra Of] Company’s No. 1 Roberts is good 
for 10 barrels. The Texas Company’s No. 150 
Waggoner is making 25 barrels. No. 63 Hon- 
aker, of the Magnolia Petroleum Company is 
a 25-barrel well. Simm et al., in No. 1 Bur- 
nett, have a 50-barrel well. 


Production. 


Following will be found the production of 
the past week by companies: — 


Company, Barrels. 
Zhe TERAs COMPSRP scrccccccives eeseee 5,050 
Magnolia Petroleum Company.......... 4,975 
Gu'f Production Company....... coeses 875 
Red River Oil Company......+..... coos 500 
Misvellaneous ........ CneCCCCOS sesseees 1,450 

WOOEE. cdevesecte ert coseccsesccccces Snee 


Following will be found the pipeline runs 
for the same period:— 


Company, Barrels. 
The Texas Pipeline Company......... 8,300 
The Magnolia Petroleum Company.... 65,575 
SONNE a ciucccscessctas as cocccccece 10,000 


With the Wildcatter. 

In Coke county, five miles south of Robert 
Lee, on the Harris Brothers’ ranch, Tucker 
et al. are drilling at 500 feet, and have al- 
ready had two small ‘‘rainbows’’ of oil. On 
the McCabe ranch, west of town, Skinner 
et al, aro having an outfit shipped out, and 
will start work shortly. The Areledge test 
being drilled by Reese Allen et al. is getting 
ready to spud, the rig already being completea, 
Five miles west of Bronte, in section 4651, 
Burdett et al, will start shortly. On the Wylle 
ranch, Tennyson et al. have three shallow sand 
wells, but they are not being operated. Five 
miles south of Robert Lee the Valley View 
Oil and Gags Company is shut down. 


At Baird, in Callahan county, new work is 
being started southwest of Cross Plains; the 
Roxana Petroleum Company has made a loca. 
tion and is moving in material. West of Cot- 
tonwood, Lewis & Moffett have a rig up and 
will start a 3,500-foot test at once. On the 
Seale ranch, south of Baird, the Sapulpa Re 
fining Company is hauling out a rig. Near 
Admiral, Dawkins et al, are getting ready 
to start. At Putnam the Kemp & Kell welbk 
is 1,500 feet, and the Jobe test. south of the 
same town, is 500 feet. Lewis et al. are start- 
ing another test six miles north of the one 
at Cottonwood. 

in Coleman county the Gray well of Mitchell 
et al., west of Burkett, is producing 100 barrels 
daily. No. 2, just south of No. 1, is tempo- 
rarily shut down. No. 3 has material on the 
ground. It is just one mile north of the dis- 
covery well on the banks of the bayou. No, 4 
is a location and rig materia! is being hauled 
in. It is west of No, 1. No. 6 is a location. 

In McCullouch county the test near Rochelle 
of the Southwestern Petroleum Company, on 
the Crews ranch, has resumed drilling. At 
Mercury the drillers on the Burford & Brimm 
test are working in hard limestone. 


In Mills county deep tests are being started. 
The Atlantic Oil Producing Company has a 
rig seven miles northeast of Dublin, on the 
Cage farm, and seven miles due east the same 
company is to drill another test. Clopton et al. 
have a 6,000-acre block six miles northeast of 
Dublin and are moving in rig timbers. Mc- 
Junkin et al. of Tulsa have rigged up on the 
Cook farm, twelve miles north of Dublin, and 
work will continue to 3,500 feet, if necessary. 

The X-ray test in Erath county of the Texas 
and Pacific Coal Company is making some gas. 


Completions for June. 


Following will be found the list of completed 
work in the North and Central West Texas 
fields during June. when a total of 136 wells 
were finished, against 158 the previous month, 
a decrease of twenty-two. The new production 
for June was 5,209 barrels, or an increase of 
1,402 barrels over the previous report. There 
were thirty dry holes, or thirteen less than 
in May, while in June there were two gas 
wells, an increase of one. 

At the close of the month there were 115 
rigs and 8909 drilling wells, a total of 505, and 
when cOmpared with the May figures of 134 
rigs and 436 drilling wells, a total of 670, 
there is shown a decrease of nineteen rigs and 
forty-six drilling wells, or a net decrease of 
sixty-five:— 


North Texas Operations. 
Summary of Completed Work. 


Comp. Prod. Dry. Gas. 
WleCtTM 22 ccccsccses 81 1,086 11 os 
Sunshine Hill ..... 23 166 os 
Burkburnett ...... 41 1,057 9 
Clay county ....... 8 a 3 
BrOWN 3 ccocccccecce 22 320 ee +s 
TORGTIROG: “necns scons 4 2,545 ses 1 
Stephens ......+.-+. 8 ‘ 2 1 
Wildcats ......0s- u 85 65 
Totals, June...... 136 5,200 320 2 
Totals, May....... 158 3,807 43 1 
Difference ....... 22 1,402 13 1 


Summary of New Work. 


Rigs. Drege. Total 


TOOUTE . vin nasutastceass ° oO 65 
Burkburnett ‘ dick rer 5 73 78 
Sn cesn ena eohe 086 bee cae - 8 9 12 
PPO: . oda cceetseerseceese 3 6 44 KO 
Pe... spcheadenss thanee 24 51 75 
TOMO cinco das dvesessosas 19 81 50 
WOUREOEES SeStdcerksbes ame 117 175 

Totals, FORO ooiccsoaacvess 115 890 6505 
Totale, May .occssceccsccces 134 436 670 

Difference ..... escvece cecee 19 46 65 
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DRILLING SLUMP IN GULF COAST FIELD; 
LABOR SCARCE; PRICES HELD TOO LOW 





Independent Operators in Goose Creek Moving Out—Best 
Men Drafted, and Many Rigs Are Operating in 
Daylight Only Because of Lack of Men. 


Houston, Tex., July 10, 1918. 


Within the past 30 days there has been @ 
slump in drilling operations in both wildcat 
work and in the proven fields. This condition 
is more particularly true of Goose Creek than 
any other district. In thig field practically 
all the independent contractors are moving out, 
claiming they cannot make any money at the 
prices paid. Ag a result, most of the work in 
this field is being done by the companies with 
their own rigs and labor, 


Decrease in new work in the other districts 
is probably due more to unsatisfactory labor 
conditions than any other single cause. Many 
of the companies have lost some of their best 
men by enlistment and draft calls for war 
service, which has not only caused a scarcity 
of labor, but hag resulted in their places be- 
ing filled by untrained men. Many of the 
rigs are now working only in daylight, because 
of the shortage of men, which makes drilling 
slow work. There also seems to be unrest 
among the oil field workers in several of the 
districts, which ig giving some of the more 
important companies more or less anxiety. 


Few Completions. 


During the past week there were compara- 
tively few completions in coastal] fields, and 
none of them were of large capacity. Total 
completions for the week for all districts was 
26, less by 10 than the number for the pre- 
ceding week. Of the 26 completions, 11 were 
failures. The number includes two wildcat 
tests, one abandoned in South Texas and the 
other in South Louisiana. The 15 producing 
wells had a total new production of 1,300 bar- 
rels, which was less by 3,620 barrels than the 
amount for the week before. Goose Creek haa 
seven completions, two of which were failures. 
Humble had the same number of completions 
and three failures, Goose Creek had a new 
production of 790 barrels and Humble 225 
barrels. Saratoga had 210 barrels from two 
new wells, The only other completion for the 
past week was a 10-barrelg well in the shat- 
low sands of Batson, and 20 barrels from @ 
smal! well at Spindletop. This district also 
had two failures, Damon Mound one and Vin- 


ton one, 
Goose Creek. 


In the number of tests under way Goose 
Creek easily leads all other districts in the 
Gulf Coast country. At the close of the week 
ended July 6 there were 96 tests under way, 
of which 82 were either drilling or closed 
down for some reason or other, while 14 der- 
ricks were up at new locations, The average 
daily production for the field during the week 
was 30,000 barrels. Goose Creeks’ production 
is holding up remarkably well, considering the 
lack of big producers being completed; only 
one 1,000-barrel well has been completed there 
in over two weeks, this one was last week, 
the largest for the past week being the Gulf's 
No, 15 Beaumont Petroleum, pumping 300 
barrels. The Gulf completed another pumper, 
No, 6 Busch, pumping 100 barrels. The Hum- 
ble Oil and Refining Company completed its 
No. 9 on the Gaillard Peninsula, flowing 250 
barrels, None of its later completions in this 
locality have resulted in any big wells. The 
Crown Oil and Refining Company’s No, 15 
Gillette, completed as a gasser about three 
months ago, has been placed on the pump and 
is making 100 barrels of oil. This company’s 
joint test with the Gulf Coast Oil Corporation, 
No. 16 Gaillard, has been abandonel. The 
Surety Oil Company has abandoned No. 1 
Jones. The Texas Company hag put No. A-1 
Jones on the pump, making 40 barrels. The 
Humble Oil and Refining Company is prepar- 
ing to set screen in its No. 4 Tabb; its No, 7 
is drilling in sandv shale at 3,830 feet. 


Humble. 


With the exception of the more important 
companies, mest of the new work at Humble 
is in the shallow sand section of the field. A 
well of more than ordinary interest was com- 
pleted at the shallow depth of 740 feet by 
R. C, Duff et. al., known as No. 3 Hirsch. 
It came in flowing 140 barrels a day. It is 
located between the old shallow sand district 
and the San Jacinto River, and is several hun- 
dred feet west of the Judge McDonald tract. 
The Invincible Oil Company (Neils Hsperson) 
has started drilling on the Dr. P, S. Griffith 
100 acres, which is about midway between the 
Humble road and his 500-acre Herman fee 
tract. South of the Stevenson League the 
Intercostal Oil Company is getting ready to 
set strainer at about 3,500 feet, with 200 feet 
of pay sand reported. Further south, near 
the old Alligator pond, the Prudential Oil and 
Refining Company has a fishing job in No. 1 
Morris. North of Humble, and near the 
river, Ambercrombie and others are still trying 
»to shut off the water in No. 1 Bender-Adams, 
with a reported showing of oil. At the close 
of the week there were 33 tests drilling and 
%1 new derricks at new locations. The average 
daily production for the week was 15,000 bar- 
rels, 


Saratoga. 


The new extension at Saratoga, east of the 
old field, continues to be a puzzle to the 
companies operating in that section. So far 
none of them have been able to entirely 
overcome the water menace. The wells come 
in with a large initial flow of oil, which is 
either accompanied by salt water or the water 
follows later. The Texas Company*s No, 1 Og- 
den seems to be the best finished well in this 
new territory, due probably to a new type of 
strainer. At the close of the week there were 
16 tests drilling and seven new derricks. The 
Gulf Production Company completed No, 1 
Little, flowing 200 barrels by heads. In the 
shallow section, in the old Saratoga field, the 
Weldon Oil Company completed a 10-barrel 
pumper. The Empire Gas and Fuel Company 
is putting its No, 2 Nancy Fuller on the pump. 
The Paraffine Oil Company is drilling No, 1 
Caswell. The Rio Bravo Oil Company has set 
8-inch in No. 8 Teal; its No. 359 Cotton is 
shut down. The average daily production of 
the Saratoga field for the past week was 3,500 


barrels. 5 
West Columbia. 


Developments at West Columbia continue to 
hold the attention of operators. Prices for 
acreage have been soaring. The well of the 
Texas Cocmpany, No, 7 Kiser, which came tn 
flowing at the rate of 2,000 barrels, was re- 
ported late in the week as choked off, but the 
best information discloses the fact that the 
company has it pinched in pending better stor. 
age facilities. The company {fs building four 
,200-barrel tanks, and is working on a large 
earthen reservoir. It ig stated that the Texas 
Company will run a pipeline across the Brazos 
River to connect with a loading rack to be 
built at the terminal of the L, and G, N. 


Railway at Columbia, instead of laying a pipe- 
line to Damond Mound. 

The Texas Company has not completed its 
No,..1 Arnold, which is gtanding with a good 
showing of oil and a large flow of gas. The 
well on the Coons’ 2% acres, owned by Dan 
Japhthet et al., continues to flow by heade at 
the rate of 200 barrels a day. 

It is expected that a number of new tests 
will be started in the immediate future at 
West Columbia. The Gulf Production Com- 
pany has shipped two rigs, one for its 24-acre 
fee piece, in the north half of lot 15, and 
the other on the McMeans three acres, in block 
11. Jack Henecke and associates of Humpbie 
have a derrick up and are getting ready to 
start drilling on the Richarde Rogers one 
acre, in block 10, while Bashara et al. are said 
to be getting ready to start two tests, one in 
block 7 and the other in block 10. It is also 
stated] that the Texas Company and D. R. 
Beaty will drill a joint test on the Charles 
Brown 10 acres, 


Recent Sales. 


Trading in leases and royaltieg has been ac- 
tive since the bringing in of Kaiser No. 1 by 
the Texas Company, the sky apparently being 
the limit, as shown by some of the following 
sales :— 

8. W. Pipkin et al. to the Humble Oil and 
Refining Company, 1% acres in the north half 
of block 7, Hogg subdivision, $7,500, 

J. <A. Bordages and J. G. Phillips to the 
Gulf Production Company 1 acre in the north 
half of the Arnold tract, $3,000. 

S. EF. Bullock et al, to C. B. Van Deman, 
trustee, 2 acres out of the north half of the 
Arnold tract, $2,000, 

S. BE, Bullock et al. to J. Bashara, 6% acres 
in blocks 7 and 10, in the Hogg subdiviston, 
$6.500, 

F. N. Bullock and George and John Ham- 
man to the Gulf Production Company, 25 
acres near the middle of the west side of the 
M. Varner tract, $12,500. 

F, N. Bullock to Cc, B. Van Deman, trustee, 
1% acres in the Stark subdivision, $750. 

J. R,. Morrison et al. to Jack Henecke, 2 
acres in block 25, in the Hogg subdivision; 
price unknown, 


Kaiser Hill Oil Company to the Gulf Produe- - 


tion Company, 18 acres in the Stark & Brown 
subdivision, &3,500. 

Mrs. ¢. N, Miller to the Gulf Production 
Company, 14.7 acres in fee in the Brown sub- 
division, «$1,200. i 

A. E_ Masterson to the Humble Oil and Re- 
fining Company, %.acre in the Fannin tract, in 
Stark subdivision, $500. 

Most of the land next to produetion is owned 
by the larger companies, principally the Texas 


Company, 
Sour Lake. 


Operations at Sour Lake show little change 
in the number of tests. With the exception 
of the Pace Oil Company’s No. 1 Hardin and 
the Yount-Lee Company's No. 6 Martin, all the 
deep tests in this district have temporarily 
heen abandoned. At the close of the week 
there were 17 tests drilling and five new der- 
ricks, The Lake Oil Company has put its 
No. 6-B Jackson on the jack, pumping 20 bar- 
rels. The company has set a 3-inch strainer in 
No, 14 Hebert. The Texas Company has ser 
strainer in its No, 222 fee. The Yount-Lee 
Oil Company completed No. B-9 Jackson, 
pumping 20 barrels, The average daily produc- 
tion of the Sour Lake district was 9,500 barrels. 
A number of new locations are being made, The 
Reclaim Oil Company has made a location on 
the Wash Brown 10-acre tract. The Houston- 
Sour Lake Petroleum Company is rigging up 
No. 1 Rogers, 


Spindletop. 


Completions at Spindletop are not so good as 
they were early in the spring. During the 
week two tests were abandoned, and a wel) 
of 20 barrels Wag completed by Hunter et al. 
The failures were No, 3 Keith-Ward, belong: 
ing to the Josey Oi! Company, and Casterson 
& Daniels’ No. 1 Yellow Pine, the deep test 
of the Gulf Production Company on the Mc- 
Fadden land, southeast of the hill, is down 
2,100 feet. It will go to 4,000 feet if neces- 
sary. The average daily production was 2,050 
barrels. Number of wells drilled 13, with four 
derricks at new locations, 


Batson. 


Little new work is now in progress at Bat- 
son. The National Drilling Company is down 
1,300 feet in No. 3 Hooks, the Sun Company 
is down 2,575 feet in No. 61 Millholme, and 
the Batson-Millholme Oil Company has started 
drilling for a deep test in the Millholme sub- 
division. There was only One completion, the 
Ada Belle Oil Company’s No. 25 Knight, a 
shallow well, punfPing 10 barrels. The aver- 
age daily production of this fleld for the week 
was 1,600 barrels, 


Damon Mound. 


At Damon Mound the Sinclair interests are 
reported as pulling the casing in No, 2 Mas- 
terson to abandon. No, 1 Ptak, which is down 
4,626 feet, is breaking down wash pipe and 
waiting on drill pipe to pull. The company’s 
No. 1 Norton will soon be down as deep if it 
has no trouble. There are 19 tests drilling and 
four new derricks, The average daily produc- 
tion of Damon Mound for the week was 1,950 
barrels, 

At Markham there are only two tests drill- 
ing and two temporarily shut down, with no 
new derricks. Average daily production is 175 


barrels, ae 
South Louisiana. 


The week was a qiuet one in all South 
Louisiana districts, and each of the old fields 
had hard luck. At Edgerly the Victory Com- 
pany has temporarily abandoned its No, 3 
Noble; at Jennings the Great Southern Oil 
Company temporarily abandoned No. 1 
Latriwlls, while at Vinton the Gum Cove Oil 
Company got salt water in its No, 2 Green. 
At Edgerly there were nine tests drilling and 
four new derricks; at Jennings, four tests 
drilling and two new derricks, and at Vinton 
there were 14 tests drilling and five new der- 
ricks The average daily production of, each 
district was as follows:—Edgerly, 3,300 bar- 
rels: Vinton, 4,500 barrels, and Jennings, 950 
barrels. 


Completions. 


The following is a list of completions in the 
coastal fields for the week ending July 6, 
1918:— 

GOOSE CREEK. 

Gulf Production Company, No. 15 Beaumont- 
Petroleum, pumping 300 barrels. 

Gulf Production Company, No. 6 ‘Busch, 
pumping 100 barrels, 


Gulf Coast Oil Corporation and Crown Oil 
= Refining Company, No, 16 Gaillard, aban- 
oned, 

Humble Oil and Refining Company, No. 9 
Gaillard Peninsula, flowing 250 barrels, 
Crown Oil and Refining Company, No, 5 Gil- 
lette, pumping 100 barrels, 

Texas Company, No. A-l Jones, pumping 40 
barrels. 

Surety Oil Company, No. 1 Jones, abandoned. 


HUMBLE, 


Duff & Jackson, No, 3 Hirsch, flowing 140 
barrels, 

Duncan et al., No. 1 Isaacs, abandoned, 

Northern Oil and Gas Company, No, 12 Teal, 
pumping 5 barrels, 

Southweatern Petroleum Company, No 1 
Bailey, abandoned, 

Telschow & Co., No. 2 Conway, pumping 5 
barrels, 

Texas Company, No, 8 Stevenson, abandoned. 

Texas Company, No. 13 Burt 100 acres, 
pumping 75 barrels. 


SARATOGA, 


Gulf Production Company, No. 1 Little, 
flowing 200 barrels. 
Weldon Oil Company, No. 7 Hopking, pump- 
ing 10 barrels. 
SOUR LAKE. 


Yount-Lee Oil Company, No. B-9 Jackson, 
pumping 30 barrels. 
Lake Oil Company, No, B-6 Jackson, pump- 


ing 20 barrels, 
SPINDLETOP. 


Josey Oil Company, No. 3 Keith-Ward (der- 
rick), abandoned. 
Casterson & Daniel, No, 1 Yellow Pine, aban- 
doned, 
Hunter et al., No. 1, pumping 20 barrels. 
BATSON. 


Ada Belle Oil] Company, No. 26 Knight, 
pumping 10 barrels. 


DAMON MOUND. 


Sinclair Gulf Coast Oil Corporation, No, 2 
Masterson, abandoned. 


VINTON. 
Gum Cove Oil Company, No, 2 Green, salt 


water, : 
Wildcats. 


There has been a notable slump in lease 
prices at Hull, in Liberty county, and a sharp 
decline in the stock quotations of the Houston 
Oil Company The Republic Production Cou 
pany (Cullinan interests) has abandoned No, 3 
on the Houston Oil Company’s lands at Big 
Hill, near Hull, at something around 3,700 
feet, with nothing of value showing abova 
the surface. Officials of the company are non. 
committal ag to whether they will do any 
more drilling at present or wait for the com- 
pletion of tests now drilling by other com. 
panies, East of Hull station the Iowa Oil 
Company is down close to 3,800 feet without 
having found anything worth while, so far as 
the public has been informed, and R, RB. 
trooks, Jr., trustee, is down about 1,000 feet 
in a test near the south line of lot 19, and 
over a mile northeast of the hole just aban- 
doned by the Republic Production Company. 

Two other tests will be started soon, one by 
the Theis Oil Company on the 37% acres, 
and the other on an undivided tract on the 
east side of the Devore league, by several im. 
portant interests with large holdings in thar 
locality, 

In the territory south of Dayton the Empire 
Gas and Fuel Company has built a standard 
rig over No, 2 Jackson, and will put it on the 
beam, testing a stratum at 1,100 feet that is 
reported to have shown considerable oil. The 
same company has a derrick up for No. 3 on 
the Julia Welder, and is still milling No, 1 
Wilson at 2,800 feet. 


Wildcat Record. 


Liberty county, Texas—Republic Production 
Company, No, 3 Houston Oil Company’s land, 
at Big Hill, near Hull, abandoned, 
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Jefferson Davig parish, Louisiana—l, K. 
Vanderworth, No, 1 fee, in section 9-6-17, 
abandoned, 


Drilling Operations. 


The following table ig a synopsis of drilling 
operations in all districts of the Gulf Coast 
division for the week ending July 6:— 





Districts. Comp. Prod. Aban. Rigs.Drg. Totl. 
Edgerly ........0 0 0 4 9 13 
Jennings ....... 0 0 0 2 4 6 
VINE ccedocces 1 5 14 19 
New Iberia...... 0 0 90 0 2 2 
BAGIOR © velaccoded 1 1 Oo 3 6 9 
Goose Creek..... 7 790 2 14 82 98 
Humble ..cccveses 7 2235 3 21 33 54 
Markham ....... 0 0 0 0 3 + 
Saratoga ....... 2 210 0 7 16 2 
Sour Lake ...... 2 50 (0 5 17 22 
Spindletop ...... 3 20 2 4 13 17 
Damon Mound... 1 0 1 4 19 23 
West Columbia... 0 0 oO 7 3 10 
Wildcats ....... 2 0 2 25 70 95 

Totals for week.26 1,300 11 101 2902 393 
Totals last week.36 4,920 17 102 295 397 

Decrease for this 

WOOK. cs cciccer 10 3,620 6 1 3 4 
Notes. 


A. J. Hazlett of Houston has just been ap- 
pointed by the Federal government as_ field 
supervisor of the Oil Division in the United 
States Fuel Administration for the Gulf Coast 
districts of Texas and all of the oil fields of 
Louisiana. He will have charge of the dis- 
tributing of oil field supplies. Mr, Hazlett is 
associate editor of the Oil Trade Journal of 
New York, having his headquarters in Houston, 
The appointment comes from Washington, and 
his service to the government is practically 
gratis, the salary being $1 a year. He has 
also been recently appointed secretary of the 
Texas Gulf Coast and Louisiana Oil and Gas 
Producers’ Association, by that association. 
Mr. Hazlett is a native of Ohio, and ig a grada- 
uate of the Heidelberg University, Tiffin, Oltio. 
He has had years of practical experience in the 
oil business and as a journalist, and is prob- 
ably the best qualified man in this section to 
take over the work he will do. W. 9, Farish, 
of the Humble Oil and Refining Company, has 
charge of the oil production in South Texas 
and in Louisiana, 


The interests of the Tex-Mex Oll Company 
have been purchased by A, J. Posey, P. J. 
Schatzle and J. M. Mead. The property con- 
sists of 175 acres in the Piedras Pintas field, 
in Duval county, and has one producer, No. 3 
Benavides, pumping 30 barrels at 388 feet. 
Two other wells will be cleaned out and worked 
over by the new owners, who will operate 
under the name of Head & Schatzle, 


Chartered on July 6, at Austin:— 


Burk-Electra Petroleum Company, Dallas, 
capital stock $250,000. Incorporators:—A. W. 
Walker, L. L, Henderson ,P. P, Henderson, 
J, Fred Smith and W. B. Hamilton, 

Amendment to charter was granted the Lone 
Star Gas Company, Fort Worth, enlarging its 
corporate purposes. 


Texhoma Oil and Gas Company, Wichita 
Falls, increasing its capital stock from $192,000 
to $1,500,000, 


Mineral Wells Petroleum Company, increas- 
ing capital stock from $100,000 to $200, \ 
The Rucker Oil and Refining Company hela 
its regular annual stockholders’ meeting June 
27, 1918. The following directors were duly 
elected for the ensuing year:—C. T. Rucker, 
Houston, M. E, Rucker, Houston; Walter H. 
Adams, Tyler; J. H. Sharp, Troup; A. L, 
Shaw, Houston; E, B. Alford, Henderson; D. 
C. Shriner, Houston. At a special meeting of 
the new directors the following officers were 
elected: C, T. Rucker, Houston, president; 
M. E. Rucker, Houston, secretary and treas- 
urer; Walter H. Adams, Tyler, vice-president: 


J. H, Sharp, Troup, second vice-president, 


MEXICAN OIL SITUATION REPORTED DULL: 
LITTLE BUT ROUTINE WORK BEING DONE 


Tampico, June 29, 1918. 


The Cortez Oil Company expected to make 
another try at pulling their sea line last week, 
but owing to the delay of the tug in getting 
here the tanker that the Cortez company was 
holding here to help in the work had to be 
released for other work, and the work of 
pulling this line goes over until another 
available tanker arrives, 

Arrangements are all completed, and, al- 
though the line is an unusually long one and 
the first attempt was a failure, no further 
trouble is anticipated, 

The first shipment of oil from the new port 
at Port Lobos, between Tampico and Tuxpam, 
Was made last week, when the tanker W. M. 
Irish took out a cargo of crude for the Island 
Oil and Transport Company. This also marks 
the first ‘oil shipment to be made by the Island 
company and is the first oil that ran through 
the company’s recently completed sea-loading 
line, 

Port Lobos promises to become an important 
shipping point when the Island Oil and Trans- 
port Company, the Texas Company and the 
Cortez Oil Company complete the work they 
have under way here and are making regular 
shipments, and it will add greatly to the 
volume of oil that is being sent out each 
month from the Mexican fields, 

The Island company expects to maintain 
regular shipments from this point hereafter, 
as will the Texas company as soon as its 
new sea-loading line is tested out and ac- 
cepted. When the Cortez company gets its 
sea-loading line laid, it also will become a 
big shipper from Port Lobos. 

The Panuco-Boston Oil Company, one of the 
companies recently taken over by the Atlantic 
Refining Company, is planning the erection 
of a 10,000-barrel topping plant to be located 
in the lower country on the Gulf of Mexico, 
just below the Cortez company’s plant. Some 
of the material is now on the ground and 
some grading and clearing has been done. 
Nothing has been determined definitely as to 
just when building operations will begin. 

The past week hag been exceedingly quiet 
in the oi] fields, nothing’ but routine work 
characterizing the operations. Drilling is go- 
ing ahead about as usual at most of the 
camps. Some of the camps in the lower coun- 
try are suffering from a lack of water, but 
the heavy rains of the past two weeks has 
helped fill up the tanks and reservoirs. Men 
are scarce and this holds up the work, es- 
pecially in the lower fields, where several 
more strings would be operating if crews 
could be obtained to handle the work, 


Gusher Revalved. 


At Panuco the Corona changed the valve on 
its big gusher, putting on a heavier and 
stronger one. The work was accomplished 
without difficulty and without losing any oil 
This company have finished up its big line 
pump houses at Panuco and Rodeo and have 
made the steam connections. At Topila they 
are putting up a big line pump, in anticipation 
of constructing their pipeline 

Some more pipe has been received for their 
Panuco-Tampico — pipeline, and construction 
work will start very shortly, 


The Cortez company’s well No. 5, on lot 5, 
Tepetate, is drilling with standard tools at 
2,038 feet. 

Work will be resumed on well No, 2 by the 
Cortez company, as soon as a crew can be 
gotten together, 

The Tampascos company has a crooked hole 
on its well No. 2, in the Panuco field, and 
it is likely that the well will be abandoned. 

Rufino No, 2, in the Panuco district, owned 
by tne English Oil Company, is finished. 
Work was stopped at 2,400 feet. The well is 
flowing 800 barrels daily. 

At the Isleta the Mexican Gulf Oil Com- 
pany is drilling around the junk. They have 
three strings of tools in the hole, one of 
which has been passed successfully, and they 
now are passing by the second string. They 
are hopeful of passing thig one and also the 
pile of junk within a reasonable time. The 


well has been hung up a number of weeks on 
account of this junk, 


Notes. 


At Tepetate No. 3, a Mexican Gulf Oil 
Company well, the crew is waiting for the 
10-inch casing to set at 1,845 feet, and rig- 
ging up standard tools, 

The Transcontinental’s Barberena No, 2 is 
fishing at 1,915 feet in lime 

Barberena No. 3, belonging to the same 
company, is drilling at 1,715 feet in lime, 

Barberena No. 4 has reached a depth of 
1,422 feet in lime. 

The Transcontinental’s well No, 1, on lot 
163, Chinampa, is down to 546 feet in shale. 

The Corona company has abandoned its 
well No. 5 at San Jose de lag Rusias and is 
pulling casing. 

Well No. 6. of the Corona company, in the 
same camp, is underreaming with a 10-inch bit 
at 2,124 feet. 

Well No, 1, on lot 251, Amatlan, belonging to 
the Tepetate company, is testing out the well 
on the change over to standard tools. The 
depth is somewhat over 1,800 feet, 

The Tepetate campany is getting ready to 
begin drilling on lot 2, Chiconcillo, 

The International Oil Company's well No. 2, 
Amatian, is cementing at 1,700 feet. 

The Oriental company’s well on lot 104, 
Chinampa, is a little over 2,500 feet at last 
reports. They are changing back to rotary. 

The Cia de Petroleo Nacional’s well, on 86, 
Camalote, is drilling at 2,480 feet. They are 
moving away the rig, 

Naco is shut down at 2,688 feet. 

The Freeport company has suspended work 
temporarily on three of its wells, and no re 
ports are given out as to when the work will 
be resumed. On the company’s Paz Zurita 
well they have finished at a depth of 2,430 
feet, with a 500-barrel production 

The Alamo well of the Southern Of] Com- 
pany is finshed at 2,120 feet, with a 6,000- 
barrel daily production. 


Well News. 


The Maritana company has abandoned its 

well at 2,416 feet, The well is making about 
25 barrels daily and is not of commercial 
value, 
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The Meridonal, on lot 6 Isleta, has a produc- 
tion of 2,000 barrels at a depth of 2,450 feet 
and finished work. 

The New England Fuel Oil Company, in the 


Salvasuchi field, has finished its well at 
2,015 feet, with a 4,000-barrel daily produc- 
tion, 


Puenta Arenas has a showing of oil at 


2,280 feet, 

La Comercial hag rigged up standard tools 
on its well on lot 3, West Mahauves, and is 
waiting for the government inspector to come 
and pass on the construction. He is expected 
at any time, and as soon as the work Is 
passed drilling will be resumed, The depth 
now of the well is 1,411 feet. 

The Producers’ Oil Company (R, BE, Brooks 
interests) is drilling in lime at 2,010 feet on 


the Isleta. 


OIL PAINT AND DRUG REPORTER 


The Panuco and Tuxpam is rigging up 
rotary tools at Tampuche, 

The Tex Mex Oil Company’s well Alamo is 
rigged up and ready to drill. 

Sanchez Tamboyoche, of the Producers’ Oil 
Company, owned by the R. B. Brooks iIn- 
terests, has shut down at 2,050 feet in the 
Topila field, 

Mexican Fuel Oil Company’s well on lot 5, 
Tamboyoche, is rigged up and ready to drill. 

The East Coast Oil Company’s well on the 
Halcon lease is drilling in gray limestone at 
210 feet, 

Phe same company’s well on the Willis lease 
has 4 crooked hole full of oil and efforts are 
being made to straighten it out, 

The Huasteca company has made no prog- 
ress during the past week, and reports an un- 
changed condition, 


CANADA PETROLEUM OPERATIONS RATHER 
QUIET—EXPLORATION WORK IN WEST CANADA 


Chatham, Ontario, July 10, 1918. 

The Ontario Railway and Municipal Board 
is this week sitting at Chatham to consider 
two applications of the Union Natural Gas 
Company with reference to gas conservation. 
The first application is for an order to con- 
serve the gas and to fix higher prices on the 
basis of the decreased sale. The second ap- 
plication is for an order relative to the im- 
provement of the local distributing system in 
Chatham, Windsor, Sarnia and Petrolia. 

It is understood that an application will be 
made later by the Southern Ontario Gas Com- 
pany and its subsidiaries for an order increas- 
ing prices The Southern Ontario Gas Com- 
pany draws gas from the Tilbury field, fur- 
nishing it, through the Dominion Natural Gas 
Company and local distributors, to Woodstock, 
Ingersoll, Paris, Brantford, Galt amd other 
places. The applications of the Union Nat- 
ural Gas Company affect consumers in Chat- 
ham, Windsor, Sarnia and Petrulia, as well 
as a number of smaller places supplied direct. 


Western Canada. 


The Peace River field of Northern Alberta 
is witnessing a lot of activity in locating 
tests, though drilling is not yet under way 
in most instances, The Tar Island QOil and 
Gas Company is reported to have spudded in 
On its location opposite McArthur No. 2. The 
Peace River Oil Company has resumed oper- 
ations and is deepening McArthur No. 2, the 
dri'ling being carried on slowly and the oil 
sand encountered at 960 feet proving continu- 
ous to the present depth of 1,080 feet. 

Suuth of the Peace [River wells, on the east 
bank of the Peace, the Stephenson-Williams 
syndicate, which has formed the Three Creeks 
Oil Company, is pretty well rigged up for No. 
1 test at the mouth of Three Creeks. Two 
drilling crews will work on this test. The 
Northern Pacific Oils, Limited, formerly the 
Remman syndicate, have a location on the ex- 
treme northern end of Brady's Island and have 
cleared the ground for the derrick and camp. 
The Albersas Oil Company has been organ- 
ized by Saskatoon capitalists with head offices 
at Edmonton, and will bring in a drilling out- 
fit to test the leases in the Peace River field. 
It is reported that the Imperial Oil Company 
has leased over 8,000 acres through A, M. Mc- 
Queen, who recently visited the field. 

Official figures show that the Canadian West- 
ern Natural Gas, Light, Heat and Power Com- 
pany’s earnings for April, 1918, were $83,597, 
compared with $86,702 in April, 1917, showing 
the first decrease in the present fiscal year. 
Up to the end of April the fiscal year’s busi- 


ness has netted the company an increas 
$45,824 in gross receipts, oe ag 
_in Ontario, the Oi! Springs Oil and Gas 
Company has commenced work on a deep test 
well on the A. W. Parks property, lot 19, con- 
cession 2, Enniskillen township, The location 
is close to the Twenty Friends gusher drilled 
in the sixties. 

Dr. M. Y, Williams, of the Department of 
Mines, at Ottawa, is making a survey of the 
oil district adjacent to Petrolia, in order to 
prepare a contour map of the oil formations in 
this territory. 

The Union Natural Gas Company has located 
a deep test on the Paul Trudell fanm, lot 3, 
concession 1, Tilbury East, south of the Thames 
and contiguous to the Dover field. Last year 
three wells were drilled well into the Trenton 
on tnis side of the Thames without securing 
aly production The Union has three wells 
drilling and one fishing on the Dover side; 
and has a location for a fifth well (No. 12) in 
that part of the field. 

In Mosa township, Middlesex county, the F. 
J. Carman deep test on the J. A. Waiker farm 
is down 800 feet, Wilson & Symmes have 
finished a good top show well. A Toronto syn- 
dicate has located two tests in Metcalfe town- 
ship, near Kerwood, a short distance from 
the Mosa field. The Glencoe Oil and Gas syn- 
dicate, of Chatham, has located a rig for No. 
1 well on the Hugh McLauchlin farm, north 
of Glencoe. The estimated oil production of 
the 1” ee pool for June is 12,000 bar- 
res, of which the Carman interests shi 
6,700 barrels, — 

The McKenzie-Mann test on the Binnie farm, 
four miles south of Flesherton, was shot re- 
cently without success. The well will be 
cleaned out and a second shot tried. Ben 
Doran is drilling in St. Vincent township, 2% 
miles north of Meaford, and is reported to 
have Secured a small show of oil in the 
Trenton at 704 feet. <A heavier rig is being 
secured to deepen the hole. 

John Brooks, driller, of Sarnia, has returned 
from the Venezuela fields. Chas. Wallen and 
wife, who were in the Russian flelds at the 
outbreak of the war, are reported to have 
been prisoners in Germany ‘since March. 

G. P. France, petroleum technologist, of Sar- 
nia, recently attended the 2lst annual con- 
vention of the American Society for Testing 
Materials at Atlantic City. He was elected 
to the Committee on Lubricants as well as to 
three sub-committees, 

Local shortages of gasoline are reported 
from various parts of Ontario as a result of 
insufficient facilities; and dealers predict that 
the calling in of American tank cars will 
probably involve further, shortages. ‘The sup- 
ply of gasoline is stated to be adequate and 
the difficulty is due solely to lack of trans- 
portation, 


NORTH LOUISIANA DAILY PRODUCTION FOR 
WEEK WAS APPROXIMATELY 44,000 BARRELS 


Shreveport, La., July 10, 1918. 


W. S. Farish issued a call to all independent 
producers to be present at a meeting at Hous- 
ton, Texas, Saturday, July 6, to confer with 
representatives of the United States Fuel Ad- 
ministration concerning the _ stabilization of 
crude oil prices for this territory. The meet- 
ing was well attended by North Louisiana op- 
erators, some fifteen or twenty leaving Friday 
night for Houston. 

The independent producers have formed a 
local organization at Shreveport which will 
be called the North Louisiana Independent Oil 
and Gas Association, and which it is expected 
will have an important effect in centralizing 
the-jnterests of producers in this territory. 


The daily average production of the North 
Lceuisiana field for the past week was 43,900 
barrels, nearly 25,000 barre's of which was 
produced in the Pine Island district. It is ex- 
pected that the present price of $1.25 a barrel 
for the Pine Island oil will be raised by the 
Board .of Equalization to $1.65 or $1.70. 


Assertions made by the local gas supply 
company of a threatened scarcity of gas in 
this territory have aroused serious protest, as 
it is well known that there are millions of 
feet available and only awaiting pipeline fa- 
cilities. City Commissioner Kahn has ob- 
tained the consent of the United States Geo- 
logical Survey to send an impartial Federal 
expert here to make a survey of the gas fields 
surrounding Shreveport, and it is earnestly 
hoped that this action will set at rest any 
doubt as to the availabie gas resources of 
this section, 

Among the completions of the week were 
three on the Caddo Mineral Lands Co. lease, 
No. 3 and No. 5 in section 22-21-15, each mak- 
ing 250 barrels, and No. 16 in section 23-21-15, 
making 500 barrels, by the Texas Oil Co. No. 
1 J, H. Herndon in section 22-21-15, is flowing 
500 barrels, and No. 83 D. & G. Rains, section 
27 21-15, made a 50-barrel pumper. 

The Lotus Oil Company completed a 2,000- 
barrel well in Logan No. 4; the Gulf Refining 
Company’s Watkins No. 6 is flowing 1,100 
barrels, and their Dilbert Tyson et al. No. 1 
is flowing 1,500 barrels; the Dixie Oil Com- 
pany’s Slattery No. 5 is making 150 barrels, 
and the Jim Clark Oil Company’s Raines No. 4 
is also making 150 barrels. 

Woolf, Keen & Richardson completed Solly 
No. 4, flowing 300 barrels. 

In the Mooringsport district S. K. Baird et al 
completed a 50-barrel pumper in Shropshire 
et al. No, 1, section 4-20-15, and the Gulf Re- 
fining Company a 35-barrel pumper in Ferry 
Lake No. 144, section 24-20-16. 


Drilling Operations. 


The Fortuna Oil Company has made loca- 
tions for two wells on the Hampton lease and 
one on the Pitts in section 10-21-15. The Lake 
Oil Company is rigging up to drill on the 
Wells heirs lease in section 10-21-15; the Red 
“ine Oi! Company has derrick up for Huckaby 
No. 1 in section 9-21-15, and Harrell & Huck- 
aby are drilling at 1,000 feet in Huckaby No. 1, 
section 11-21-15. 

A little west of previous development, the 
Gulf, Refining Company has made a location 
for J. H. Levy No. 1 in section 16-21-15, and 
in the north end of the district the Big Tom 
Oil and Gas Company is rigging up to drill 
Caddo Levee Board No. 1 in section 2-21-15. 


The Red Banks Oil Company is operating 
principally tn the south end of the district, 
where they have a good chance of making 
some interesting extensions of the field. In 
section 25-21-15 derrick is up for Herold No. 2, 
and there are two rigs running on the Muslow 
lease and one on the Edith Smith, and a 
location has been made on the Campbell lease 
in section 2-20-15, a mile south of previous 
development, 

Several miles north of the Pine IsIland de- 
velopment, and practically connecting with the 
Hosston production, the Greer Oil Company 
has derrick up for Bob Barr No. 1 in section 
32-22-15, and the George Oil Company has 
made a location for Newby No. 1 in section 
34-22-15. Three miles northeast of the Old 
Settlers’ well the W, E. Hall Oil and Gas Com- 
pany is drilling at 1,800 feet in Doles No. 1, 
Section 33-22-14, and in the southeast corner 
of the district Buckley et al. are making a 
test on the Dickson lease in section 36-21-15. 
The Three Rivers Oil Company made an un- 
Successful chalk rock test in Hobbs wo. 2, 
Socks 29-21-15, and are drilling to the deep 


_ The Murray Oil Company hag set 6-inch cas- 
ing in No. 2 Murray, section 14-21-15, and has 
derrick up for No, 3; the Mississippi Oil and 
Gas Company is drilling at 1,060 feet in No, 1 
Olds, section 9-21-15; the Sammies Oil Com- 
pany is drilling at 750 feet in No, 2 Pitts, sec- 
tion 10-21-15; Woods & Snyder are drilling at 
1,500 ‘eet in No. 1 Raines, section 15-21-15, 
and the Uncle Tom Oil Company is drilling at 
1,400 feet in No, 1 White, section 15-21-15. 


In the eastern extension of the Mooringsport 
district, the Peerless Oil Company ig drill- 
ing at 2,000 feet in No, 2 Dickson, section 27- 
20-15 and in the same section have set 6-inch 
casing in No. 5 George and made location 
for No. 6. The Gulf Refining Company are 
making a test in this territory on the Brown 
& Crouch lease in section 27-20-15, in which 
they have set liner and are arranging to bail 
at 2,300 feet, and in the same section the 
Louisiana Oil Refining Corporation is drilling 
at 1,150 feet in No, 1 Hicks & Lane, 

In the Cross Lake district the Caddo Oil 
and Refining Company is rigging up to drill 
No, 4 Cross Lake in section 5-17-14, 

in the Black Lake district, in Red River 
parish, the Ola Oil Company is drilling at 
1,050 feet in No. 3 Wren, section 22-12-8, 

In the Elm Grove district, Bossier parish, tne 
Texas Company is drilling at 900 feet in No, 1 
Harris, section 4-16-11; the Arkansas Natural 
Gas Company at 225 feet in No. 70 Gayle, sec- 
tion 4-16-11, and the Southwestern Gas ana 
Electric Company is rigging up to drill No. 
171 on the Bossier Land Company lease In 
section 9-16-11, 

In Claiborne parish, the Consolidated Prog. 
Oil Company made a shallow test in No, 1 
Featherstone, section 20-21-7, getting a good 
showing of oil and gas, but are drilling deeper 
for a test in the deep sand. 

The Arkansas Natural Gas Company is drill- 
ing ahead at 2,450 feet in the Gilliland well 
in Ouachita parish, a test in which a recent 
showing of oil aroused intense interest, as 
the possible opening up of a new pool. Five 
miles south of the Gilliland well the Standard 
Oil Company is drilling at 300 feet in a test 
on the Dixie Lumber Company lease. 

The Texas Company has completed its fourth 
producing well on the Pickering Lumber Com- 


pany lease in Shelby county, Texas, and is 
vuilding derrick for No, 

in Panola county the Texas Company is 
setting liner in No. 2 on the Waterman Lum- 
ber Company lease and the Gulf is rigging 
up to drill No, 1 W, G, Agurs, 


Weekly Summary. 


Following is a table giving summary of wells 
completed in the North Louisiana field during 


the past week:— 





Districts, Comn Prod. Dry. Gas 
Caddo ........ eoees 13 6,835 ee see 
De Soto ....sscceee oe ove eee coe 
Red River ......- eo ee ee eee eee 
Bossier .....seeeee+ ee coe oe oe 
Wildcats ....eeeeee ee ose eee ee 

Totals’ ..ccccees oo BS 6,835 see whe 


June Summary. 
The following table is a summary of com- 
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pletions and drilling operationg in the North 
Louisiana field during the month of June:— 
Comp. Prod. Dry. Gas. Rigs. Drg. Tot. 
. 32 13,395 1 92 120 212 
1 25 2 2 4 


Dists, 
Caddo . 
De Soto.... ee oe 
Red River.. .. ee ee ee 
Bossier .... 4 100 ae ee 
Wildcats .. 6 o* 3 3 10 
«+++ 43 13,520 4 3 107 #173 280 
eeee 61 31,275 10 8 
Difference. 8 17,755 6 5 18 5 23 
Approximate production for the month of 


June:— 


June 
May 








Barrels. 

De Soto and Red River.......ssseees 202,125 
Caddo and Northeastern Texas....... 1,001,560 
Total, Jume ....+++.- secceccceseses 1,203,685 
Total, May ...seeccseeees cocccccccece ApmeOOne 
cccccocccss SO SRO 


Decrease ... 


CALIFORNIA FIRST HALF YEAR SHOWS 406 
WELLS STARTED—DECLINE DURING WEEK 


Los Angeles, Cal., July 8, 1918. 


Conditions in the California oil fields remain 
unchanged. Fourteen new welis were started 
during the past week, which is a little less 
than normal. Labor conditions have been 
finally and completely settled by the Federal 
Oil Inspection Board and a uniform scale of 
wages has been adopted throughout the State. 
Prices continue stable, with no tendency for 
a further advance, due to the embarrassment 
caused small refiners by the last raise, 


Federal Board Adjusts Labor Laws. 


The Federal Oil Inspection Board, after close 
investigation of the situation in the oi! fields 
as to the relation between employing compa- 
nies and their workers, has issued an \order 
fixing rates of wages, hours of employment 
and price to be charged for board and lodg- 
ing throughout the State. 

Eight hours will constitute the working day, 
with a strict $4 minimum for all employes, 
the casual labor class being abolished. Com- 
missary and clerical help are not regarded as 
caming within the jurisdiction of the board, 
nor are the employes of public utilities other 
than pipelines. ‘The right of labor to organize 
and bargain collectively through chosen dele- 
gates is affirmed, and the right of intimidation 
Emergency time is to be paid for 


is denied. 
in time off later on. Wages are to be the 
same in all fields. The gross result is to 


cause more money to be paid employes. 


The circular is addressed to all oil and gas 
producing companies, all oil and gas pipeline 
companies, all companies operating cleaning, 
topping, dehydrating and gasoline plants, and 
to ail oil, gas and pipeline workers in the 
State of California. Following are the chief 
items in the text:— . 

By the findings of the President's Mediation 
Commission at Santa Barbara, Cal., on Novem- 
ber 24, 1917, three fundamental principles 
were established:— 

(a) The 8-hour working day. 

(b) The $4 minimum wage. 

(c) Non-diserimination and non-intimidation. 

In discharging its duties and the application 
of these principles, the board will treat the 
oil industry as an industrial entity, in which 
wage scales and working conditions should be 
uniform and made generally effective without 
regard to districts. 

Any employe or employer is privileged at 
any time to present a grievance to this board. 
All questions involving a disagreement, how- 
ever, must be submitted in writing and filed 
with the secretary of the board, setting forth 
the facts of the case, the names of the persons 
complained of, and full details of the contro- 
versy. The findings of the board will in all 
cases govern and bind the respective parties. 

The right of workers either to act individ- 
ually or to organize into trade unions and to 
bargain collectively through chosen_representa- 
tives is recognized and affirmed. No coercive 
measures may be exercised to influence other 
persons to join such organizations. 

The right of an employer to discharge an 
employe, or of an employe to leave his em- 
ployment at any time, is also recognized and 
affirmed; but no employe shall be discharged 
on account of his trade union affiliations, nor 
shall any employe or set of employes leave 
his or their employment for the purpose of 
intimidating or coercing an employer. 

Eight hours shall constitute a day’s work 
for all workers, and longer hours of labor will 
not be permitted, even though the employer 
desires and the worker is willing to work ad- 
ditional time, except in cases of emergency, 
when life and property are in danger, or where 
the economical conduct of the business de- 
mands longer hours. 

Tne scale of wages is to be applied with 
no differentiation between the Valley, Coast 
and Southern fields, as heretofore. The scale 
of wages follows:—Drillers, $8; tool dressers, 
$5.50; roustabouts, $4; well pullers, $4.25; 
pumpers, $4.25; teamsters, $4 to $4.50, ac- 
cording tc number horse teams; truck drivers, 
light, $4.26; heavy, $5; watchmen, $4. 


Union’s Report Reflects Prosperity. 


Conditions in the California oil industry for 
the first six months of the current year are 
reflected by the semi-annual report to the 
stockholders, issued last week by the board of 
directors of the Union Oil Company, The re- 
port is signed by W. L, Stewart as president 
and R. D, Mathews as comptroller. 

The profits of the company for the first six 
months of the year, as disclosed by the report, 
approximate $4,550,000, or an average of 22 
per cent, of the capital stock outstanding for 
the six months. This is an increase of $70,000 
over 1917 and is the profit subject to war tax 
after deducting for depreciation. 

The profit of 1917, as stated in a quarterly 
letter dated July 6, 1917, included an extraor- 
dinary operating profit of $220,000. The per- 
centage of net profit earned in 1918 is, of 
course, lower, owing to the increased capital- 
ization, The profit stated above for both 1917 
and 1918 is before deducting war taxes. 

Production by the company and its controlled 
organizations totaled 4,431,000 net barrels of 
crude oil, a 22 per cent. increase over last year. 
Sales during the same period also increased 22 
per cent, in value, totaling $20,100,000, In 
this connection the report states that the 
company is carrying approximately the same 
quantity of crude oil in storage as was the 
case January 1, despite the fact thar deliv- 
eries have been large, with State stocks further 
being drawn upon, 

Total dividends paid to date since the incor- 
poration of the company, including the one 
payable this July 20, approximate $41,700,000, 
the report further states, 

Surplus and operating reserves on June 30, 


1918, approximately $20,200,000, the decrease 
from December 31, 1917, being occasioned by 
the paymtnt of the 10 per cent, dividend, 


amounting to $3,951,193.10, 


Stock Exchange. 

At the Los Angeles stock exchange there is 
little interest being taken in oil stocks other 
than Union, General Petroleum and Mascot. 
Especial interest at the present time is being 


shown on Mascot stock, which gold last week 
at double par value. The reason for this 
is a well which is nearing completion in the 
Montebello district, The well looks good, but 
the speculators are awaiting definite returns. 
The Union has shown some activity and is 
up to $106 and fractions, The General Petro- 
leum moves a little sluggishly and is rang- 
ing a couple of points below par. 

At San Francisco the General Petroleum 
common at one or two points below and Gen- 
eral Petroleum preferred at four or five points 
below common, both issues selling freely, 
constitute a feature of the last week on the 
stock and bond exchange. Associated and 
Union stocks and bonds, also, show some life, 
but the atmosphere of the exchange is not. so 
charged with oil as it was ten days ago, 

The monthly report for June showed an ac- 
tive period of trading. Of General Petroleum 
(common), 6,827 shares were sold; same, pre- 
ferred, 1,485; Amalgamated, 10; Associated, 
2,520; Union, 1,325. The total selling value 
of these stocks was close to $1,500,000. Of 
bonds there were sold $91,000 worth of Gen- 
eral Pipeline and $11,000 Union Oil, The 
seliing value of these bonds added about 
$100,000 to the total valuation of oil securi- 
ties sold during the month of June, 


New Work. 


A total of feurteen new wells were started 
in the California fields during the past week, 
according to the report of the State Mining 
Bureau. This number was three lesa than 
the total for the previous week and makes 
the total for the first half of the year 406. 
An exceptionally large number of tests were 
made for water shut-off throughout the State, 
there being a total of thirty-six wells at this 
stage of the driling, as compared to eighteen 
the week previous. Tleven wells were deep- 
ened or redrilled and two were abandoned. 

Of the fourteen new wells started ten were 
in the Midway-Sunset fleld, This was due 
to a large extent to the active drilling policy 
still being maintained by the fuel oil de- 
partment of the Southern Pacific. This con- 
cern started a total of six wells in the Mid- 
way field, two on section 15-32-24 and four 
on section 56-32-23. This is further proof 
that the government, in taking over the rail- 
roads, is speeding up their work in the oil 
fields with an eye to the future production. 
Another well started in the Sunset fleld on 
section 32-12-23 was started by the Obspo 
Oil Company, of which H, M. Payne is the 
receiver. This was one of the properties 
tied up in litigation with the government. 

The Doheny Pacific Petroleum Company 
was responsible for two new wells last week. 
one being started on gection 62-11 in the 
Montebello field, which is this company’s first 
well in the southern field, and one on section 


36-3-18 at Simi, in Ventura county. This 
corporation is operating in nearly eve fleld 
in the State, and its first well in the Monte- 


bello field is on property which is exceptionally 


promising. 

The St. Helens Petroleum is preparing to 
start drilling its first well on the east half 
of the northeast quarter of section 22-32-24, 
just east of the General Petroleum, on the 
west half of the same quarter section. This 
is the property which the St. Helens ac- 
quired a few weeks since from the Maricopa 
Investment Company. The General Petroleum 
drilled two wells on the north of section 22. 
In one the depth attained was insufficient 
to establish its value, mechanical difficulties 
forcing its abandonment. The other is now 
producing about 50 barrels daily of 27 gravity 
oil from a depth of 3,400 feet, This last is 
the only producing well on the entire section, 
although the owners spent quite a sum in 
exploration work. The General Petroleum 
well was not drilled far into the sand. 

From the number of wells ready for the 
water shut-off test reported last week, ap 
extra large amount of new production can be 
expected within the next couple of months. 
There were nineteen ‘such tests reported in 
the Valley section, three in the Coast seo- 
tion and fourteen in the Southern section. 

Following is a list of new work, according 


to field:— 
Begin Deepen 
drilling Testof or 







Field. new water redrill Aban- 
Valley— wells. shutoff. welle. don. 
Midway-Sunset ..... 10 12 6 1 
Bern RIVE... ccccce 08 a es ee 
Coalinga .... oce 3 as 1 ee 
McKittrick ...... owe “2 ae ee 
Lost Hills-Belridge. .. 3 ee ee 
Coast— 
San. Maria-Lompoc.. 3 1 ee 
Summerland ...... .. ee oe oe 
South— 
Fullerton-Whittier . 2 10 es 1 
Ventura Co-Newhall 1 4 3 ee 
Los Angeles-S.Lake .. a ee ee 
SOROS ec sccnsi socean Bt 36 11 2 
Previous week....... 17 18 10 4 
Difference ...... << 18 1 2 
Field Notes. 
After having drilled two shallow wells 


less than 600 feet in depth, the St, Helen’s 
Petroleum Company has abandoned the 
lease which it held on lands near Camar'llo, 
Ventura county. The geology of the land 
all pointed to either very shallow produc- 
tion or none of commercial quantity, there- 
fore the list was considered sufficient to 
justify abandonment of the project. 

The Pan-American Investment well No. 
15-B, on the Bell Ranch near Casmalia, is 
still unfinished. It is down 4,400 feet and 
has to shut off water and go further into 
the sand. The outlook for a _ producing 
well, however, is cons‘dered good. 

The twenty acres owned by the Birch Oil 
Company in the Brea field presents accu- 
rately the difficulties encountered by freak- 
ish geological formations to most of the 
operators. Well No. 5 drilled six years 
ago came in producing 28 gravity oil, 
and is producing the same gravity oil to- 
day. No. 14, just completed at a depth 
of 3.987 feet, 37 feet deeper, is producing 
a 20 gravity oil. The distance between 

















a a a 


OIL PAINT AND DRUG REPORTER July 15, 1918. 


EMLENTON REFINING COMPANY 


REFINERS PETROLEUM 


“EMOLENE” White Oil—860-865 §.G. For Medicinal Purposes 
Technical White Oils Petrolatum (U.S. P.) 


Gasoline—Naphthas—Kerosene—Fuel Oil—Mineral Colza—Filtered 
Cylinder Stocks—Steam Refined Stocks—Viscous and 
Non-Viscous Neutrals—Paraffine Wax 
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ANCHOR STEEL BARRELS 


THE STANDARD OF QUALITY 


Made in the Largest Steel Barrel Plant 
in the World 


MEURER STEEL BARREL CCMPANY, Inc. 


BROOKLYN, N. Y. 
WORKS: LONG ISLAND CITY 
SALB& OFFICBS 
PITTSBURGH DALLAS SAN FRANCISCO 
THE SPECIALTIES CO. BUILDERS METAL PRODUCTS CO., Agents SANTA MARINA BLDG. 


BAKEWELL BUILDING 





GULF REFINING COMPANY 


REFINERS OF 


Oklahoma, Texas and Louisiana 


PETROLEUM 
Refined Oil, Gasoline, | Naphtha, 
Gas Oils, Asphalt, Parafiine Wax 
FUEL OIL 


LUBRICATING OILS 


Cylinder, Engine, Cordage Red Pale 
Paraffine Oils 


General Sales Offices: PITTSBURGH, PA. 


District Sales Offices: 
New York Houston Atlanta 
New Orleans Tampa Philadelphia 


Boston 
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the two wells is very little. Well No. 6, 
situated 30 feet from a 28 gravity well, 
is making oil of 23 gravity. All these 
wells are comparatively the same dept 
and are located very close together. 

The Huntington lease well is being given 
one of the most exhaustive pumping tests 
ever given a wildcat well. For the past 
six weeks this well has been on the beam, 
and thus far has produced nothing but 
salt water. This well was drilled to @ 
depth of 3,662 feet and on account of . 
number of: favorable showings the wel 
made the management decided to ae 
drilling at this depth and test the wel 
out. It is the intention of the Amalgamated 
to continue the pumping test and also en- 
deavor to trace out the water and shut it 


off, 

The Standargd Oil Company’s Murphy prop- 
erty is one of the busiest places in = 
Southern California field, and the wor 
starts the month of July off with nine 
wells drilling, two are standing cemented 
and a rig grade for a new well has oe 
started. The Murphy property is = n- 
taining wonderful figures for product - 
of oil. The combined output of the a 
ern field is now 600,000 barrels daily, and 
of this amount the Murphy and pune? 
leases make more than half. The Murp ny 
has wells flowing all the way from one 


v thousand barrels daily. 

“Reports from San Francisco indicate a 
the delay in giving publicity to the ree f 
oil data is likely to be further aa a 
When submitted to Secretary Firth, ¢ oone 
Petroleum War Service Committee, the a 
eral sets of figures were at such wide oo 
ance that it was impossible to a ong - 
them except by a thorough examination 


detail. 


a 


Oil Company has declared the 
vauaer monthly dividend of 1% per 


cent., payable August 10, 


i 3 y de- 

United States Glass Company de 

aren a quarterly dividend of $1, pay- 
able July 2% to stock of record July 18. 


da 

he Globe Oil Company has declare 
vemine monthly dividend of 1% per ce nt., 
payable August 10. Books close July 20. 


Mk Basin Petroleum Company nas 
dau the usual quarterly dividend of 
2% per cent., payable August 1 to stock 
of record July 1. 

Michigan Limestone - Chemical 
Gpaeas has’ declared the regular quar- 
terly dividend of 1% per cent. on the 
preferred stock, payable July 15. 


Ki »y Oil and Refining Company has 
ésdlared the regular quarterly dividend 
of 2 per cent., payable August 1 «\ 
stock of record July 15. 


American Zinc, Lead and Smelting 
Company has declared usual quarterly 
dividend of $1.50 per share on preferred 
stock, payable August 1 to stock of rec- 
ord July 19. 


The National Carbon Company has de- 
clared the usual quarterly dividends of 
2 per cent. on the preferred and $1 a 
share on common stock, both payable 
August 1 to stock of record July 20. 


Standard Oil of California _ declared 
regular quarterly dividend of $2.50 a share 
and an extra dividend of $2.50 a share, 
payable in Third Liberty Loan 4% per 
cent. bonds. Both dividends are payable 
September 16 to stock of retord August 
15. Any extra dividend of less than $59 
and dividend amounts in excess of $50 
and multiples thereof will be paid in 
cash. 


——37“~“<-——_ 


New Oil Territory in Wyoming to Be 
Tested 60 Miles From Kingman. 


Casper, Wyo., July 12, 1918. 


oO. T. Flynn and associates of King- 
man and Phoenix have located about five 
sections of land in Cottonwood Valley, 
about sixty miles northwest of King- 
man, on the Colorado River, and are to 
‘ncorporate a company to test out the 
ground for oil. They are now building 
a railroad to connect with the main line. 
It is claimed that oil appeared on the 
pools and in a well that was sunk some 
time ago for water. This is new oil terri- 


tory. 

Oo. T. Flynn, a New York oil expert, 
made the discovery, and more than 4,000 
acres of land bearing oil indications have 
been staked off, mostly by chloride peo- 
ple, and it is reported that one drilling 
outfit has been ordered. The company 
plans to open New York offices in a few 
weeks. 





Mexican Petroleum Shipments Show 


Increase Over 1917. 


Mexican Petroleum earnings for last 
year are likely, after all write-offs and 
taxes, to be nearer $12 a share than the 
#18 a share estimated. Commandeering 
of boats :,educed the company’s income, 
bet changes have been made in the Brit- 
ish shipping control, and many of the 
Mexican Petroleum Company’s tankers 
are to be returned from Europe. The 
scutput of petroleum by the Mexicaw 
Petroleum Company of late months com- 
pares as fuoilows:— 






1917. 1918. 

FOMGEEY:, 6s cesvesecesvs 510,752 *631,629 
POOCURES 6 é6eeséccenet 364,168 *831,289 
March ...00. 706,066 *756,782 
April na ° 451 *824,866 
BE Katt ieneieeaesaehs ae 0 06——té‘t wT ie 
Pe caseseesees tanntas +576,978 

SU he cedenndadeeanteae See: (pee wnee 
AUBUBt .nccccccccsccce re. © sentene 
Gemtemher .6ciciccaces [See  060Ct”sCd tee te 
Ce isc cccctseanned Ts —=—t—<—s~sés«s~S nw 
ED... ccaawn eee a =3©—is hens 
TD nn 5 0066400460 | re 


*Five ships in trans-Atlantic. ¢Two ships 
in trans-Atlantic. {Four ships in trans-At- 
lantic. §Six ships in trans-Atlantic. 





The joint stockholders of the Metro- 
politan Petroleum Corporation have 
decided to extend the time for making 
deposits with the Mercantile Trust and 
Deposit Co. to and including July 16, 
1918. 


OIL PAINT AND 


DRUG REPORTER 


CHESTER NARRAMORE, PETROLEUM CHIEF, 
SENT TO LONDON TRANSPORT CONFERENCE 





A. W. Ambrose Will Be Act- 


ing Head of Petro- 


leum Division. 


Washington, July 13, 1918. 


Chester Narramore, chief of the Petro- 
leum Division, United States Bureau of 
Mines, has been sent as representative of 
the Oil Division of the United States Fuel 
Administration, the Shipping Board, and 
the Bureau of Mines as American petro- 
leum representative to the Inter-Allied 
Maritime Transport Council, with head- 
quarters in London. He will have to visit 
London, Paris and Rome. He has taken 
with him W. E. Perdew as technical as- 
sistant on refining problems. 


The purpose of the conference is to co- 
ordinate efficiently the requirements of 
the allies and the American expeditionary 
forces so as to get a maximum of sea- 
carriage to supply the needs of the fight- 
ing forces. 

Mr. Narramore has been chief of the 
Petroleum Division of the Bureau of 
Mines since January, 1917. He graduated 
from Leland Stanford University in 1903, 
from the department of geology and min- 
ing. For some time he did field work in 
geological examinations for the Cali- 
fornia State Mining Bureau. He was 
next statistician for the United States 
Geological Survey, from 1905 to 1908, and 
was in charge of the Denver office. Then 
he was field geologist for the Associated 
Oil Company of California, in the Mid- 
way-Sunset fields, Kern county. He was 
superintendent in the Coalinga oil field in 
1918, in charge of all field operations, and 
negotiated a big merger of oil companies. 

In 1914 he was field superintendent of 
Ventura county, in charge of operating. 
including drilling, producing, erection and 
oneration of gas, gasoline plants, etc. 
During 1914 and 1915 he was manager ot 
the Calgary Petroleum Products Com- 
pany, Ltd., in charge of all operations, 
sinking deep wild-cat holes, producing 
Dingman well, making gasoline tests, etc, 

From October, 1915, to October, 1916, he 
was deputy State oil and gas supervisor 
in charge of McKittrick, Midway. Sunset 
and Kern River oil fields. In October, 
i9lf, he came to the United States Bu- 
reau of Mines as petroleum technologist 
and became acting chief of the petroleum 
division in January, 1917, and was offi- 
cially appointed chief of the division 
March 5, 1917. 

W. E. Perdew, who accompanies Mr. 
Narramore to Europe, is also a graduate 
of Leland Stanford Umiversity, from 


which he received his degree as chemical’ 


engineer in 1911. He had experience with 
the Kern Trading and Oil Company, now 


the Southern Pacific Fuel Oil Department 
from 1911 to April, 1917. He was in 
charge of gauging as well as working out 
problems on the water rifle line of the 
Associated Oil Compamies from San 
Joaquin Valley oil fields to Port Costa. 
He also had experience in distillations, 
analyses of oils and waters, as well as 
being in charge of all research work in 


CHESTER NARRAMORE. 





Chief Petroleum Division, U. S. Bureau 
of Mines, Who Has Been Sent to 
London Petroleum Conference. 


lubricating oils, gasoline, tops and natural 
as. 
i coming to the Bureau of Mines, in 
April, 1917, he has been in charge of the 
Washington laboratory and efforts along 
confidential lines of war work in relation 
to motor fuels, aeroplane lubricants and 
other phases of the petroleum industry. 
While Mr. Narramore is on this impor- 
tant mission A. W. Ambrose, who gradu- 
ated from Leland Stanford in 1913, will be 
acting chief of the division. Mr, Ambrose 
had extensive experience in the Cali- 
fornia and Gulf Coast fields before com- 
ing to the Bureau of Mines, eight months 
ago. 





CHEMICAL, OIL AND DRUG BUYERS FOR THE 
TREASURY DEPARTMENT AND FOR PANAMA 


Washington, July 13, 1918. 


Persons wishing to sell chemicals, oils, 
inks, medicines, laboratory and scientific 
supplies to the various offices under the 
Treasury Department and the Panama 
Canal Commission are advised by the au- 
thorized purchasing officials as follows:— 


Treasury Department. 


All contracts for supplies, etc., for use in 
the Washington offices of the several bu- 
reaus and divisions of the Treasury Depart- 
ment are made through the chief clerk of 
the department, Paul F. Myers, except con- 
tracts of a particular nature, which are 
made by the following offices:— 

Bureau of Engraving and Printing.—Pur- 
chasing officer, the director, James L. Wil- 
meth, Fourteenth and D streets, S. W.: con- 
tracts for various colors for inks, linseed 
oil. 

Customs Division.—Purchasing officer, the 
chief of the division, F, M. Halstead, Bond 
Building; contracts for fuel, laboratory sup- 

lies. 

Mint Bureau.—Purchasing officer, Hon. 
Raymond T, Baker, Treasury Building; con- 
tracts for laboratory supplies, chemicals, 
graphite goods, machinery, copper, zine, 
nickel, silver, gas, and electricity, brass and 
iron castings, etc. 

Public Health Service.—Purchasing officer, 
the surgeon general, Dr. Rupert Blue, But- 
ler Building; contracts for laboratory, scien- 
tific, medical, hospital supplies. 


Public Moneys Division.—Purchasing of- 
ficer, the chief of the division, H. P. Hud- 
dleson, Treasury Building; contracts for 
cloth coin bags. 

Supervising Architect’s Office.—Purchasing 
office, the acting supervising architect, 
James A. Wetmore, Treasury Building; con- 
tracts for repair, operation and maintenance 
of Federal build'ngs under coontrol of the 
Treasury Department and for construction 
of buildings specifically authorized, 

The purchasing officer of the Federal Re- 
serve Board is the secretary, Treasury Build- 
ing, and the purchasing officer of the War 
Finance Corporation is the chief clerk, H. 
E. Dameron, Treasury Building. 


The Panama Canal. 


The Washington office is the headquarters 
for the Panama Canal in the United States 
and handles all purchasing, administrative 
and appointment matters (not military) re- 
lating to the canal. Assistant purchasing 
offices are located in New York City, New 
Orleans, La., and San Francisco, Cal. The 
addresses follow:— 

Washington office, 1709 G street. N. W., 
A. L. Flint general purchasing officer and 
chief of office. 

New York office, 24 State street. R. E. 
Rutherford, assistant purchasing agent. 

New Orleans office, 606 Common street. A. 
S. Perry, assistant purchasing agent, 

San Francisco office, Fort Mason, San 
Francisco, Cal. In charge of depot quarter- 
master, United States Army. 





FOREIGN TRADE OPPOR- 


TUNITIES. 





Correspondence in regard to any 
of the following foreign trade oppor- 
tunities should be addressed to the 
Bureau of Foreign and Domestic 
Commerce, Washington, D. C., or 
to any district or co-operative office 
of the bureau and not to this office. 
When writing give the number of 
the item. 
———————————————————————————— 

No. 27,147.—Fertilizers. 


An agency is desired by a man in France 
for the sale of fertilizers and all other general 
products pertaining to agriculture. Reference. 


No. 27,148.—Oils, Chemicals, Etc. 


An importer in Italy is in the market for 
fish olls, mineral Oils, linseed and castor oils, 
all kinds of industrial and pharmaceutical 
chemical products and other products, such as 
stearin, paraffin, soap, turpentine and dextrin. 
He would also like to represent American man- 
ufacturers and exporters of above products. 
Payment will be made by cash against ship- 
ping documents in New York through bank. 
All preliminary correspondence may be carried 
on with correspondent in the United States. 
References. 


No. 27,152.—Chemicals. 


A firm in France would like to secure an 
agency for the sale of chemical products. Pay- 


ment will be made by cash on delivery. Cor- 
respondence may be in English. Reference. 


No. 27,157.—Copra Machinery. 


An agent of an American firm, who is sta- 
tioned in Jamaica, desires to purchase machin- 
ery for the manufacture of copra. Quotations 
should be made f. o, b. or c. 1. f., or landed 
on firms’ own docks at New York or New Or- 
leans Correspondence may be in English. 


No. 27,161.—Fertilizers. 


A man in Italy wishes to buy chemical fer- 
tilizers Credit will be opened in American 
banks for payment. Estimate of freight rates 
to Genoa should be given. Correspondence 
may be in English. References, 





Mexican Petroleum and Mexican 
Eagle Settle Dispute, and New 
Company Will Be Formed 
to Take Over Property. 


A Tampico dispatch says that after 
eleven years’ litigation the Doheny Mexi- 
can Petroleum interests and the Cowdray 
Mexican Eagle interests have settled the 
status of about 71,000 acres of oil prop- 
erty adjoining the Cowdray del Llano 
Portrero property, with production esti- 
mated at from 65,000 to 90,000 barrels a 
day. It is understood that a new com- 
pany will be formed to take over the prop- 
erty in question, and that the organiza- 
tion will be on a fifty-fifty basis. The 
Mexican Petroleum Company production 
last year was about 18,400,000 barrels, and 
that of the Cowdray interests but slightly 
less. 
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MORE GASOLINE 
FOR OUR ALLIES 


All Waste Must Be Elimi- 
nated, Despite Excess 
Output, to Meet 


Demands. 


Washington, July 12, 1918. 


The constantly growing demand for 
gasoline to supply airplanes and motor 
transports now with the American over- 
seas forces in France will necessitate 
continually increased shipments to the 
American expeditionary forces. Present 
stocks of gasoline, however, are now 
ample to supply the war demand and to 
allow the normal rational consumption in 
this country to continue. — 

The abnormal waste which character- 
izes the use of gasoline in motor-propelled 
vehicles, however, must be brought to an 
immediate halt. Legitimate use of gaso- 
line for internal combustion engine fue] 
does not mean that gasoline may be 
handled wastefully. The present method 
of distribution of gasoline is extremely 
wasteful, the product being handled care- 
lessly and without the slightest regard 
for conservation in thousands of garages 
and supply stations throughout the coun- 
try. The Fuel Administration is urging 
everyone concerned in the production, 
distribution and consumption of soline 
to eliminate every possible point of waste. 
Unless this is done the present supply 
may in a short time become an actual 
shortage. If this condition develops the 
Fuel Administration will not hesitate to 
make _ effective enforced conservation 
methods, which, however, up to the pres- 
ent have not been necessary. 





Safety Congress Hears How Chemical 
Companies Protect Workmen. 


The great strides in safety work, made 
by big plants in the chemical and other 
Reporter industries, were described be- 
fore a conference of several hundred 
manufacturers in St. Louis recently by 
Cc. W. Price, field secretary of the Na- 
tional Safety Council. The conference was 
a preliminary to the national convention 
of the council to be held at the Hotel 
Statler in St. Louis during the week be- 
ginning September 30 next. 

Indicating what may be accomplished 
by organized safety work, Mr.. Price 
showed that at the General Chemical 
Company's plant at Bayonne, N. J., the 
accident. record of the year ending Augusc 
1, 1917, 500 men worked a total of 584,296 
hours and lost only 148 hours on ac- 
count of accidents. At the E. I. du Pont 
de Nemours Company, comparing the 
record of 1916 and the record of 1918, it 
was discovered that there was a reduc- 
tion of 62 per cent. in deaths from acci- 
dent, this in the face of abnormal labor 
conditions with an increase in the num- 
ber of employes of 1,000 per cent, 


—- 


Freight Rate Circular Explained by 
Director C. A. Prouty. 


; Washington, July 13, 1918. 

Fertilizer, chemical, oil, paint and 
other industries which have been con- 
cerned regarding the operations of gen- 
eral order No. 2 (effective August 1) of 
the United States Railroad Administra- 
tion may find some relief in an official 
Statement by C. A. Prouty, director of 
the Division of Public Service and Ac- 
——. explaining the order. 

te railroad has a lien upon th 
for its freight charges: that in it may demana 
payment of the freight money as a condition 
precedent to the delivery of the property. ‘ 
To what extent payment before delivery will 
on eee, wee . usually a local question, 

d mus e left largely to t 
> maividess carrier, : ~~ 

b hile the carrier must protect it 

cases where such protection Ts aeesaaanne tt 
should also treat shippers or consignees in a 
business way. The majority of shippers or 
consignees in the past have paid their freight 
when they receive their g0ods, and that prac. 
tice should be continued for the future. . 
It is not the intent of this order to interrupt 
reasonable arrangements of that sort which do 
not involve the granting of a period of credit, 
ae smoky to put the transaction upon a cash 
rasis, 

3. If in a particular case it is, in the opin- 
ion of the carrier, necessary or in the Interest 
of economy that a period of two days in ad- 
dition to the above prescribed should be al- 
lowed, this may be done upon the filing of the 
necessary bond. The check in this case shoula 
be mailed or payment made on Thursday. 

4. Any plan may be adopted for the pay- 
ment of these freight charges which is equiva. 
lent to a cash transaction, 

5. In many caSes at the present time the 
Shipper or consignee corrects his freight bill 
before paying the same, and pays, not as the 
bill is rendered, but as the bill is corrected. 
There is no objection to a continuance of this 
practice, provided that the shipper or con- 
signee does not abuse it, but proceeds in good 
faith with a revision of the bill, both for um 
dercharges and overcharges. 


—_——____»..§-e——______. 
Butterworth - Judson Corporation's 
Color and Dyestuff Laboratories 
in Operation. 


The Butterworth-Judson Corporation 


announce that their color and dyestuff 
laboratories are equipped and ready for 
service. It is also announced that the 


relations between the Butterworth-Jud- 
son Corporation and Frank Hemingway, 
Inc., under which Frank Hemingway, 
Ine., were the sole distributors of the 
intermediates and dyes of the Butter- 
worth-Judson Corporation, have been 
discontinued beginning June 29, 1918. From 
July 1 the products of the Butterworth- 
Judson Corporation will be handled 
direct from its sales office at 61 Broad- 
way. 
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Fuel, Gas and Road Oolls. 


SOCONY MOTOR GASOLINE--The most reliable auto- 


mobile fuel that can be produced. 


POLARINE OIL AND GREASES — Acknowledged the 


standard lubricants for motor cars. 


MICA AXLE GREASE—Friction-reducing, wear resisting 
—makes light of heavy loads. The Mica is the reason. 


EUREKA HARNESS OIL— Makes leather dlack, tough 


and supple. Keeps water out of the harness and strength in. 


PAROWAX—Pure, refined paraffine for sealing preserves, 
and as an aid to washing. 


MATCHLESS LIQUID GLOSS— Polishes furniture and 


all finished surfaces. It removes dust, cleans and preserves. 


STANDARD ASPHALTS AND ROAD OILS—For lay- 
ing dust, improving and preserving roads. In different grades, 
for all sorts of roads in any locality. 


STANDARD FLOOR DRESSING — Keeps the air free 
from floating dust. Preserves the floors. 


STANDARD HOUSEHOLD LUBRICANT—For every- 


thing about the house that needs oiling. Never gumsorcorrodes. 


Also New Perfection Oil Cook Stoves; Perfection Oil Heaters; 
Rayo Table, Reading and Reception Lamps, Burners and Wicks. 


STANDARD OIL CO. of NEW YORK 


(PRINCIPAL OFFICES) 
NEW YORK ALBANY BUFFALO BOSTON 






Kerosene, Gasoline, Lubricating Oils, 
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OIL PAINT AND DRUG REPORTER 


SULPHUR DEPTH MINING BY FUSING HELD 
PROPERTY OF UNION SULPHUR COMPANY 





How Process Now in Use in Louisiana Was Developed— 
Responsible for Growth of Industry in United States. 


Baltimore, July 12, 1918. 


A decision of great interest to the 
fertilizer and chemical trades was hand- 
ed down recently by the Federal Court 
at Wilmington, Del., in the case of the 
Union Sulphur Company, of Sulphur, La., 
against the Freeport Texas Company, a 
Delaware corporation, and the Freeport 
Sulphur Company, a corporation of 
Texas, engaged in the mining of sulphur 
at Bryan Mound, Tex., the case imvolv- 
ing alleged infringement of patents. 
Judge Edward C. Bradford ruled that 
there had been infringement and that 
the patents of the complaining company 
were entirely valid. 

The case derives its importance from 
the fact that the patents figuring in the 
litigation have been responsible for the 
development of the sulphur mining in- 
dustry in this country. 

The suit was brought for infringement 
of three letters patent issued to Herman 
Frasck and now owned by the plaintiff 
for improvements in apparatus and proc 
ess of mining sulphur, relating more par- 
ticularly to the removal of sulphur from 
deposits deep down in the earth by fus- 
ing sulphur in the underground deposits 
and raising it in a melted condition. This 
method had never been put into opera- 
tion or attempted prior to the Frasck 
inventions. Until the utilization of the 
latter the mining of sulphur was con- 
fined largely to Sicily, where the deposits 
were found near the surface of the 
ground, 

Judge Bradford, in his opinion, reviews 
the efforts made by the Louisiana Petro- 
leum and Coal Oil Company in 1869, the 
Caleasieu Sulphur and Mining Company 
in 1871 and the American Sulphur Com- 
pany in 1890, and reports of their mining 
engineers as to the efforts made to re- 
cover sulphur from this deposit, all of 
which resulted in failure. The depth of 
the deposits and the presence of quick- 
sand and of sulphurous gas made it im- 
possible to sink a shaft into the deposit. 
All efforts were abandoned, although the 
last named company spent not less than 
$350,000 in the enterprise. 

After these failures Frasck, in 1891, 
formed the broad conception of obviat- 
ing all necessity for the mining of sul- 
phur through the sinking of shafts by 
fusing the mineral into its natural state 
and bringing it, while so fused, to the 


surface through piping. And this con- 
ception was embodied in the three pat- 
ents granted to him on October 20, 1891. 
Frasck then attempted to mine the sul- 
phur by the use of the apparatus and 
process covered by the patents, but met 
with failure as far as commercial suc- 
cess was concerned. While attempting 
to use the patents Frasck discovered that 
the sulphur deposit was porous and 
water-laden, which he believed accounted 
for the failure of the fusing process and 
apparatus covered by his patents. After 
further experiments he devised improve- 
ments and obtained the patents that fig- 
ured fn the suit. 

Operating under these patents the plain- 
tiff has met with phenomenal success, 
recovering in 1902 4,983 tons of sulphur and 
increasing the quantity thereafter, until 
in 1912 not less than 786,605 tons of sul- 
phur was brought up. The development 
of the sulphur mining imdustry in this 
country, exclusively under the apparatus 
and process invented by Frasck, has been 
such that Sicily is no longer a competi- 
tor in the American market, and large 
quantities of sulphur are annually ex- 
ported from the United States. 

The court reviewed in detail the pat- 
ents in the suit, pointing out the princi- 
pal features in which they differed from 
the old and unsuccessful patents anda 
a that the patents in the suit are 
valid. 

The defendant company was organized 
in 1913, and a number of wells were sunk 
and operated on the property occupied 
by the Freeport Sulphur Company at 
Bryan Mound, Tex., since that date. The 
defendant contended that it was using 
the process and apparatus of the first 
Frasck patents which had expired and 
become free to the world, with certain 
improvements which were open to the 
company; and that the difference be- 
tween the formation of the plaintiff's 
mine, which was open, allowing for the 
inflow and outflow of water, and the 
formation at the defendant’s mine, which 
was water-tight, made the chief dif- 
ference between the operation of the de- 
fendant under the suit, 

The court fully reviewed the operations 
of the defendant and found that they 
were such as infringed the patents of 
the plaintiff. An order was afterward 
entered in accordance with the opinion. 


NAVAL STORES PRICE INCREASE NECESSARY 
TO CHECK DEMORALIZATION.—/J. A. G. CARSON 


In a recent interview J. A. G. Carson, 
president of the Carson Naval Stores 
Company, one of the oldest factors in 
the trade, and formerly president of the 
Savannah Board of Trade, declares that:— 


“Every basic fact connected with 
the production of rosins and turpen- 
tine justifies the price advances that 
have come and those which may yet 
come.”’ 


“Important avenues of foreign trade 


were at once cut off by the war,’ de- 
clares Mr. Carson. “Our exports of 
rosins and _ turpentine to Germany, 


directly or through Holland and Belgium, 
were a_ vital factor in consumption. 
Prices felt the inevitable effect of re- 
duced outlets, despite the steps taken to 
curtail production. The domestic demand, 
which normally absorbs 45 to 5) per cent. 
of the crop, could not take up the pro- 
duction and values suffered. After the 
first year of war conditions slightly im- 
proved as to foreign distribution, but the 
falling off in exports was even then 
almost 40 per cent. In the third year 
ef the war production had been brought 
down closer to consumptive demand, and 
there was a promise of better things. 
This was shattered by the destruction 
wrought by the submarines, amd the last 
months of 1917 and the early months of 
1918 found conditions in the industry 
more serious than they had yet been, 
culminating in the slump in values in 
early April when rosins sold away below 
the cost of production and the entire in- 
dustry appeared on the verge of a total 
financial collapse. 


“The cost of production of naval stores, 


which had been on the upgrade prior to 
the war, as the result of the advancing 


cost of timber and of labor, increased 
enornYously during the past three years. 


“For the first three years of the 
war these consumers bought their 
naval stores at average prices cheaper 
than they had paid for them in the 
previous three years of peace. 


“Before the recent advances naval 
stores farms were shutting down in all 
directions. Others were preparing to fol- 
low suit. If the advances had not come 
when they did I feel I am safe in say- 
ing that production every month would 
have shown a larger percentage of de- 
crease, and the startling shrinkage in 
supplies would have shot values up 
enormously in the fall and winter 
months. The existing higher prices have 
checked demoralization in the industry 
and saved the consumers from famine 
prices. 

“The naval stores industry will never 
come back to its former proportions. It 
never can make 750,000 barrels of turpen- 
tine and 2,500,000 round barrels of rosins. 
It will never again make 600,000 barrels 
of turpentine, probably never again pass 
500,000 barrels of turpentine and 1,750,000 
barrels of rosin. The world can mever 
use these commodities to the same ex- 
tent it did before the war for the simple 
fact that it will never again be able to 
get them in the same quantity. The 
labor has gone into other lines, the forests 
have been consumed, the skilled opera- 
tors are passing:away. The cost of pro- 
duction will never go back to the old 
level. Prices for rosin and turpentine 
will henceforth remain on a much higher 
level than in the past. It is the natural 
result of natural conditions, the simple 
result of the same laws that govern all 
other products.’’ 


CHEMICAL AND EXPLOSIVE SUB-DIVISIONS 
OF WAR INDUSTRIES BOARD JUST CREATED 


Washington, July 13, 1918. 
Two new divisions have been created 
by the War Industries Board—the chem- 
icals division and the explosives division. 
These were formerly administered as the 


chemicals and explosives section in the 
group of commodities section, 

The work along the chemicals and ex- 
plosives lines has developed so rapidly 
and the accumulation of business has 
been so marked that the new organtza- 
tion was found necessary. 

Charles H. MacDowell, formerly chief 


of the chemicals section, has been made 


director of the chemicals division and 
M. F. Chase, director of the explosives 
division. 

The chemicals division is sub-divided 


into the following sections to handle the 
various commodities with which it is con- 
cerned :— 

Acids and Heavy Chemicals.—Albert R. 
Brunker, chief; Russell S, Hubbard, associate; 
A. E. Wells, associate. 

Artificial and Vegetable 
Schoellkopf, Jr., chief. 

Alkali and Chlorine.—H. G, Carrell, chief. 


Dye.—Dr. J. F, 


Asbestos.—(See chemical glass and _ stone- 
ware section.) 
Chemical Glass and Stoneware.—Robert M. 


Torrence, chief. 


foal Gas Products (benzol, toluol, ete., in+ 


cluding commandeering 
toluol).—J. M. Morehead, 
ling, associate. 
Rare Gases (nitrogen and oxygen). 
Crecsote.—Ira C, Darling, chief. 
Reta and Abrasive.—Henry C. DuBois, 
chief 


and 
chief; 


allocation of 
Ira C. Dar- 








Ethyl Alcohol (molasses and grain).—William 
G. Woolfolk, chief. 

Ferroalloys (chrome, manganese, and tung- 
sten ores).—Hugh W. Sanford, chief; C. D. 
Tripp, associate; J. B\ McKenzie, associate. 

Fine Chemicals.—A, G. Rosengarten, chief. 

Nitrates.—Charles H. MacDowell, chief; J. 
A. Becker. associate 

Paint and Pigment.—Russell S, Hubbard, 
chief. 

Platinum.—C, H. Conner, chief; R. H. Carle- 
ton, as iate; G. E. De Nike, associate. 

Refractories.—Charles Catlett, chief. 





Sulphur and Pyrites.—William G, Woolfolk, 





chief: A, We associate. 
Tanning Materi (including inedible oils, 
fats and waxes).—E, J. Haley, chief; E. A. 


Prosser, Frank Whitney, and Harold G. Wood, 
associates 

Technical and Consulting.—Dr. E., 
lein, chief; Dr. Herbert E. 
P. McCutcheon. 

Toluol.—(See coal gas products.) 

Wood Chemicals.—C. H, Conner, chief; A. H, 
Smith, R,. D, Walker, and Frank Whitney, as- 
sociates. 

Statistics, 


R. Weld- 
Moody, Dr. Thomas 


Chemical (joint office).—Capt. 


Willis B. Rice, army; Lieut. M. R, Gordon, 
army; Asst, Paymaster Raymond P. Dunning, 


nav Arthur Minnick, chemicals division. 
A representative of the Army, the 
Navy, the Marine Corps, and other de- 


partments are assigned to each section 
and with the commodity chief, consti- 
tute the sections’ membership. 

In the explosives division Mr. Chase 
co-ordinates with representatives of the 
Army, the Navy, and other departments 
concerned, and consults with the various 
section chiefs of the chemicals division. 

Mr. Chase was a pioneer in the develop- 
ment of the contract process of manu- 
facturing sulphuric acid, and is known to 
be one of the world’s experts in acid con- 
struction. He planned the Avonmouth 
smelter of the Swansea Vale Smelter 
Company in England and was associated 
with Quinnan, formerly an American 
mining engineer now director of the ex- 
plosives plants of England, in developing 
plans for acid units in connection with 
certain explosives plants. Since last De- 
cember Mr. Chase has been director of 
the United States explosives plants with 
D. C. Jackling. He will give his entire 
time to directing the work of the explo- 
sives division. 





CANADA EXPORTS 
To This Country | Now Subject to 


Individual Licenses. 


Washington, July 13, 1918. 


Revocation of general import license 
covering importation of commodities from 
Canada and Newfoundlamd is announced 
by the War Trade Board. This applies 
to shipments of articles on the list of 
restricted imports on and after ac 20, 
1918. After that all shipments of articles, 
the importation of which from other 
countries has been restricted, will require 
individual import licenses when imported 
into the United States from Canada or 
Newfoundland. 

Reasons for this new ruling of the War 
Trade Board (W. T. B. R. 161), which has 
been adopted after consultation with the 
Canadian Government, are given by the 
necessity of closing the door to possible 
evasions of the general restricted import 
regulations through shipments by sea 
into Canada, whence restricted commodi- 
ties could be transported by -rail into tne 
United States. The general policy re- 
garding restriction of imports is based, 
as is well known, upon tonnage reasons, 
the design name to make available ocean- 
going tonnage for war purposes and more 
essential imports by restricting or pro- 
hibiting importation of the commodities 
in question by sea. In logical conse- 
quence of this policy, import restrictions 
have been subject to the general excep- 
tion permitting importations from Canada 
by rail or Great Lake tonnage, and from 
Mexico by rail. Unfortunately, however, 
importers have been found who have en- 
deavored to evade the plain intent of 
these regulations by having shipments 
from overseas directed to Canada, where 
their identity would be lost sight of in 
the general mass of Canadian merchan- 
dise, and then entering the commodities 
into the United States as Canadian mer- 
chandise under the blanket license now 
revoked. 

The aim of the War Trade Board under 
the new aes under which individual 
import licenses will be required, is to 
bar the importation of commodities of 
non-Canadian origin. Goods of Canadian 
origin on the restricted lists will be grant- 
ed entry as before, in conformity with 
the above enunciated general policy. 


EXPORT LICENSE 


Rules Amended tide Date of July 


10 to Cover Partial Shipments. 


Washington, July 13, 1918. 

The War Trade Board directs the at- 
tention of shippers to the fact that the 
new procedure covering partial shipments 
on export licenses, as announced in the 
rules and regulations of the War Trade 
Board No. 2, May, 1918, will be operative 
on and after July 10, 1918. This procedure 
was first announced as being effective 
June 1, but this date has been changed 
to July 10, as noted. above. 

Heretofore partial shipments from in- 
terior points, or at ports of exit where 
the license itself could not be readily 
presented, have been made by means of 
a special partial shipment certificate 
Sworn to before a notary public or a 
certificate of transfer drawn by a col- 
lector of customs. The use of these 
forms, PFAB-23 and WTB-176, will be dis- 
continued, and on and after July 10 
partial shipments against export licenses 
may be made in the following manner 
except in instances when the license Ir- 
self can be presented at the port of 
exit:— 

The shipper will prepare a shipper’s ex- 
port declaration in quadruplicate, and will 
indorse upon the back of the license, in the 
space provided for the purpose, the full 
details of the partial shipment he desires 
to make. He will then present the declara- 
tion (4 copies) and the license (with the 
partial shipment indorsement on the back) 
to any postmaster of the first or second 
class or’ to a collector of customs. The 
postmaster or collector to whom the papers 
are presented will compare them, and if 
they agree in fact, that official will counter- 








sign and date the partial shinment in- 
dorsement on the back of the license, and 
will stamp all four copies of the shipper’s 
export declaration with an official partial 
shipment stamp and sign and place his seal 
on such stamp. He will then return the 
license and al!) four copies of the declara- 
tion to the shipper. The collector of cus- 
toms at port of exit will allow the partial 
shipment to proceed upon presentation of 
the declaration, so stamped, signed and 


sealed, 


American Metal Co., Ltd., Denies 
That It Has Profiteered. 





As answer to a reference in the Fed- 
eral Trade Commission’s recent report 
on war profits that the American Metal 
Company, Ltd., was a ‘‘profiteer.’’ the 
company, in an open letter which was 
presented in the Senate by Senator Cal- 


der of New York, declared “‘the inference 
of. profiteering is entirely unjustified.” 
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NOTICES OF JUDGMENT. 


Thirty-three Decisions Recorded as to 


Insecticides and Fungicides. 


The Insecticide and Fungicide Board of 
the United States Department of Agri- 
culture announces the following judg- 
ments obtained by the government under 
the Insecticide act, under date of June 6:— 


Judgments 336-368. 


336. Adulteration and misbranding of ‘‘Dead- 
ine Roach Powder.’’ S. vs. The Deadine 


Manufacturing Company, Plea of guilty. Fine, 
237. Misbranding of ‘‘Dr, Williams’ Fly and 
Insect Destroyer.’’ U. 8S. vs. Dr. Williams’ 
a and Insect Destroyer. Plea of guilty. 

ne, . 

338. Adulteration and misbranding of ‘Van 
Antwerp’s Schnarr’s Insecticide.’’ U. 8S. vs. 
Van Antwerp’s Drug Corporation. Plea of 
guilty. Fine, $50 and costs. 

339 Misbranding of ‘“‘Tarboline.’’ U. 8. vs. 
Red ‘‘C’’ Oil Manufacturing Company. Plea 
of nolo contendere. Fine, $6. 

340. Misbranding of ‘‘Cedar Oil."’" U. 8S. vs. 


Samnel Steinfeld and Leo Steinfeld (Steinfeld 
Brothers). Plea of guilty. Fine, $25. 

341. Misbranding of ‘‘Ant Destroyer.’’ U, 8. 
vs. Bon Arbor Chemical Company. Plea of 
guilty. Fine, $20. 

842. Misbranding of lime and sulphur golu- 
tion. UU. S. vs. Otis Orchards Supply Com- 
pany. Plea of guilty. Fine, $10. 

343. Adulteration and misbranding of ‘‘De- 


voe Arsenate of Lead.’’ . Baw. VF. W. 
Devoe & C. T. Raynolds Company. Plea of 
guilty. Fine, $25. 

344. Misbranding of ‘‘Fish Oil.’ U. S. va. 


N 8B. Cook Oil Company. Plea of guilty. 


Fine, $25. 

345. Misbranding of ‘The Great Western 
Bug Exterminator.’”” U. S. vs. Charles G. 
Enge (Western Chemical Company). Plea of 
guilty Fine, $5. 

346. Misbranding of ‘‘Avenarius Carbolli- 
neum.’’ U. S. vs, Carbolineum Wood Preserv- 
ing Company. Plea of guilty. Fine, §20. 
347. Misbranding of ‘‘Ridant’s.’’ U. S. vs. 


Tne Cleveland Galvanizing Works Company. 
Plea of nolo contendere. Fine, $55 and costs. 

348. Misbranding of “‘Treevax.’’ U, 8. ws. 
The Treevax Chemical Company. Plea of nolo 
contendere. Fine, $25 and costs. 

349. Misbranding of ‘‘Pioneer Stock Dip.” 
U. §. vs. Pioneer Stock Dip and Remedy Com- 
pany. Plea of guilty. Fine, $30 and costs.° 

350. Adulteration and mfsbranding of ‘‘Sca- 


belin.’’ U. 8. vs, Montgomery Ward & Co. 
Plea of guilty. Fine, $40 and costs. 
551. Misbranding of ‘‘Dr. ‘Hobson's Antl- 


Skeeter Talc.’’ U. S. vs. William R. Warner 
& Co. Plea o?% nolo contendere on two counts, 
Plea of guilty to the third count. Fine, $30 
and costs. 

352. Misbranding of ‘“Red Diamond Improved 
Louse Killer.’’ U. S. vs. Meyer Brothers Drug 
Company. Plea of guilty. Fine, $40 and costs. 

Adulteration and misbranding of ‘‘Dr. 
Korinek’s ‘‘Lice Killer.” U. S. vs, Korinek 
Remedy Company. Plea of guilty. Fine, §10. 

354. Misbranding of ‘‘Creosene Disinfectant.” 


U. §S. vs, Louis Holzapfel (Sanitary Supply 
Company). Plea of guilty. Fine, $25 and 
costs. 


355. Adulteration and misbranding of ‘‘Pine 
Oll Disinfectaat.’” U. S. vs. Santyline Chemi- 
cal Company. Plea of guilty. Sentence sus- 
pended. Personal bond accepted. 

356. Misbranding of ‘‘Cabot’s Milkol.’’ U. 8. 
vs. The Sulpho-Naphthol Company. Plea of 
nolo contendere. Fine, $25. 

357. Misbranding of ‘‘Force’s Roachelene.”’ 
Uv. S. vs. L, E. Wilcox. Plea of guilty. Fine, 


$10. 

358. Misbranding of ‘‘Extra Pineola Soluble.”’ 
U. S. vs. Georgia Pine Turpentine Company. 
Plea of guilty. Fine, $20 and costs. 

359. Adulteration and misbranding_ of 
‘“Stonecypher’s Irish Potato Bug Killer Com- 
pound.” WU. 8S. vs. James H, Stonecypher, 
Charles Stonecypher and Samuel C. Moon, Plea 


of guilty. Fine, $10. 

360. Misbranding of ‘‘Sheep Dipping Pow- 
der.’"” U. §. vs. Charles BE. Timson (William 
Cooper & Nephews). Plea of guilty. Fine, 
$25 and costs. 

861. Adulteration and misbranding of ‘‘Sal- 
zer’s Lice Killer.” U. S. vs. F. 8. Burch & 
Co. Plea of guilty. Fine $26 and costs. 

262. Adulteration and misbranding of ‘‘Coop- 
er’s Fungicide’ and ‘‘Cooper’s Poisoned Fun- 
gicide.”” U. S. vs. Charles E. Timson (Wil 
liam Couper & Nephews). Plea of 
Fine, $26 and costs. 

368. Adulteration and misbranding of ‘‘Lion 
Brand Paris Green.’’ U. S. vs. The James A. 
Blanchard Company Plea of non vult. Fine, 
150. 
ei. Adulteration and misbranding of ‘‘Crude 
Carbolic Acid.’’ . vs. National Aniline 
and Chemical Company. Plea of guilty. Fine, 


$20. 
3635. Misbranding of ‘‘Licecil."" U. 8S. 


guilty. 


vs. 
Metzger Manufacturing Company. Plea of 
guilty. Fine, $100 and costs. ; 
266 and 867. Misbranding of ‘‘Warnock’s 


U. S. vs. 224 Cans of Warnock’s 
Default decree of condemnation 
and forfeiture. Product ordered destroyed. 
36S. Misbranding of ‘‘Lime Sulphur Solu- 
tion.’ U. S. vs. 28 Barrels, more or less, of 
so-called insecticide and fungicide. Decree pro 


Tree Paint.’’ 
Tree Paint. 





econfesso of condemnation and forfeiture. Prod- 
uct ordered destroyed or sold. 
CUSTOMS APPRAISERS’ 
DECISIONS. 
Tuscan Red. 


The merchandise involved was invoiced 
as “Tuscan Red” and assessed at % per 
cent. ad valorem under paragraph 63, act 
of 1913. The protestants, Wilfred Schade 
Forwarding Company, claimed that the 
merchandise should be assessed either at 
15 per cent. ad valorem under paragraphs 
63, 59 and 385, or at 10 per cent. ad 
valorem under paragaph 55 of said act. 

The witness, Moore, testified for im- 
porters and stated that the merchandise 
was composed of oxide of iron, 99 per 
cent. pure, 16 to 20 per cent. dye color and 
the balance of whiting or gypsum; that 


the term ‘“‘Tuscan”’ is used to designate 
a particular shade of color and is in 
powdered form and must be ground in oil 
by paint manufacturer and is then ready 
to be used as paint on outside of build- 
ings 

In the appraisers’ opinion there was 
nothing submitted in the evidence to 
reach a different conclusion than the 
ove in abstract No, 40363, where collec- 
tor’s action was confirmed. Protest was 
overruled. 

——_——-_ >< —--—COSC—st—S— 


W. J. Phelan, son of the late Frank 
W. Phelan, has succeeded his father as 
president of the Phelan Faust Paint 
Manufacturing Company, of St. Louis. 
The elder Mr. Phelan died about two 
months ago. 
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FILTER FABRICS 


TURNER, HALSEY Co. 
62 Leonard Sr., New York City v 








Saccharin 


MANUFACTURED BY 


BENZO CHEMICAL CO., Inc. 


39 Cortlandt St., New York 


Telephone 3832 Cortlandt 














Sales Agent for 
MT. VERNON—WOODBERRY MILLS 


INCORPORATED 














PROMPT DELIVERIES 


ERNZYRLES——S—S—S— , 
Walter Waugh & Co. || PROTED  Z== 
Coronation House, 4 Lloyd’s Avenue, London, E. C. HEMOGLOBIN 
Telegraphic Adteese—“SWALTAUOM, FEN LONDON” PRODUCTS LECITHIN=—————"——_- 
Refined Tar, Benzoles, Sol Naph- “ ” 
Tar Products Refined Tar, Bensolen aang eri DIFCO” BRAND PROTEINATES———— t. 


Carbolic Acids (Crude and Crystal). Cresylic Acid, Creosote. DIGESTIVE FERMENTS CO DETROIT, + 
“4 CH., U.S.A. j 


Green Oil, Pyridine, Anthracene, Orthocresol, Disinfectants. 
Naphthalines Crude, — Sublimed, 


Cyanides Prussiates of Potash and Soda, Prussian Blue. 
Ammonia Sulphate, Nitrate, Liquid, Muriate,Carbonate. 
Chemicals Arsenic, Paraffin, Prussiate-Charcoal. 


Solid Caustic Potash, Carbonate of Potash. Oxalic Acid, Chlorates of Potash 
and Soda, Aniline Oil and Salt, Nitro-Toluoles and Nitro- Benzoles, Formalde- 
hyde, Nitrophenols, Trioxymethylene, Hexamine, Sulphur Black, Colours. 
Chemical Manures, Nicotine, Fuel Oil, Acetic Acid, Red and White Lead, 
Lithopone, Caustic Soda, ’ Permanganate of Potash. 








* 





ANILINE COLORS — CHEMICALS 
- - DYESTUFFS - - 
ULTRAMARINE BLUE 


(BULK OR CUBES) 
SPOT OR CONTRACT 
HORGAN-GRAHAM, Inc., 


480 WEST BROADWAY Tel. Spring 1957 NEW YORK CITY 








—— 















Chemicals—Lubricating Oils 


Exporter and Importer 


HENRY F. NIELSEN 


15-25 WHITEHALL ST. Tel. Broad 4978 NEW YORK CITY 
Representing 
ALFRED OLSEN & CO., (LONDON) Ltd. 
Londen, England 






PHTHALIC ANHYDRIDE 


PURE 
NEEDLE CRYSTALS 






ALFRED OLSEN & CO. 
Copenhagen, Denmarke 





Mining and Refining, 
Soldier Summit, Utah 


American Ozokerite 


Produced Under the 
‘*‘STARS AND STRIPES” 


AMERICAN CHEMICAL & OZOKERITE CO. 
208 Kearns Building, Salt Lake City, Utah 


Free from Sulphur, Water 
and other Impurities 





IMMEDIATE DELIVERY OR CONTRACT 


fn universal ase 
by thousands of 
manufacturers 
and shippers 


Classified Opportunities Bring Results See page 17 “a fe stencils i hal 3 a 

a reduced me 
7F 1- We ent zach. Write 
for cana and price list 







Packages 5 to 200 pounds. 
Export Cooperage. 





A. J. BRA 101 Beek- 7 
General has Agent man St., 
Mfrs. of all ‘i ads of Oil Stencil Board. New York, U.S.A. 


Acetic Anhydride 


Acid Acetic Glacial 
U.S.P. 
Chlorate of Soda 

Salol U.S.P. 


Ketchum & Co., *heS"t 03: 


Phone John 4861 





MANUFACTURED BY 


THE WALKER CHEMICAL COMPANY 


PITTSBURGH. PA. 






Use SPERRY 
FILTER PRESSES 


RECOMMENDED AND USED BY 
PROMINENT CHEMICAL ENGINEERS 
AND MANUFACTURERS 
Send for Catalog 
80 Years Experience 


D. R. SPERRY & CO., Baravia, Il. 
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OIL PAINT AND DRUG REPORTER 


N. W. D. A. CHARGED WITH “CONSPIRACY” 
BY THE FEDERAL TRADE COMMISSION 





Combination Against Non-Recognized Jobbers to Insure 
Manufacturers Resale Prices Basic Charge Against 
National Wholesale Druggists. 


The Federa] Trade Commission in a 
complaint served by it against the Na- 
tional Wholesale Druggists Association 
et al., having their principal office and 
place of business in this city, alleges that 
it has reason to believe, and charges on 
information and belief, that the respon- 
dents are, and for more than two years 
last past have been wrongfully and un- 
lawfully engaged in a combination or con- 
spiracy among themselves, with the in- 
tent, purpose and effect of discouraging, 
stifling and suppressing competition in 
interstate commerce im the wholesale 
drug trade of the United States. 

The complaint further charges that the 
aforesaid combination and conspiracy to 
induce or compel manufacturers of drugs 
and druggists sundries, to refuse to sell 
them as such or to discriminate in price 
against them, have been effected and car- 
ried out by various means, among them 
the following:—By verbal and written 
notices to manufacturers that certain 
customers or prospective customers were 
not entitled to recognition as so-called 
regular or legitimate jobbers; by the ap- 
pointment of committees to confer with 
said manufacturers or owners, for the 
purpose of influencing said manufacturers 
to adopt sales methods in harmony with 
the policies of the National Wholesale 


Druggists Associauon; vy written and 
verbal notices given by the secretary of 
the National Whoiesale Druggists As- 
sociation to said manufacturers that said 
competitors who are not members of said 
association are selling below the net price 
named by manufacturers for resale; by 
the compilation and distribution among 
manufacturers and wholesalers of lists 
of so-called legitimate jobbers; by bring- 
ing influence to bear on various jocal as- 
sociations of drug jobbers and wholesalers 
to adopt policies in harmony with the 
policies of the National Wholesale Drug- 
gists Association. 


Officers of Association. 


The respective officers of the National 
Wholesale Druggists Association and their 
respective places of residence are as fo.- 
lows:— ‘ 

Charles E. Bedwell, Omaha, Neb., presi« 
dent. 

Robert H. Bradley, Toledo, Ohio, first 
vice-president, : . 

Saunéers Norvell, New York, N. Y., sec- 
ond vice-president. pens 

H. C. Risher, Waco, Texas, third vice- 
»resident. ¥ 
PAW. Cc. Miller, Richmond, Va., fourth 
vice-president. 

Ciareuan E. Hope, Boston, Mass., fifth 
vice-president. i ek 

F, E. ‘Holiday, New York, N. Y., secre- 
tary. , 

Title Guaranty and Trust Company, 
New York, N. Y., treasurer. 


Board of Control. 


Boaré of Control of the National 
Wholesale Druggists Association:~ 
Arthur D. Parker, New Orleans, La., 
chairman, : 

Geo, R. Merrill, St. Louis, Mo. 

L. D. Sale, Logs Angeles, Cal. 

F. C. Groover,s Jacksonville, Fla. 

H. D. Faxon, Kansas City, Mo. 

Lee M. Hutchins, Grand Rapids, Mich. 
R. R. Ellis, Memphis, Tenn. 

W. T. Harper, Ottumwa, Iowa. 

G. Barrett Moxley, Indianapolis, Ind. 
S. D. Andrews, Minneapolis, Minn. 

B, A. Jackson, Providence, R. I. 


Proprietary Committee. 


Committee on Proprietary Goods of tne 
National Wholesale Druggists Associa- 
tion:— 

R. H. Bradley, Toledo, Ohio, chairman. 

H. J. Bowerfind, Fort Wayne, Ind. 

Edward Plaut, New York, N. Y. 

W. J. Murray, Columbia, S. C. 

F. A. Dicks, New Orleans, La. 

L. A. Lange, Milwaukee, Wis. 

Cc. F. Michaels, San Francisco, Cal. 

W. E. Greiner, Dallas, Texas. 

Winthrop G. Noyes, St. Paul, Minn. 

John T. Kennedy, Kansas City, Mo. 


Complaint Filed June 29. 


The complaint against the National 
Wholesale Druggists’ Association et al. 
bears the date of June 29, 1918, and is 
signed by L. L. Bracken, the secretary 
of the commission, and John Walsh, its 
chief counsel. The respondents are noti- 
fied that the charges will be heard by 
the commission at its office in Washing- 
ton on August 21, 1918, and that within 
30 days after the service of the com- 
plaint on the respondents they are re- 
quired to file with the commission an an- 
swer in conformity with rule 3 of the 
rules of practice of the commission. 

The general terms of their charges are 
presented in the formal complaint that is 
on file at the offices of the commission. 
The nature of the detailed evidence on 
which the charges are based is not dis- 
closed by the officials of the commission, 
as they have mot yet held any hearings, 
and whatever testimony is presented will 
be under oath. It is not the custom to 
disclose such evidence until there is an 
opportunity to present it in legal form. 
The complaint is as follows:— 

United States of America] 
Before + SS: 
Federal Trade Commission J 
At a regular session of the Federal Trade 

Commissicn, held at ite office in the city 

of Washington, D. C., on the twenty-ninth 

day of June, A. D., 1918, 


Present :— 
William B, Colver, Chairman, 
John Franklin Bort, 
Victor Murdock, 
Commissioners. 
Federal Trade Commission 
vs, Docket 
The National Wholesale Druggists’ [ No. 168. 
_ Association et al. 

Complaint in the matter of the alleged viola- 
tion of section 5 of an act of Congress, 
approved September 26, 1914. 

The Federal Trade Commission having rea- 
Son to believe, from a preliminary investiga- 
tion imade by it, that the National Wholesale 
Druggists’ Association, Charles E, Bedwell, 
Robert H_ Bradley, Saunders Norvell, H. C. 
Risher, W. C, Miller, Clarence EB. Hope, F. E. 
Holliday, Title Guaranty and Trust Company, 
Arthur D. Parker, George )\fR. Merrill, L. D. 
baie, F. C. Groover, H, D. Faxon, Lee M. 
Hutchins, R.. R. Ellis, W. T. Harper, G. 
Barrett Moxley, S. D. Andrews, B. A, Jack- 
son, H. J. Bowerfind, Baward Plaut, W. J. 
Murray, F. A. Dicks, L, A, Lange, C. F. 
Michaels, W. E. Greiner, Winthrop G. Noyes, 
John T. Kennedy, all hereinafter referred to 
as respondents, have been, and are using un- 
fair methods of competition in interstate com- 
merce in violation of section 6 of an act of 
Congress approved September 26, 1914, en- 
title’ ‘“‘An act to create a Federal Trade 
Commission, to define its powers and duties, 
and for other purposes,’’ and it appearing that 
a proceeding ty it in respect thereof would 
be to the interest of the public, issues this 
complaint, stating its charges in that respect 
on information and belief as follows:~ 


Paragraph 1. That the National Wholesale 
Druggists’ Association is a corporation organ- 
ized, existing and doing business under and 
by virtue of the laws of the District of Colum- 
bia, with its principal office and place of 
business located at the city of New York, 
State of New York; that said association is 
composed of an active membership of more 
than 75 per cent of the wholesale druggists 
in the United States, and of an associate 
membership of more than 75 per cent. of the 
manufacturers and producers of the commodi- 
ties, articles of trade and commerce of said 
wholesale druggists of the United States; that 
Said active members are engaged in the busi- 
ness of buying and selling drugs, medicines, 
proprietary articles, surgical supplies, chemi- 
ca's, plasters and druggists’ sundries generally 
in commerce throughout the States of the 
United States, the Territories thereof and the 
District of Columbia, in direct competition 
with other persons, firms, co-partnerships and 
corporations similarly engaged; and that there 
is and has been at all times hereinafter men- 
tioned a constant current of trade and com- 
merce in the aforesaid commodities between 
and among the various States of the United 
States, the Territories thereor and the District 
of Columbia, 

Paragraph 2. Names of the officers of 
the National Wholesale Druggists Asso- 
‘tiation, the Board of Control and the 
Committee on Proprietary Goods, as cited 
above:— 


“Unlawful Combination.” 


Paragraph 3. That the respondents, the Na- 
tional Wholesale Druggists’ Association, the 
officers, committees and active members of the 
National Wholesale Druggitsts’ Association are, 
and for more than two years last past have 
been, wrongfully and unlawfully engaged in a 
combination or conspiracy among themselves, 
entered into, carried out, and continued with 
the intent, purpose and effect of discouraging, 
stifling and suppressing competition in inter- 
state commerce in the wholesale drug trade 
of the United States, and of unfairly hamper- 
ing and obstructing certain of their competi- 
tors, engaged in interstate commerce, who are 
not members of said the National Wholesale 
Druggists’ Association, by inducing or com- 
pelling manufacturers of drugs, medicines, 
proprietary articles and medicines, chemicals, 
surgical supplies, plasters and druggists’ sun- 
dries to refuse to recognize such competitors 
as legitimate jobbers or wholesalers entitled 
to buy from manufacturers at jobbers or whole- 


salers’ prices and terms, and for that reason 
to refuse to sell them as such in interstate 
cammerce cor to discriminate in price against 
them, tnus forcing such competitors to buy 
trom members of the Nationa: Wholesale Drug- 
gists’ Association, or from manufacturers, at 
vrices higher than those made or quoted by 
manufacturers to so-calied legitimate or regu- 
jat jobbers. 


How “Discrimination’’ Was Effected. 


Paragraph 4. That the aforesaid combination 
and conspiracy to induce or compel manufac- 
turers of drugs, medicines, proprietary articles 
and medicines, chemicals, surgical supplies, 
plasters and druggists’ sundries, to refuse to 
seil them as such or to discriminate in price 
against them, have been effected and carried 
out by various means, among them the follow- 
ing, to wit:— 

(a) By verbal and written notices to manu- 
facturers that certain individuais, co-partner- 
ships and corporations, not eligible to member- 
ship in the National Wholesale Druggists’ Asso- 
ciation, were not entitled to recognition as so 
callei regular or legitimate jobbers; 

(b) By the appointment of committees to 
conter with said manufacturers or owners, for 
the purpose of influencing said manufacturers 
to adopt sales methods in harmony with the 
policies of the National Wholesale Druggists’ 
Association, which poiicies have been deciared 
by the National Wholesale Druggists’ Agsocia- 
tion at meetings of said association by reso- 
lutions and otherwise, to be, among other 
things, (1) the promotion of trade in the regu- 
lar channels from manufacturer to jobber, job- 
ber to retailer and retailer to cogsumer, and 
the use of methods which are calculated to and 
do result in the maintenance of resale prices 
named by manufacturers, and (2) the opposi- 
tion to manufacturers selling direct to retailers, 
buying clubs, mail order houses, chain stores, 
various co-operative associations, to whole- 
salers who have aggressively cut the price of 
goods below the net price named by manufac- 
turers, and to brokers; 

(c) By written and verbal notices given by 
the secretary of the National Wholesale Drug- 
gists’ Association to said manufacturers that 
said competitors who are not members of said 
association are selling below the net price 
named by manufacturers for resale, or that 
such competitors are pers®tent or aggressive 
price cutters, or that such competitors are not 
recognized by the National Wholesale Drug- 
gists’ Association as legitimate or regular 
jobbers; 

(d) By the compilation and distribution 
among manufacturers and wholesalers of, (1) 
lists of so-called legitimate jobbers, and (2 
reports of proceedings or said association at 
its annual meetings which include, among 
other things, reports and recommendations of 
the various committees and of the Board of 
Control of said association, and the resolutions 
of said association adopting said reports; 

(e) By bringing influence to bear on various 
local associations of drug jobbers and whole 
salers to adopt policies in harmony with the 
policies of the National Wholesale Druggists’ 
Association, 

Therefore, notice is hereby given you, the 
National Wholesale Druggists’' Association, 
Charles E. Bedwell, Robert H. Bradley, Saun- 
ders Norvell, H. C, Risher, W. C. Miller, Clar- 
ence E. Hope, F. E. Holliday, Title Guaranty 
and Trust Company, Arthur D, Parker, George 
R. Merrill, L. D. Sale, F. G. Grover, H. D. 
Faxon, Lee M. Hutchinson, R. R. Ellis, W. T. 
Harper, G. Barrett Moxlev. 8 D. Andrews, 
B. A. Jackson, H. J, Bowerfind, Edward Plaut, 
W. J. Murray, F. A. Dicks, L. A. Lange, 
Cc. F. Michaels, W. E. Greiner, Winthrop G. 
Noyes, John T. Kennedy, the said respondents, 
and to each of you, that the charges of this 
compiaint will be heard by the Federal Trade 
Cammission at its offices in the city of Wash- 
ineton, D. C., on the twenty-first day of Au- 
gust, 1918, at 10.30 o’clock in the forenoon of 
the said day, or as soon thereafter as the 
same may be reached, at which time and place 
you, and each of you, shall have the right to 
appear and show cause why an order should 
not be entered by the Federal Trade Com- 
mission requiring you, and each of you, to 
cease and desist from the violations of law 
charged in this complaint; 

Ana you, and each of you, will further take 
notice that within thirty (30) days after serv- 
ice of this complaint you, and each of you, 
are required to file with the commission an 
answer in conformity with Rule III of the 
Rules of Practice before the commission, 

In witness hereof, the Federal Trade Commis- 
sion has caused this complaint to be issued, 
signed by its secretary and its official seal to 
be affixed hereto at the city of Washington, 
D Cc, this twenty-ninth day of June, A. D. 
1918. 

By ths commission. 

(Signed) L. l. Bracken, Secretary. 
[SPALL] 


(Signed) John Walsh, Chief Counsel. 


PERSONAL GIFTS BANNED AS MEANS OF 
INFLUENCING TRADE—VARNISH FIRM NAMED 


Washington, July 13, 1918. 


Personal gifts of various sorts to em- 
ployes of customers or of rivals’ cus- 
tomers as a means of influencing trade 
are forbidden in an order which has been 
entered by the Federal Trade Commis- 
sion in the case against the American 
Varnish Company, of Chicago, Hl. This 
case has been pending for some time and 
was settled without the necessity of 
introducing testimony in support of the 
complaint. The varnish company entered 
its appearance through its attorneys, and 
filed an answer admitting that the alle- 
gations made by the commission _were 
true. It agreed that the commission 
should enter its report, stating the find- 
ings in the case, and gave its consent 
to the entry of the order without further 
proceedings. 

It was charged by the commission that 
the American Varnish Company had been 
using unfair methods of competition In 
interstate commerce in violation of the 
provisions of section 5 of the act of 
Congress approved September 26, 1914, en- 
titled, ‘‘An act to create a Federal Trade 
Commission, to define its powers and 
duties, and for other purposes.” 

In addition to entering the order 
governing the future acts of the var- 
nish corporation, the commission issued 
its findings as to facts in the case, These 
findings are signed by William B. Colver, 
chairman; John Franklin Fort and Victor 
Murdock, and are as follows:— 


What the Findings Were. 


Paragraph 1. That the respondent, the Amer- 
ican Varnish Company, is a corporation or- 
ganized, existing and doting business under 
and by virtue of the laws of the State of 
Illinois, with its home office located at the 
city of Chicago, in the said State of Illinois, 
now and for more than one year last past 
engaged in the business of manufacturing and 
selling varnish and kindred products generally 
in cummerce throughout the States and Terri- 
tories of the United States in direct competi- 


tion with other persons, firms, co-partnerships 
and corporations manufacturing and selling 
like products. 


Paragraph 2. That for more than one year 
last past the respondent has given and offered 
to give employes of both its customers and 
prospective customers as an inducement to 
influence their employers to purchase or to 
contract to purchase from the respondent, 
varnish and kindred products, or to influence 
such employers to refrain from dealing or 
contracting to deal with competitors of re- 
spondent, without other consideration there- 
for, gratuities consisting of liquors, meals, 
cigars, theater tickets and other personal 
property 


Paragraph 3. That for more than one year 
last past the respondent has given and offered 
to give employes of both its customers and 
prospective customers and its competitors’ cus- 
tomers and prospective customers, as an induce- 
ment to influence their employers to purchase 
or to contract to purchase from the respondent, 
varnish and kindred products, or to influence 
such employers to refrain from dealing or con- 
tracting to deal with competitors of respondent, 
without other consideration therefor, entertain- 
ment consisting of amusements and diversions 
of various kinds and description. 


Paragraph 4. That for more than one year 
last past the respondent has given and offered 
to give employes of both its customers and 
prospective customers and its competitors’ 
customers and prospective customers, without 
the knowledge and consent of their employers, 
as an inducement to influence their employers 
to purchase or to contract to purchase from 
the respondent, varnish and kindred products, 
or to influence such employers to refrain from 
dealing or contracting to deal with competi- 
tors of regpoident, without other considera- 
ticn therefor, large sums of money. 


Conclusions of Law. 


That the methods of competition set forth 
in the foregoing findings as to facts In para 
graphs 2, 3, 4 and each and all of them, are 
under the circumstances therein set forth, un- 
fair methods of competition in interetate com- 
merce in violation of the provisions of section 
5 of the act of Congress, approved Beptember 
26, 1914, entitled ‘‘An act to create a Federal 
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Trade Commission, to define its powers and 
duties, and for other purposes.”’ 


Order of Commission. 


The order against the varnish corpora- 
tion is signed {n behalf of the Commig- 
sion by Leonidas L. Bracken, the secre- 
tary of the board, and states specifically 
what the company shall not be permitted 
to do in the future. This order bears 
the same date as the findings of fact.and 
is as follows:— 

I: is ordered that the respondent, the Amer- 
ican Varnish Company, of Chicago, Iil., and 
its officers, directors, agents, servants and 
employes, cease and desist from directly or 
indirectly :— 

1. Giving or offering to give employes of 
its customers or prospective customers or 
those of its competitors’ customers or pros- 
pect:ve customers as an inducement to influ- 
ence their employers to purchase or to con- 
tract to purchase from the respondent, varnish 
and kindred products, or to influence euch em- 
ployers to refrain from dealing or contracting 
to deal with competitors of respondent, with- 
out other consideration therefor, gratuities, 
such as liquors, cigars, meals, theater tickets, 
valuable presents and other personal property 

2. Giving or offering to give employes of 
its customers or prospective customers or those 
of its competitors’ customers or prospective 
customers, as an inducement to influence their 
employers to purchase or to contract to pur- 
chase from the respondent, varnish and kin- 
dred products, or to influence such employers 
to refrain from dealing or contracting. to deal 
with campetitors of respondent, without other 
consideration therefor, entertainment, consist- 
ing of amusements or diversions of any kind 
whatsoever, 

3. Giving or offering to give employes of its 
customers or prospective customers or those 
of its competitors’ customers or prospective 
custemers ag an inducement to influence their 
employers to purchase or to contract to pur- 
chase from the respondent, varnish and kin- 
dred products, or to influence such employers 
to refrain from dealing or contracting to deal 
with competitors of respondent, without other 
consideration therefor, money. 





Dearborn Chemical Co. Named by 
Federal Trade Commission in 


“Commercial Bribery’’ Charges. 


Washington, July 2, 1918. 


The Federal Trade Commission, in two 
complaints served by it against the 
Henry O. Shepard Company and the 
Dearborn Chemical Company, both of 
Chicago, alleges that it has reason to be- 
lieve, and charges on information and 
belief, that gratuities such as liquors, 
cigars, meals, valuable presents, and en- 
tertainments have been offered to amd 
given to ployes of customers and pro- 
spective cfstomers for the purpose of se- 
curing their co-operation in selling the 
respondents’ products to their employers. 

Henry O. Shepard Company, printing 
and selling railway tariffs, schedules. 
and other printed matter in interstate 
commerce, and Dearborn Chemical Com- 
pany, manufacturing and selling boiler 
compounds, chemicals, and other prep- 
arations for the treatment and preserva- 
tion of locomotives, are both charged 
with systematically and on a largé scaje 
giving and offering to give to the em- 
ployes of customers and prospective cus- 
tomers the aforesaid gratuities for the 
purpose mentioned above. 

The Dearborn Chemical Company is 
also charged with giving and offering to 
give to employes of certain railroad 
companies gratuities for the purpose of 
influencing their employers to refrain 
from dealing or contracting to deal with 
competitors of the respondent. 

‘The usual thirty days’ notice has been 
given to the above-mentioned firms to 
make answer to the complaint, and the 
hearings before the commission in both 
cases have been set for August 15, 191s. 


Armour & Co. Charged with Conceal- 
ment of Affiliation. 


The Federal Trade Commission, in its 
complaint against Armour & Co., of Chi- 
cago, to which reference was made in 
last week’s Reporter, alleges that it has 
reason to believe on information and be- 
lief that the respondent has been and is 


now concealing its affiliation with Beyer 
Bros. Company, of Rochester, Ind., with 
the purpose, intent and effect of stifling 
and suppressing competition in the manu- 
facture and sale, in interstate commerce, 
of dairy products. 

It is further charged that Armour & 
Co. have discriminated in prices offered 
cr paid by it in localities where smal] 
competitors are engaged in business, 
higher prices in certain local areas being 
paid in these instances than are paid in 
other localities. 

The complaint also charges that the re- 
spondent, in certain local areas, by méans 
of changing, manipulating and falsifying 
certain tests to determine the amount of 
butter fat found in cream, has purchased 
butter fats or cream at and for prices so 
high as to be prohibitive to small com- 
petitors in such areas. 

Armour & Co. have been given the usual 
thirty days’ notice to file an answer to 
the foregoing complaint, and hearing be- 
fore the commission has been set for 
August 15, 1918. 


————————-___ 
Graphite Crucibles Placed on Import 


Restriction List, 


Washington, July 13, 1918. 

The War Trade Board has, by a new 
ruling (W. T. B. R. 164) placed graphite 
crucibles upon the list of restricted im- 
ports. All outstanding licenses for the 
importation of graphite crucibles have 
been revoked as to ocean shipments after 
July 15, 1918, and no licenses for the {m- 
portation of this commodity for shipment 
after that date will be granted for une 
rest of the calendar year. 

Imports of graphite are already oro- 
hibited, the result of this restriction hav- 
ing been to develop an adequate supply 
of graphite within the country. The ac- 
tion of the War Trade Board in restrict- 
ing the importation of graphite crucibles 
is complementary to the restriction upoa 
the importation of graphite. 
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oe OIL PAINT AND DRUG REPORTER July 15, 1918. 


DRY RED LEAD 
For PAINT GRINDERS 


to meet individual specifications for 
COLOR, FINENESS and RED LEAD CONTENT 


Uniform Quality Guaranteed 
Stocks carried in all principal cities from which prompt shipments will be made. 
Write or wire office nearest you. 


NEW YORK, 101 PARK AVE. CHICAGO, 208 S. LaSALLE ST. CINCINNATI, 1030 BROADWAY 
PHILADELPHIA, 4th & CHERRY STS. PITTSBURGH, 1407 ARROTT BLDG. BALTIMORE, 447 GUILFORD AVE. 
Pacific Coast Agents—L_ H. BUTCHER COMPANY, SAN FRANCISCO 











The Anderson Oil Expeller 


For Cold Pressing Oleaginous Seeds 









The Expeller is automatic in operation. The seed is 
fed in and the cake discharged continuously twenty- 
four hours a day and six days a week. 


The Expeller can be set on any floor in the mill and 
can be operated by belt or individual motor drive. 


Up-to-Date Mills are EXPELLER MILLS 


The V. D. Anderson Co. 


1935 West 96th Street CLEVELAND, OHIO 
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Keep the packages clean 


and attractive 


At a negligible cost per package the appearance and at- 
tractiveness can be increased materially. A dainty box, 
bottle, carton, envelope, containing any of the numerous 
things which appeal to women should be delivered to her as 
clean and attractive as the day it leaves the factory. You 
can accomplish this by using 


Diamond-F Glassine Paper 


A transparent paper with a hard, glossy surface. Can be 
folded, creased, pasted, printed. In fact do anything with it 
that you can do with ordinary paper. In addition, it keeps 
out dust and contaminating influences. It gives a finish to 
the package out of all proportion to its cost. 


Others of the family of DIAMOND-F Protective Papers are : : 
Diamond-F Greaseproof, Diamond-F Vegetable Parchment, Success reflected in ex pension 








Diamond-F. Parchmoid. These are also used extensively UCCESS in business is manifested by increase 
fcr similar purposes to the above. These papers are pure in facilities and equipment. Each year of the 
cellulose, free from oils, chemicals, waxes, metals, etc. Jn more than four decades since the Tide Water Oil 
rolls, sheets or circles. Company began, operations has seen expansion of 


its refinery at Bayonne, N. J. 


YOUR JOBBER IS THE ONE WHO SHOULD Recently the filters illustrated above were added tothe Tide Water 

SUPPLY YOU. We will gladly send samples for Plant. New construction is constantly going on, thousands of 
experimenting to those interested. . 

dollars being spent each year to enable the refinery to keep 


pace with the ever increasing demand for Tide Water Products. 


TIDE WATER OIL COMPANY 


11 BROADWAY NEW YORK 


If you need a high grade, clean, quick filter paper—use Diamond&F FILTER PAPER, 


Diamond State Fibre Company 


Bridgeport, Pa. (Near Philadelphia) prawe 
: ae A A Mark of Quality 
Also makers of Diamond Fibre—““A Remarkable Material” A Sign of Service 
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July 15, 1918. 


OIL PAINT AND DRUG . REPORTER 


SULPHUR AND PYRITES CONTROL DUE 
TO NON-CO-OPERATION OF BIG PRODUCER 





War Industries Board Forced to Act Because of 
One Company’s Attitude—No Seizure of 
Plant Unless Attitude Is Persisted In. 


Washington, July 13, 1918. 


Control of the production and distribution of sulphur materials by the 
War Industries Board, with the approval of the President, which was an- 


nounced Tuesday, means this: 


That one of the two_big mines in this country which supply practically 
all of the domestic sulphur, and which are able to supply as much as the 
government may need during the war, has not been co-operating as the War 
Industries Board expects and as the board feels the industry patriotically 


should. 


A very small pércentage of the pyrites and sulphuric acid people have not 
co-operated as actively and whole-heartedly with the board in their trade 


transactions as they pledged to do. 


Will Be Forced Into Line. 

Therefore the War Industries Board 
has placed itself in a position where it 
can bring this sulphur concern, or any 
other hesitant branch of the industry, 
into line—where it is believed to be 
endangering the best interests of the 
country in the program for winning 


the war. 
Two things must be made clear at 


this point: 

First—That the board and L. L. 
Summers, the official directly in 
charge, are not assuming the attitude 


of looking for a scrap. 

Second—That there is no question of 
the good faith and patriotic self-sacri- 
fice of the big majority in the industry 
—90 per cent. or more. 

The frame of mind of the War In- 
dustries Board is, Win the war. And 
ro individual, no mine, no industry, is 
big enough to interfere with the wel- 
fare of the nation or to impede or 
check the war program. 

In tribute to the sulphur materials 
industry it is admitted by the govern- 
ment officials that the best possible 
spirit of co-operation, even to very 
serious losses, has been evidenced in 
deeds.as well as in promises, and that 
the action taken is in fairness, justice 
and protection of those who, are assist- 
ing the government. 


No Seizure Unless Forced. 


The War Industries Board has no wish 
and no intention of physically taking over 
the big sulphur mines in Louisiana and 
Texas or any of the other sulphur ma- 
terials properties unless forced to do 
so for the nation’s advantage. But the 
board is now prepared to take over any 
one of these properties if the present 
operators persist in not co-operating and 
living up to their promises to the govern- 
ment. 

The official statemient authorized by the 
War Industries Beard is all that can be 
had from those in charge of the sul- 
phur materials section. It is as follows:— 


Official Statement. 


The War Industries Board has 
passed a resolution, approved by the 
President, taking over control of the 
production and distribution of sulphur 
materials. This was made necessary 
by the increased demand from the 
government for sulphur in the manu- 
facture of explosives and for other 
purposes and by the increasing bur- 
dens on the rail and water systems in 
the transportation of materials. 

William G. Woolfolk, chief of the 
section in charge of sulphur and 
pyrites, has been named to act for 
the War Industries Board in con- 
trolling the production and distribu- 
tion of sulphur materials, availiny 
himself of such* voluntary assistance 
as he may see fit of individuals or 
committees representing the producers 
and users of such materials, 


The Chemical Alliance, which has been 
co-operating with the War _ Industries 
Board in preliminaries to the action 
authorized by the President this week, is 
the principal one of the agencies 
volunteering assistance as referred to in 
the last paragraph of the official an- 
nounmcement. It is understood to be the 
policy of the War Industries Board to let 
the Chemical Alliance act in this instance 
in much the same capacity as_ the 
Petroleum War Service of which A. C. 
Bedford is chairman acts for the trade 
in dealings with the Fuel Administration. 

William C., Woolfolk, who is named as 
administrator of sulphur materials, had 
a conference with the Chemical Alliance 
Committee immediately after the forma: 
announcement of the ‘‘control’’ was made 
public. Neither Mr. Woolfolk or the 
members of the trade committee would 
tell the purpose of the meeting, but it 
is understood to have been held so that 
the ideas of the War Industries Board and 
its determination could be _ transmitted 
thus unofficially to the offending produc- 
ers through a powerful trade organiza- 
tion, 

The War Industries Board and the 
trade leaders who are here in conferences 
feel that a happy choice was made in the 
selection of Mr. Woolfolk as administra- 
tor. He is a consulting engineer of wide 


practical- experience, and has no connec- 
tion or jinterest in amy sulphur, sul- 
phuric acid or pyrites concern, and never 
had. Therefore, there can be no suspicion 
that he has a personal axe to grind or 
trade relation to favor. 


What the Chemical Alliance 
Did in Re Sulphur. 


In response to a request of Mr. Wool- 
folk, commodity chief, War Industries 
Board, the Chemical Alliance, Inc., sub- 
mitted a concrete plan covering the allo- 
cation of brimstone and pyrites, and a 
meeting of the directors of the Alliance 
was held in this city to determine upon 
a plan, 

The directors of the Alliance voted 
that there be appointed a committee to 





of A. D, Ledoux, W. D. Huntington and 
Cc. G. Wilson. This commitcee, with the 
approval of Mr. Woolfolk, will be known 
as the Committee on Prvduction, Dis- 
tribution, Control and Sulphur Materiais 
of the Chemical Alliance, Inc. 





Wm. G. Woolfolk, New Sulphur Ad- 
ministrator—Who He Is and 
What He Has Done. 


William G. Woolfolk, graduated 
from the Sheffield Scientific School of 
Yale University in 1898. For twelve 
years he was with Sanderson & 
Porter. Before that he was for a 
time with Ford, Bacon & Davis in 
this way, that he sold them a prop- 
erty which he remained to run for 
them for a time. 

He has had general coal mining ex- 
perience as an engineer, operator and 
owner. During recent years his in- 
terests have been largely hydro-elec- 
trical, with coal amd lumber property 
developments of his own jn the South. 

Four years ago he opened an of- 
fice in Chicago in the Edison Build- 
ing, under the firm name of Sander- 
son & Porter, engineers, of New York, 
San Francisco and Chicago. There 
he represented principally the Com- 
monwealth Edison Company and the 
People’s Gas Light and Coke Com- 
pany, of which Samuel Insull is chair- 
man of the board. 





BRITISH DYE 


Amalgamation a Step Nearer Through 
Recent Meeting in London. 


London, June 19, 1918. 


Another step in the proposed amalga- 
mation of British Dyes, Ltd., and Levin- 
stein, Ltd., was taken yesterday by an 
extraordinary general meeting of the 
shareholders of the former concern called 
to consider the basis of the merger. 
James Falconer, the chairman, who pre- 
sided, explained the scheme so that the 
shareholders and the color-using compa- 
nies could consider it and come to a de- 








WHY IT HAS BECOME NECESSARY TO TAKE 
OVER SULPHUR AND PYRITES INDUSTRY 





Because 99 per cent. of the sulphur produced in this country is the output of 
two mines, one in Louisiana and one in Texas. 

Because one of the two great companies operating is not co-operating fully 
with the government and the War Industries Board demanded power 
to force such action, even by seizure of the property, should such drastic 


action become necessary. 


Because the munitions program of the government calls for a quantity of 
sulphuric acid far in excess of normal requirements and to meet the 
shortage in raw materials—pyrites in particular—the government has 
turned to sulphur and must depend upon it to a great extent. 

Because since sulphur and pyrites are competitors it would be useless to stimulate 
the output of pyrites if no control could be exercised over the production 


and distribution of sulphur. 


Because control is needed to safeguard present supplies, to develop new mines 


and to forestall profiteering. 








allocate brimstone, pyrites and _ coal 
brasses in accordance with Mr.. Wool- 
folk’s letter to consist of three directors 
of the Chemical Alliance, Inc., and a 
representative of the War _ Industries 

Board as chairman, and that W. W. 
Mein, assistant to the Secretary of Agri- 
culture, a member of the Railroad Ad- 
ministration, a member of the Shipping 
Board, and a member of the War Trade 
Board be requested to act in consulta- 
tion with the committee. 

That the foregoing committee, or as its per- 
sonnel, from time to time, may consist, and/or 
so long as the arrangement here proposed shal) 
be effective, shall have and is hereby given the 
power and authority from time to time to ask 
and receive from the producerg of such sul- 
phur-bearing ores, as are used in the produc- 
tion of sulphuric acid, and likewise from tie 
consumers thereof, full and complete gtate- 
ments and reports, upon the production and 
requirements and of the use and useg of such 
materials and the products thereof and of all 
stock or stocks on hand and in transit by any 
or al! persons or companies now or hereafter 
identified herewith, and except where such ma- 
terials or any of them may be required fo 
or enter into, directly, the production of war 
materials, to approve or disapprove the receipt 
and/or delivery thereof, as between any parties 
concerned, 

That if and when, in the judgment and dis- 
cretion of the committee, the supply of any 
of the raw materials herein above referred to 
become insufficient for the needs of ail indus- 
tries making use thereof, it shall become neces- 
sary so to do to prorate or distribute as be- 
tween given industries and/or members there- 
of, such, any, or all of the foregoing ma- 
terials, and in consequence any given company 
or person is unable, by reason of such pro- 
rating and distribution, to meet its or their 
then existing contract obligations, then and 
in that event the committee will look to the 
War Industries Board or other appropriate 
governmental authority for such proper or 
needful orders by way of commandeering or 
otherwise, as may be requisite to protect such 
person or company against the legal obligation 
of any contract that shall or may be impaired 
by reason of such prorating or distribution, 

That the suspension or impairment in any 
manner of any contract by whomsoever held 
for the sale and purchase of any of the fore- 
going materials shall not be had or resorted to, 
otherwise than to meet the needs of govern- 
mental requirements, except with the volun- 
tary consent of the party whose interests may 
be adversely affected thereby. 

The above resolutions were submitted 
to the users and producers and were rati- 
fied and approved without a dissenting 
vote. Government representatives were 
in attendance at both meetings. 

The committee as chosen was made up 


cision at a later meeting. He did not go 
into great detail, but explained one or 
two points. For goodwijl the proposas 
was to allocate £1,000,000 between the two 
companies. Included in this was a cash 
payment to Levinstein, Ltd., in respect 
of taking over an agreement with the 
Dupont Company of America, amounting 
to £250,000, to be spread over ten years. 
The Dupont Company, the explosive man- 
ufacturers, had now decided to make dyes 
if this agreement were carried out. [A 
previous London dispatch has indicated a 
substantial investment by Nobels Explo- 
sives, Ltd., in Levinstein, Ltd.—Ed.] 

On the question of control, Mr. Fal- 
coner expressed it as vital to any amal- 
gamation that the shareholders should be 
left free to choose their control of so 
gigantic a concern. 

Several speakers, representing large dye 

= supported the proposed amalgama- 
ion, 
E During the discussion it transpired that 
it had been suggested that the new board 
should consist of Lord Moulton, two rep- 
resentatives of the government, Messrs. 
Norton and Turner, of British Dyes, Ltd.: 
Sir H. McGowan and Dr. Levinstein, for 
the Levinstein Company. There was some 
criticism of this proposal and in the re- 
sult a sub-committee was appointed to 
consider the matter further on behalf of 
the shareholders and to report to a fur- 
ther meeting. 








Magnesia Priorities Hearing Granted 


by Commissioner. 
Washington, July 13, 191s. 

A committee representing the manufac- 
turers of magnesia and -asbestos cover- 
ings and textiles of the United States was 
accorded a hearing. before the priorities 
commissioner and ther representatives 
of the War Industries Board for the pur- 
pose of presenting claims for preferentias 
treatment in procuring supplies of fuel, 
raw materials, and transportation serv- 
ice. 

The hearing clearly developed the fact 
that a free and proper use of magnesia 
and asbestos in heating plants and in pipe 
coverings enormously conserves fuel, and 
because the demands for fuel far exceed 
the supply now available, or that can be 
made available, it was determined that 
the production of magnesia and asbestos 
coverings should be stimulated in so far 
as they are used in connection with hear- 
ing plants and other uses measurably cur- 
tailed, 
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HOOVER DEFENDS 
NORMAL PROFITS 


He Would, However, Control 
Profiteers by Excess 
Profits Taxes. 


Washington, July 13, 1918. 


Reduction of abnormal war profits by 
taxation to help pay the costs of the 
war is advocated by Herbert Hoover, 
United States Food Administrator. This 
would relieve the risk of curtailing pro- 
duction and* demoralizing economic cone 
ditions by governmental regulation of in- 
dustry, he says. 

What the government is doing to reduce 
war profits through regulation and trade 
agreements, with a great measure of 
success, is explained by Mr. Hoover in 
a letter to Senator Simmons, chairman 
of the finance committee in the Senate, 
who requested his views in connection 
with the excess profits feature of the new 
war revenue measure now under con- 
sideration. 

The necessity of standards of profit 
sufficiently high to maintain and stimu- 
late a certain class of high-priced pro- 
ducers, and for constraint lest prices 
ascend beyond the purchasing power of 
people of limited means is explained by 
Mr. Hoover... He said in part:— 

“Extra profits out of war are hateful. 
That any man taking a profit in greater 
measure because the goods he produces 
are needed for war or because of the 
scarcity created by war is abhorrent to 
all decent people, and rightly so, when 
the youth of the nation are being called 
upon to sacrifice all that they have., I 
do not think it will be denied that our 
whole production and distribution svS5 
tem is based on earning of profits, and 
that it is a primary thing to say that 
the distribution system has got to pro- 
ceed on this basis, and that, therefore, 
normal profits are not immoral. 

“The government is, through many de- 
partments, endeavoring to reduce 
profiteering through regulation and trade 
agreements and with a great measure of 
success. There are, however, certain 
economic necessities which must domi- 
nate. war regulation of industry and 
which, in my view. can only be accoin- 
plished if reinforced by taxation on war 
profits. 

“In the face of shortage—and we are 
short of most commodities today—the 
maximum production of that commodity 
is positively essential. In government 
regulation, to safeguard production, all 
profits or prices must be based, either 
directly through prices or indirectly 
through profits, on the stimulation of 
production. The consequence is that It 
is necessary to set these standards suf- 
ficiently high to maintain and stimulate 
a certain level of high-cost producers. 
There is, however, a point in profits or 
prices where the increase in production 
is not commensurate and restraint is 
needed lest prices ascend to a _ height 
where the people of the more limited 
means can no longer buy. This is con- 
servation for the rich and not for the 
poor. On the ether hand, neither the 
cost nor the profits in any two units of 
production will be the same, amd, while 
the high-cost producers mav be limited 
to low margins, the low-cost producers 
under these conditions will make 
profiteering profits. While I am con- 
vinced that regulation of the types in 
practice by many executive departments 
are fundamentally essential to prevent 
runaway markets and vicious speculation, 
I can see no remedy for the intermediate 
situations below. such regulations, ex- 
cept a graduated excess profits tax that 
will restore that excess of profits made 
from public necessity back to the public. 
It is my belief, from an intimate contact 
with many industries, that such a course 
of enlarged taxation will be patriotically 
supported by them. 

“If a regulation of profits or price is 
placed at so low a level as to restrain 
the profits of the low-cost producer to a 
normal profit, it will not only cut off 
high-cost producers and incre®se the 
shortage, but sometimes give to the low- 
cost producer the entire field and mean 
the crowding out of many business con- 
cerns. In many industries it means big- 
ger businesses will survive and the 
smaller businesses will be extingu‘shed. 

“There is one feature in all regulation 
of profits—in food trades, particularly— 
that is sometimes overlooked. These 
trades are nearly all seasonal, and they 
are in the vast majority dealing with 
perishable products. By taking a few 
months during the season of prime opera- 
tiors, their profits may appear large, but 
they must face largely reduced profits or 
even losses over the balance of the year. 

“In summary, my view is that broad 
regulatory restraints now in force are 
essential in commodity in the face of 
shortages. I am equally convinced that 
a large percentage of extra normal 
profits earned out of war conditions, 
whether by more fortunately situated 
members of regulated trades, or other- 
wise, should be appropriated to the pub- 
lic treasury through taxation.”’ 


Fertilizer Brands Being Sold in Penn- 
sylvania Are Not Registered. 


Harrisburg, July 12, 1918 








Special agents of the State Department 
of Agriculture have collected samples of 
a score of brands of fertilizers which are 
being sold in Pennsylvania withcut being 
registered. 

For several years the State has. been 
waging a campaign to require manufac- 
turers of fertilizers to register every 


brand offered for sale within the State. 

The agents in making their annval col- 
lection of samples for analysis as to 
whether the contents of the bags are in 
accordance with the label statements dis- 
eovered the unregistered brands which 
were being sold. 

So far more than 1,200 samples have 
been collected and these are being ana- 
lyzed by the State chemist, 
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C LASSWARE | £:© Francesconi & Company 





FOR YOUR W 
LABORATORY OR FACTORY P A RAF KF | N E AX 
(Crude and Refined) all grades 
AMERICAN SCIENTIFIC INSTRUMENT CO., Inc. Candis Wee Candin Wer 
50-86 JOHN STREET Telephone Jobn 2722 NEW YORK 


Lubricating Oils Petrolatums Degras 
Stearic Acid Naval Stores 


CHEMICALS 


Cable Address: ‘‘Henfran”’ 
Home Office: 


Braach Office: 
25 Beaver Street 327 So. La Salle Street 
New York City Chicago, IIl. 


Reid Refinery Equipment 


OUR RECEIVING BOXES AND MANIFOLDS have 
been used for years by refiners the world over. 
This illustration shows our standard pattern. 
Special patterns made to specifications. 
Your Business Solicited 
Address Equipment Department 
JOSEPH REID GAS ENGINE COMPANY 
Main and Klein Streets Oil City, Pa., U.S A. 





ORIENTAL 


COTTON OTL 


REFINED AND CRUDE 


ELBERT & CO., isto'fitover. «= 71 Wall St., New York 


Storage Bins 
Smoke Stacks, Stand Pipes, Oil St T: 
and all classes of Steel Plate Coustenetion a 
Oil, Paint and Chemical Industry. 
STEEL PLATE CONSTRUCTION THE PETROLEUM IRON WORKS COMPANY 


New York Pittsburgh SHARON, PA. St Louis San Francisco 








S. HENLE, Ince. * ‘newyork 


White and Yellow Petrolatums 
Paraffine Wax 
White Neutral Oils tiuni Piper 
Lubricating Oils 





KARL F. DIVENER 


LAKE PARK REFINING COMPANY | ser senmoavss 


INVESTMENTS [{EApinc 


Gueneel EXCLUSIVELY Fletbs 


Petroleum Products| | sm ssiincars cy.m, | | srocxs "site 
Do41AT CA Renan SECURITIES  GASouiNe PLANTs 
Fuel Oil Gas Oil Road Oil Ohne, PGC a es ET 
itireniaineiionteiintndesiiomstinmnion years sctlr ane atin though many 





Virginia Red Oil Products Corporation 


SUCCESSORS TO 


VIRGINIA PRODUCTS CORPORATION 










MANUFACTURERS OF 


RED OIL *"s82"": FATTY ACIDS 
nnn OR A” BEY unin 


We manufacture only highest grades. All products pure saponified, 


GUARANTEED OVER 99% SAPONIFIABLE 
P. O. BOX 815, BALTIMORE, MD. - 





FINEST QUALITY 


STEARIC ACID 
nowt RED OIL 2 


RUB-NO-MORE CO., - - FORT WAYNE, IND. 
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Cottonseed Association Headquarters 
Opened at H and 14th Streets, 
Washington. 


Washington, July 13, 1918. 

The new Washington Bureau of the 
laiterstate Cottonseed Crushers’ Associa- 
tion, for practical co-operative service be- 
tween the vegetable oil and meal industry 
and the Food Administration and other de- 
partments of the government, was opened 
July 9, with Louis N. Geldert, the associa- 
tion’s official assistant to the president, 


in charge, 

The offices of the bureau are in the 
Real Estate Trust Buijding, corner of 
H and I4th streets. It is expected that 
for the period of the war, at least, Wash- 
ington will be the official headquarters of 
the president of the Interstate Associa- 
tion and of its Publicity and Educational 


Bureau. 

Special information bulletins will be 
sent by the Washington Bureau, as 
eceasion may require, to every oil mil 
in the country, whether they are mem- 
bers of the Interstate Association or not. 
It will act as a clearing house between 
them and the government administration 
offices in Washington, and expects to re- 
lieve the administration officials of the 
hulk of the detailed correspondence with 
the mills covering questions of interpreta- 
tion of the rules and regulations under 
which the industry is working. It is aiso 
expected to save the mills, time, trouble 
and expense in their relations with the 
government. 
~The Executive Committee of the Inter- 
state Association, the new Publicity Com- 
mittee and the Committee of Ten, one 
from each State association in the cotton 
belt, held meetings at the new Washing- 
ton headquarters Friday and Saturday of 
this week, The Committee of Ten will 
act in an advisory capacity to Mr. 
Geldert at Washington, each represent- 
ing the organization in his own State. 





Cottonseed Insurance Conference at 
New Orleans Harmonious and Good 
Results Should Follow. 


At the recent conference in New Or- 
leans between insurance experts and oil 
mill men the necessity for better fire 
protection and conservation of cotton- 
seed products was strongly emphasized. 

Those in attendance expressed them- 
selves as highly gratified with the prog- 
ress made and the valuable ass'stance 
rendered by the engineering department 
of the oil mills. It is held reasonably 
sure that full and intelligent co-opera- 
tion can and will be secured from the 
heads of the leading oil mill properties 
in the South from now on, 


Seed Oils as a Some of Food Com- 
pare Favorably with Vegetable 
Oils. 


Washington, July 13, 1918. 


That seed oils are a valuable source of 
food has been established in tests made 
by the United States Department of Agri- 
eulture, which show that they are well 
assimijated and compare favorably with 
vegetable oils. In experiments to deter- 
mine the digestibility of oils made from 
corn, soy beans, sunflower seeds, Japa- 
nese muStard seed, rape seed and char- 
lock seed—oils mot now commonly in use— 
the United States Department of Agricui- 
ture found that they are well assimi- 
lated, and in value compare favorably 
with other vegetable oils. These diges- 
tion experiments, reported in bulletin 687 
just published by the department, are a 
part of the series which is being con-~- 
ducted by the department to determine 
the digestibility.of various foods. During 
the test period (3 days) in which the 0i]s 
referred to constituted practically the 
entire sources of fat, the subjects ate on 
an average of 58 to 9 grams per day, and 
did not report any ill effects. To judge 
by their digestibility these oils, aceord- 
ing to the bulletin, should prove satis- 
factory sources of fat for the dietary. 





Norwegian Whale Catch Satisfactory 
—May Get 500 This Season. 


It has been officially announced by the 
Royal Norwegian Provisions Department 
that the government whaling’ vessels 
have caught over 100 whales since the 
raising of the prohibition against whal- 
ing; 94 of the whales were taken to B om- 
vaag, near Bergen, where the whaling 
station has been working for over three 
months Two other stations are under 
preparation in Finmarken and are to be 
completed at the end of the present 


month, P 
The results so far are considered very 
satisfactory. It is calculated that the 


whaling will continue for six months and 
that with 5 stations and 17 ships it should 
be possible to catch 500 whajes_ per 
annum, 


OIL AND OIL SEED. 


Supplies Must Be Raised in This 
Country, Say Federal Experts. 


Washington, July 13, 1918. 

Oil and oil seeds that have heretofore 
been imported, but the importation of 
which has been curtailed or entireiy cut 
off by the war and the need for con- 
servation of shipping, must be ra‘sed in 
this country. The trade jis warned that 
it must look for an American supply, and 
the farmers of the nation are advised by 
the United States Department of Agricul- 
ture that they must produce the essentiai 
seeds to meet the demands of the coun- 
try. 

“Temporary seed shortages have devel- 
oped under new economic conditions, and 
they may continue,’’ says the United 


OIL PAINT AND DRUG REPORTER 


MENHADEN FISHERMEN CO-OPERATING WITH 
GOVERNMENT IN PRODUCTION OF FISH MEAL 


Washington, July 13, 1918. 


The scope of the experimental work 
undertaken by the United States Bureau 
of Fisheries with the object of produc- 
ing fish meal in substantial quantities 
for feeding purposes has now been ex- 
tended, and it is announced by the 
bureau that the meal from the menhaden 
fisheries will be tested in a practical wav 
at twenty experiment stations in various 
parts of the country. 

A joint conievrence was held recently 
with the Chesapeake Bay fishermen, dur- 
ing which it was found that they were 
heartily in favor of entering into tne 
arrangement Suggested by the govern- 
ment officials for the development of 
feeding material. 

Dr Lewis Radcliffe, assistant in charge 
of statistics and methods of the Bureau 
of Fisheites, does not consider that there 
will be any adverse effect on the ferti- 
lizer industry. He points to the fact that 
American hogs must be fed with some 
such material as that contained in the 
fish meal, and that if the fish material 
heretofore devoted to the manufacture of 
fertilizers were devoted to the manufac- 
ture of féed, it would be more direct 
and more economical, because under the 
old system it would go into the fertilizer 
and the crops would be used for feeding. 

The representatives of the two bureaus 
mentioned visited Readville, Va., for the 
purpos of examining samples of the fish 
meal that already has been prepared ac- 
cording to their request, and offering sug- 
gestions as to what is needed to make a 
satisfactory feed for hogs. They gave 


attention to the question of 
providing satisfactory grinding ma- 
chinery, and expect a better product 
than that which already has been turned 
out. 


Dr. Radcliffe points out that some 60,- 
000,000 hogs are raised annually in this 
country, and each one requires annually 
about fifty pounds of protein feeds. Be- 
fore the war 50 per cent. of the grain 
used for flour went directly into that 
industry, but now the proportion of fiour 
to a given quantity of grain is much 
greater. There has been a correspond- 
ing reduction jn the amount available for 
feed. The quantity of tankage produced 
is inadequate to meet the demand for 
protein food. It is expected, however, 
that 20,000 tons of fish meal a year can be 
obtained, 

“Considering the fact that experiments 
conducted by the Department of Agri- 
culture have shown fish meal to be fully 
the equal of tamkage,’’ he states, ‘‘it 
would appear that the only thing neces- 
sary to secure the utilization of al] the 
fish meal that can be manufactured is 
the making of the hog growers of the 
country acquainted with its merits. 

“The meal may be prepared by the 
same general methods that are now em- 
ployed in making fish scrap for fertilizer 
—steam cooking, pressing and drying. It 
will be necessary to grind the meal rather 
finely. It should be made from fresh raw 
material, should be dried at a sufficiently 
low temperature to prevent scorching, and 
contain not more than 10 per cent. of 
oil.”’ 


particular 


200 MEMBERS GERMAN POTASH SYNDICATE— 
ALLOCATION AWARDS FOR YEAR 1918 


London, Jume 24, 1918. 

The German Potash Syndicate is en- 
deavoring to obtain permission to make 
a further increase in prices in the inland 
market, and a Jot of information has been 
put forward with a view to influencing 
the authorities in arriving at a decision, 
which is apparently a difficult matter 
owing to the enormous advance in the 
quotations for potash mining shares in 
recent times, quite irrespective of the 
real value of the properties. Among the 
statements set forth in this respect atten- 
tion may be directed to the following:— 

The number of constituents in the Pot- 
ash Svndicate is now approximately 200. 
But taking the list of members on De- 
cember 16, 1916, when the number was 
only 151, it is found that the shares of 
78 potash corporations and 2) joint-stock 
companies included in the 151 were nego- 
tiable on the Rhenish-Westphalian invest- 
ment market. According to the position 
on December 31, 1913, the 78 corporations 
had a total quotation value of £15,005,000, 
whereas on February 1, 1918, the value 
of these undertakings had risen to £39,- 
406,000. If the calls made upon the share- 
holders for additional working capital 
between 1914 and 1917 are deducted—which 
calls totaled £3,351,000—the net increase 
in value in the period in question 
amounts to £21,050,000, or, say, 140 per 
cent. The profits distributed by the cor- 
porations in 1914 to 1917 reached £1,007,000, 
or %% per cent., according to the quota- 
tions on February 1, 1918, or an average 
of 0.62 ner cent. per annum, and as a re- 
sult of the further expansion in the quo- 
tations since the latter date the yield 
bas now fallen below 0.5 per cent. 


Twenty Stock Companies. 


Coming to consider the situation of the 
2 joint-stock companies, it is pointed out 
that these possessed a quotation value of 
£9,751,000 on December 31, 1913, but they 
had attained a total of £17,649 000 om Feb- 
ruary 1, 1918. These companies in the 
meentime raised further capital to the 
amount of £272,000, and as a consequence 
the net increase in the value in the period 
mentioned is £7,626,000, or 78 per cent, The 
vield on the capital of these companies, 
according to the quotation value on Feb- 
ruary 1, 1918, therefore works out at an 
average of 1.0 per cent. for the years 
1914 to 1916, the resu]ts for 1917 not hav- 
ing yet been fully ascertained for all the 
works. It is contended that the unfavor- 
able vield both for the corporations and 
the companies is greatly disproportionate 
to the returns achieved by all other in- 
dustrial undertakings, and is very unsat- 
isfactory having regard to the risk asso- 
ciated with participation in this class of 


mining property. If the figures given are 
not considered to be sufficient to demon- 
strate the unfortunate position of the 
industry, it is further mentioned that 
many works have imcurred considerable 
debts, which they are seeking to prolong 
under the protection of banking audits 
during the war. 

The explanation for the considerable 
enhancement in the value of all potash 
undertakings is to be found in various 
causes. Im the first place, there is a 
genera] scarcity of paper securities in 
Germany, as new issues have practically 
been prohibited during the course of the 
war. Secondly, the great liquidity, it is 
said, of the money market has caused the 
withdrawal from the market of consider- 
able amounts of securities bearing a fixed 
rate of interest, such as government and 
municipal loans, debentures. industrial 
bonds, ete., and investors have conse- 
quently turned their attention to the 
speculative markets. As interest in arma- 
ment and similar securities has abated 
during the past year, investors have 
sought activity for their capital becoming 
available im the so-called peace securities. 
Among these the potash industry has 
occupied the leading position in conse- 
quence of the favorable prospects which 
are expected to open up after the war. A 
substantia] reason for the advance in the 
quotations for potash securities in recent 
months is to be found in the many amal- 
gamations of works which have taken 
place, even unprofitable and indebted un- 
certakings participating in the movement 
and their shares actually passing beyond 
par value! It is, therefore, considered 
that the vresemt quotations are excessive 
and exaggerated and ip advance of the 
facts, and that if disillusions are to be 
avoided the potash industry must untir- 
ingly fulfill all expectations which may 
be entertained as to its future. ‘ 


1918 Allocation. 


The German Potash Distribution Bu- 
reau has allocated to the home and for- 
eign market respectively the following 
quentities of potash for the cajendar year 

(In double ewt. of pure potash.) 
Home Foreign 
x Market. Market. 
Carnalite of 9-12 per cent. pure 


ORME D034 6:04 ab penca0 60000 0's MOORE sS.cxe ce 
Crude salt, 12-15 per cent. , 
pure potash ................3,860,000 216,000 


Sulphate of potassium— 
20-22 per cent. pure potash..1,191,000 688,000 
30-52 per cent, pure potash. . 197,00) 20,000 
40-42 per cent. pure potash. .2,651,000 865,000 


Chloride of potassium....... 1,498,000 69,000 
Tartarus vitriolatus, over 42 
per cent, pure potash....... 272,000 13,000 
Crude potassium - magnesium 
STUER ~ 640:4.0'0'b.03 4 Ohba oe is 78,000 54,000 
Cneecennregnyeniemascagyeanies 
Sey SOGME cx ivenneduuc’e~ 10,561,000 





States Department of Agriculture in ‘‘The 
Seed Supply of the Nation,’ a new publi- 
cation recently issued as a Yearbook 
excerpt. ‘“‘But farmers and seedsmen are 
resourceful and they may be expected to 
find ways and means to meet not only 
the needs of th's country, but also those 
of other countries which may be depend- 
ent upon us.” 


LINSEED OIL BOGUS. 


Pennsylvania Department Finds from 
25 to 42 Per Cent. Mineral Oil 
in Paint Ingredient. 


Harrisburg, Pa., July 12, 1918. 

Three prosecutions have just been 
instituted in Pennsylvania against three 
presumably innocent dealers as the resu't 
of the propaganda sales efforts of a West- 
ern manufacturer of “linseed oil,’ who 
nas been circulating and advertising lin- 
seed oil in a manner to indicate that the 
product was as good as pure raw and 
boiled linseed, although the article was 
offered at prices less than the prevailing 
quotation for linseed oil, 

It is asserted that the percentage of 
mineral oi] mixed in this ‘“‘linseed oil’ 
runs from 25 to 42 per cent., although no 
details as to the names of the firms or 
the manufacturer wil! be adduced until 
the cases come into court, such being the 
practice of the Pennsylvania Department 


of Agriculture, which is 
suits. 

Dealers and consumers of linseed oil are 
cautioned by the State department agains: 
the purchase and sale of linseed oils 
which they know are not pure and which 
are advertised at prices considerably 
lower than the prices quoted for oils of 
known purity, 

Where the shipments are suspected bv 
the department's egents of being impure 
the Pennsylvania Department of Agri- 
culture wil! analyze samples free of 
charge, making tests which will immedi- 
ately detect adulterations, if there are 
any. This offer, the department believes. 
will in % measure overcome the sale of 
such products in Pennsylvania. 


bringing the 


Three Fertilizer Rate Cases Settled by 


x as 
Interstate Commerce Commission. 
Washington, July 13, 1918 
Complaints brought by the Mount Pleas- 
ant Fertilizer Company against the Louis- 
Ville and Nashville Railroad Company et 
al. have been settled by the Interstate 
Commerce Committee as follows:— 
_ Rates for the transportation of fertilizer 
from Mount Pleasant, Tenn., to various points 
in the Southeast not found to have been or 
to be unreasonable or unjustly discriminatory. 
A shipment of fer zer from Mount Pleasant 
to Heucks, Miss., found to have been mis- 
routed and overcharged. Refunds directed 
Complaints dismissed, and fourth section 
relief denied. 








65 


COTTON GINNERS. 


Under Close "Regulation as to 
Charges for Gleaning and Linting. 


The United States Food Administration 
at Washington has issued Circular No, 
43, superseding Circular No. 41, dated 
June 22:— 

1. Attention is hereby called to Rule 8 of 
the special license regulation, No, IX, effec- 
tive July 1, 1918:—No licensee owning, con- 
trolling or operating a ginnery shall make any 
unreasonable charge for the service of cleaning 
ee or separating the seed from the 

nt. 

2. Ginners are to keep a correct record show- 
ing the name and address of each party for 
whom they gin cotton, the amount of cotton 
ginned in each case, and the actual charge 
made for such service. They must be in posi- 
tion at all times to furnish detailed informa- 
tion to the United States Food Administration. 

3. It is necessary that ginners perform this 
service in such a way that the seed cotton shali 
be cleaned and the lint removed from the 
seed in an efficient manner. Such foreign sub- 
stances as are removed from the seed cotton 
Shall not be returned to the seed, but the 
seed shall be kept in a clean condition. Gin- 
ners are not permitted to mix any foreign ma- 
terial with cottonseed during the time that 
it is under their control or in their possession. 

4. The charge for ginning shall be the same 
whether or not the cotton or the cottonseed is 
purchased by the ginner. 

5. Ginners are to gin as rapidly as possible, 
consistent with good work, all dry seed cotton 
tendered them, and upon demand thev are to 
return to the owner the cotton and cotton- 
seed ginned by them. If cottonseed is pur- 
chased by ‘the ginner, he must be guided by 
our Rule No. 5 and Circular No. ; 

6. Ginners are to keep a careful record, 
showing the name and address of each party 
from whom they purchase cottonseed, together 
with the quantity and price paid for same. 


OIL PRICES FIXED 


In Uruguay for Cottonseed, Olive and 
Peanut Products. 


Washington, July 13, 1918. 

Prices have been fixed on cottonseed, 
peanut and olive oil in Uruguay. Consul 
William Dawson, at Montevideo, sends 
word also that new advanced prices on 
soap have been promulgated which are 
to remain in force only until the arriva] 
of soda and res’m from the United States. 

The Uruguayan Government is endeav- 
oring to get from the United States 1,000 
drums of caustic soda and 2,000 barrels of 
resin on the advice of the National Sub- 
sistence Board. 

For cottonseed oil the maximum prices 
to be charged by the wholesaler to the 
retailer were fixed by this same decree 
of April 9 as follows:—In casks, per lw 
k ios net, at the rate of 37.52 cents a 
round, in cans of 16.36 to 17 kilos, per 10 
ki.or net, at the rate of 38.69 cents a 
pound 

“or cottonseed or peanut oil packed in 
the country and for imported olive oil, in 
cars of 1 to 5 kilos, the maximum prices 
were fixed at:— 





—-Price per can—~ 








Whole- Retailer 
: saler to to con- 
Articles, retailer, sumer. 
Cottonseed or peanut ofl 
packed in this country— é 
SOO ORM wancs Cieacvab ws $0.88 $0.93 
Ee ON Sicvciccsaveb ese 1.65 1.81 
ee ree 2.07 2.22 
WOR RN 6 i ond cate’ Cxsied 4.16 4.45 
Olive oil: 
Imported from Spain— 
Deeks SU 87s ss calebowace .93 1.08 
RE SNE an 5 5.00 Reka gees 1.81 1.96 
-. | ee ee 2.22 2.43 
&-kiio cans .......... ~ Oe 4.86 
Imported from 
CC Sg ery errr. 1.03 1.14 
oe ere ree re 1.96 2.17 
B%-kilo CANS.......cs0..7s BS 2.64 
D-MAIO CONG: 4 oss ke ote o'ge'uee 4.76 5.17 
Imported from France— 
DomteD COUR ios vce scsceress 1.14 1.24 
BUC GOB. cccrcidddeccese 2.17 2.38 
214-KilO CANS......6..2.00- 2.69 2.95 
GeBLIO CODE csccccccvaseucs 5.38 5.89 


All of the foregoing weights and prices 
are understood inclusive of can. For cans 
of over 5 kilos proportionate prices are 
to be charged. Sales made by whole- 
salers to retailers are to be according to 
terms usual here, a discount of 5 per cent. 
being allowed for cash. 

The decree further prohibits the expor- 
tation and re-exportation of edible olls. 

The board states in its report that there 
have been no arrivals of oil during the 
past five months. It found that retaiers 
were, without any _ sufficient reason, 
charging the following prices for 2%4-k'lo 
cans:—Cottonseed oil] packed jin country, 
£2.48: Spanish olive oil, %.10; Freneh olive 
oul, $4.14. 

A decree of April 4 fixed a new scale 
‘f maximum prices for soap by adding 5 
pesos per 10) kilos ($2.35 per 100 pounds) 
to the prices established by resolution of 
March 7. 


——- <>. ———_—— 
New York Manufacturers’ Council 


Will Meet at Albany Tonight. 


As the direct outcome of the recent 
war convention of manufacturers of the 
states of New York, New Jersey, 
Pennsylvania, Massachusetts, Comnecti- 
cut and Delaware, there has been formed 
the Manufacturers’ Council of the State 


of New York. 

The new council will embrace the 
manufacturers of the entire State, and 
the incorporators include: ay Ww. 


Stephens, president of the Ansco Com- 
pany, 61 Broadway, New York City; Mer- 


rill R. Lott, of the Sperry Gyroscope 
Company, Brooklyn; Harry J. Bartle, of 
the H. J. Bartle Manufacturing Corpora- 


tion, Troy: John A. Kearney, of Carter- 
Kearney Company, 200 Fifth avenue, New 


York City, and Warren C. King, presi- 
dent of the Manufacturers’ Council of 
the State of New Jersey, and who is 


president of the Independent Chemical 
Company, 72 Front street, and a member 
of the Regional Industr‘al Commission 
for both the New York and Philadelphia 
districts. A call for a meeting of the 
manufacturers of the entire State to 
choose officers of the New York State 
Council and to adopt a constitution and 
by-laws has beem issued for tonight at 
6:30 o'clock at the Hotel Ten Eyck, Al- 
bany. 








——— ip 
Make Your Own Liquid Soap 


Let Kokobace help you build up a profitable business 
on Liquid Soap. Made from pure cocoanut oil and the best 
caustic potash only, under the careful supervision of our 
expert soap makers, KOKOBACE yields a Liquid Soap 
that will mean new business and repeat orders. Bright, 
sparkling, and economical, a small quantity of the Liquid 
Soap producted from KOKOBACE makes an abundant, 
creamy lather that cleanses quickly and does the work 
thoroughly. 


| National Oil Products Co.  "@iicaco. 11. 


VEGETABLE OILS 
MINERAL OILS 
NAVAL STORES 

WAXES 


RALPH L FULLER & we 


NEW YORK CLEVELAND PHILADELPH'A 
2 Rector Street Guardian Building Real Estate Trust Building 


LONDON CENOA 
17 Colonial House, Tooley Street, 8S. E-I. 136 Palazzo Nuova Borso 


A. M. ALISON & CO., Inc. 


Exporters and Importers 
2 STONE STREET (Phone 925 Broad) NEW YORK 


From Calcutta—BURLAPS and BAGS 


From the Orient—PRODUCE and 
CHEMICALS. VEGETABLE, 
ANIMAL and FISH OILS. 


INQUIRIES SOLICITED 


WRIGHT, FABER & CO., Inc. 


43 Exchange Place, NEW YORK 
DIRECT IMPORTERS 


Wood Oil, Soya Bean Oil, Peanut Oil, Cocoanut 
Oil, Castor Oil, Fish Oils, Tallow, Lard, etc. 


Phone: Hanover 758-759 


MITSUI & CO., Ltd. 


Soya Bean Oil Cocoanut Oil 
Peanut Oil Rape Seed Oil 
Perilla Oil China Wood Oil 
Japan Veg. Wax Shellac 
Veg. and Animal Tallows 


Telephone Rector 7110 65 Broadway, NEW YORK CITY 
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W. G. AGAR J. A. WILLIAMS 


W. G. Agar & Co. [Esa 





Importers and Exporters 
Merchandise Brokers 


SYDNEY, AUSTRALIA 
25 BEAVER ST. NEW YORK 


Cable Address “‘Agar’’ 25 Beaver New York 
Telephone Broad 6244-5-6 


Foreign and Domestic 
Vegetable, Animal and |. zing Gas 
Fish Oils ! ft ranch cs 


nied 


Copra, Grease, Tallow estes amis’ instti 
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Products TIRRILL GAS mACHING LIGHTINGCO. 
Se Est. 1864 103-A Park Ave., NEW YORK CITY 
Offers and Inquiries Solicited Let us solve your fuel problems 


Balfour, Williamson & Ce. 


43 Exchange Place, New York 


Import Direct from 
HANKOW SHANGHAI TIENTSIN KOBE YOKOHAMA 


WE CAN OFFER 


CHINA WOOD OIL 


IN BARRELS 
ALSO 


CHINESE GALLNUTS 


OLIVIER & CO. 


599 BROADWAY, NEW YORK 
SHANGHAI HANKOW TIENTSIN 


ANIMAL TALLOW 
CHINA WOOD OIL 


HERRING OIL 
SARDINE OIL 


FROST & CUNDILL, Inc., 60 Wall St., New York 
-———————__—_—_—_-- —— IMPORTERS —————————————— 


HANKOW - SHANGHAI - KOBE - HONGKONG - YOKOHOMA - COLOMBO 


CASTOR OIL 


CORN OIL SOYA BEAN OIL 
REFINED OILS PARAFFINE WAX 


COTTON & COMPANY, Inc. 


BUFFALO, N. Y. Merchants NEW YORK CITY 
Marine Bank Building 37-39 Liberty Street 
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SPECIFICATIONS. || 


Aviation Gasoline, Export, 


As Adopted at a Conference Caled by 
M. L. Requa, Director, Oil Di- 
vision, May 29, 1918. 


1. COLOR.—The color shall be water white. 

Test:—Inspection of a column in a gtandara 
4-ounce oijl-sample bottle. 

2. FOREIGN MATTER.—The gasoline shall 
be free from acid, undissolved water and sus- 
pended matter. 

Acid test:—Shake 10 cubic centimeters of gas- 
oline with 5 cubic centimeters of pure water, 
and test the water with blue litmus paper. 

Water and suspended matter would be in 
evidence in the test for color. 

3. DOCTOR THST.—The gasoline shall yiela 
a@ negative doctor test. 

Directiong for making doctor test on gaso- 
line:— 


(A) Prevaration of reagents— 

Sodium plumbite, or ‘‘doctor’’ solution:—Dis- 
solve approximately 125 grams of sodium hy- 
droxide (NaOH) in a liter of distilled water. 
Add 60 to 70 grams litharge (PbO) and shake 
vigorously for 15 to 30 minutes, or let stand 
with occasional shaking for at least a day. 
Allow to settle and decant or siphon off the 
clear liquid, Filtration through a mat of as- 
bestos may be employed if the solution does 
not settle clear. The solution should be kept 
in a bottle tightly stoppered with a cork, 

Sulphur:—Obtain pure flowers of sulphur. 

(B) Making of Test— * 

Shake vigorously two volumes of gasoline and 
one volume of the ‘“‘doctor solution’’ (10 cc. of 
gasoline and 5 cc. of ‘“‘doctor solution’ in an 
ordinary test tube: or proportional quantities 
in a 4-ounce oil-sample bottle may conveniently 
be used), After shaking for about 15  sec- 
onds, a small pinch of flowers of sulphur should 
be added and the tube again shaken for 15 
seconds and allowed to settle. The quantity 
of sulphur used should be such that practically 
all of the sulphur floats on the surface, sep- 
arating the gasoline from the ‘‘doctor solution, 

(C) Interpretation of Results— 

If the gasoline 1g discolored, or if the sulphur 
film is so dark that its yellow color is notice- 
ably masked, the test shall be reported as 
positive, and the gasoline condemned as 
“sour.” If the Mquid remains unchanged in 
color and if the sulphur film is bright yellow 
or only slightly discolored with gray or 
flecked with black, the test shall be reported 
negative, and the gasoline considered ‘‘sweet. 

4. CORROSION AND GUMMING TEST.— 
The gasoline, when subjected to the corrosion 
test, shall show no black corrosion and no 
weighable amount of gum. 

Direction for Making Test.—The apparatus 
used In this test consists of a freshly polished 
hemispherical — “ — copper, approxi- 

ately 3% inches in diameter. 

mimi thie dish within three-eighths inches ot 
the top with the gasoline to be examined and 
place the dish upon a steam bath, Leave the 
dish on the steam bath until all volatile por- 
tions have disappeared. 

If the gasoline contains any dissolved ele- 
mentary sulphur the bottom of the dish will be 
blackened, : 

‘If the gasoline contains undesirable gum- 
heruetiny constitrents there will be a welghable 
amount of gum derpestted on the dish, Acia 
residneg will st. .w as gum in this test. 

INTERPRETATION OF RESULTS.— 

Corrosion--]i is specified that no_ black de- 
posits shall be formed, This wording ig In- 
tended to admit gasolines that i:nve So small 
a quantity of guipner _ the depusit is only 

eacock colored, 
gh is specified ‘on: there shall be no 
weighable amount of ¢ The intention fs to 
refuse admittance to «1- ‘ine: that show an 
amount that can be ready weighed {n this 
tyle of dish. 
eC YOLATILITY AND DISTILLATION 

GE:— 

When yee cent. of the sample has been 
recovered in the graduated receiver the ther- 
mometer shall not read more than 65 deg. Cc. 
(149 deg. F.), or less than 50 deg. C. (122 
deg. F.). i ae 

When 50 per cent. has been recovered in the 
receiver the thermometer shall not read more 
than 95 deg. C. (208 deg. F.). 

“When 90 per cent. has been recovered in the 
receiver the thermometer shall not read more 
than 125 deg. C. (257 cee. F.). 

When 96 per cent. has been recovered In the 
receiver, the theveomener — not read more 

ee. C. (302 deg. F.». 
er feet oh per cent. oat oe recovered in 
elver from the distillation. 
Og ee aitation loes shall not exceed 2 per 
cent. when the residue In the flask ts cooled 
and added to the distiilate in the receiver. 

The distillation met’ d and apparatus shall 
conform witn those outlined and described tn 
Bureau of Mines Technical Paper No. 166, 
entitled ‘‘Motor Gasoline, Pronerties, Labora- 
tore Methods of Testing and Practical Specifi- 


cations.’ 


Aviation Gasoline, Fighting, 


As Adopted at « Conference Called 
by M. L. Requa, Director, Oil Divis- 
ion, United States Fuel Administra- 
tion, May 29, 1918. 


1. COLOR.—The color shall be water 

White OREIGN MATTER.—The gasoline 

shall be free from acid, undissolved water 
s ded matter, 

- pocTOR Seet — Tne gasoline shall 
yie egative doctor test. 
yt | CORROSION AND GUMMING TEST.— 
The gasoline, when subjected to the cor: 
rosion test, shall show no black corrosion 
and no weighable amount of gum. 

Note—Methods for making tests for re- 
quirements Nos. 1, 2, 3 and 4, same as 
given in specifications for ‘Export’ grade. 

56. VOLATILITY AND DISTILLATION 
RANGE.—When 5 per cent. of the sample 
has been recovered in the graduated re- 
ceiver, the thermometer shall not read 
more than 75 deg. C. (158 deg. F.), or 
less than 60 deg. C. (140 deg. F.) 

When 50 per cent. has been recovered in 
the receiver, the thermometer shall not read 
more than 95 deg. C. (203 deg. : 

When 90 per cent. has been recovered in 
the receiver, the thermometer shall not 
read more than 113 deg. C. (235 deg. F.) 

When 96 per cent. has been recovered in 
the receiver, the thermometer shall not 
read more than 125 deg. C. (257 deg. F.) 

At least 96 per cent. must be recovered 
in the receiver from the distillation, 

The distillation loss shall not exceed 2 
per cent, when the residue in the flask is 
cooled and added to the distillate in the 
receiver. 

The distillation method and apparatus 
shall conform with those outlined and 
described in Bureau of Mines Technical 
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BIDS AND 


AWARDS. 


—————————————————————————————————————————————————SX¥~ 


Sulphuric Acid Award Made. 


The following bids were received on May 28, 
1918, at Rock Island Arsenal, Ill., under Cir- 
cular No, 1180, for furnishing 46,000 pounds 
sulphuric acid, 66 degrees s. g. 1.835:— 

1. Marden, Orth & Hastings Corporation, 
New York city, $2.50 per 100 pounds, drums to 
remain property of contractor. Accepted. 

2. E, I, du Pont de Nemours & Co., Phila- 
delphia, Pa., $3.50 per 100 pounds, carboys to 
romain property of contracto,. Ps 

3. Frank B. Jones, Philadeiphia, Pa., 5.975c. 
per pound; carboys, $5 each. 

4. B. C. Hartz, Rock Island, Ill., $2.75c. per 
pound. 





Soap Award Made. 


The following bids were received on June 24 
by the lighthouse inspector, Tompkinsville, 
N. Y., for furnishing 10,000 pounds fresh-water 
soap :— 

The Holbrook Manufacturing 
$1,050; 30 days: Accepted. 

Granite City Soap Company, Inc., $1,175; 50 
diy< 

Uriversal Trading Company, $1,523; 40 day.s 

Leon Hirsch & Son, $1,400; 30 days. 


Company, 


Alcohol Award Made. 


The following bids were received June 12 by 
the lighthouse inspector at Tompkinsville, N. 
Y., for furnishing 2,000 gallons denatured 
alcohol:— 

American Alcohol Company, Inc., $1,480; 30 
days. Accepted. 

L. A. Solomon & Brother, $1,870; 30 days. 

Jefferson Distilling and Denaturing Com- 
pan, $1,500. 

Mason Malt Whiskey Distilling Company, 


1,700. 
White Lead Award Made. 


The following bids were received June 17 by 
the lighthouse inspector at Tompkinsville, N. 
Y., for furnishing 15,000 pounds white lead:— 

Harrison Works, $1,650; three days. Ac- 
cepted. 

United Lead Company, $1,650; 10 days. 

4 Eagle-Picher Lead Company, $1,821; five 
ays. 

Hammar Brothers White Lead Company, 
$1,899; 4% days, 

Impervious Paint and Varnish Company, 
$1,687.50; 20 days. 


Chrome Yellow Bids Received. 


The following bids were received July 1 oy 
the public printer, Washington, D. C., for fur- 
nishing 500 pounds chrome yellow dry color:— 

J. M. Huber, 29c. per pound. 

Binney & Smith, 27c. and 30c. 

BR. Binswanger Co., 33.5c. 

The Sherwin-Williams Company, 30c. 

Imperial Color Works, Inc., 29c., and 29.5c. 

Lewis Roberts, 34c. 

Sinclair & Valentine Company, 40c. 

Charles Hellmuth, Inc., 40c. 

Pau! Uhlirich & Co., Inc., 37c. 

The A. Wilhelm Company, 30,.25c. 


Kerosene Award Made: 


The fcllowing bid was received June 12 by 
the lighthouse inspector at Tompkinsville, N. 
Y.. for furnishing 75,000 gallons kerosene:— 

The Texas Company, $17,625. Accepted. 


Red Lead Award Made. 


The following bids were received June 17 
by the lighthouse inspector, Tompkinsville. N. 
Y., for furnishing 20,000 pounds red lead:— 

Harrison Works, $1,900; 2 days; accepted. 
ar ne Lead Company, alt. $2,110; 10 
ays. 
anne Lead Company, $2,150, alt, $2,150; 30 
ays. 

F. W. Banks & Co., $2.294; 70 days. 

Imperious Paint and Varnish Company, alt. 
$3,200; 30 days. 


Panama Canal Bids Opened. 


Bids were received by the general pur- 
chasing officer of the Panama Canal, Wash- 
ington, D. C., July 9, for furnishing under 
—— 2,178 material and supplies as fol- 
ows :— 

Bidder 1. American Glue Company, 121 
Beverley street, Boston, Mass. 

3. Baer Brothers, 438 West Thirty-seventh 
street, New York city. 

8. Dennison Manufacturing Company, 706 
Lexington Building, Baltimore, Md. 

10. M. Feigel & Bro, (Inc.), 185 Wooster 
street, New York city. 








Paper No. 166, entitled ‘Motor Gasoline, 
Properties, Laboratory Methods of Testing, 
and Practical Specifications,”’ 


Aviation Gasoline, Domestic, 


As Adopted at a Conference Called 
. ° *° 
by M. L. Requa, Director, Oil Divis- 
ion, United. States Fuel Administration, 
May 29, 1918. 
wits COLOR.—The color shall be water 
yhite. 

2. FOREIGN MATTER.—The gasoline 
shall be free from acid, undissolved water 
and suspended matter. 

3. DOCTOR TEST.—The gasoline shall 
yield a negative doctor test. 

4. CORROSION AND GUMMING TEST.— 
The gasoline, when subjected to the cor- 
rosion test, shall show no black corrosion 
and no weighable amount of gum. 

Note—Methods for making tests for re- 
quirements Nos. 1, 2, 3 and 4, same as given 
in specifications for “Export” grade. 

5. VOLATILITY AND DISTILLATION 
RANGE.—When 56 per cent. of the sample 
has been recovered in the graduated re- 
ceiver, the thermometer shall not read more 
than 75 deg. C. (167 deg. F), or less than 
50 deg. C. (122 deg. F.) 

When 650 per pent. has been recovered in 
the receiver, the thermometer shall not read 
more than 105 deg. C. (221 deg. F.) 

When 90 per cent. has been recovered in 
the receiver, the thermometer shall not 
read more than 155 deg. C. (311 deg. F.) 

When 96 per cent. has been recovered in 
the receiver, the thermometer shall ‘not 
read more than 175 deg. C. (347 deg, F.) 

At least 96 per cent. must be recovered 
in the receiver from the distillation, 

The distillation loss shall not exceed 2 
per cent. when the residue in the flask 
is cooled and added to the distillate in the 
receiver. 

The distillation method and apparatus 
shall conform_ with those outlined and 
described in Bureau of Mines Technical 
Paper No. 166, 





14, Hastings & Co., 819 Filbert etreet, Phila- 
delphia, Pa, 

15. Robert Henke, 175 Park row, New York 
city, 

18. Laurel Stationery Company, 41 Warren 
street, New York city. 

20. National Gum and Mica Company. Fifty- 
ninth street and Eleventh avenue, New York 
city. 

29. S. B, Strouse, 429 Guarantee Trust Build- 
ing, Atlantic City, N. J. 

30. M. Swift & Sons, Hartford, Conn, 
35. Madison Trading Company, 64 East 
Tenth street, New York city. 

Class 30. 100 books gold leaf—Bidder 3, 
$45, 7 days; 14, $47.50, 1 day; 16, $47.50, 1 
day; 29, $57, 75 days. and alt., $55, —— days; 
30, $47, 45 days. 

Class 31, 50 gals. fish glue—Bidder 1, $62.50; 
8, $05.75, 7 days; 10, $75, 1 day; 18, $70, 20 
days; 20, $46.60, 1 day, alt., $56.50, 1 day, and 
ait., $74, 1 day; 35, $84, 30 to 45 days, 


Fuel Oil Award Made. 


The following bids were received on May 
20 by the light house inspector, Ketchikan, 
\Alaska, for furnishing 1,200 barrels fuel oil:— 

Standard Oil Company, Seattle, Wash., $1.87 
‘bbl.; accepted. 

Union Oil Company. Seattle, Wash., $1.87 





Linseed Oil Award Made. 


The following bids were received on June 
17 by_the light house inspector, Tompkins- 
ville, N. Y., for furnishing 3,000 gallons lin- 
seed oil:— 

Hirst & Begley Linseed Company, $5,400, 30 
days; accepted. 

Charles Bang, $5,805, 30 days. 

Ward & Co., $6,000, 16 days. 

William Messer Co., $6,270, 90 days. 


Methylated Spirits Bid Received. 


The following bid was received July 9, by 
the Purchasing Officer, General Engineer 
Depot, United States Army, for furnishing 65 
gallons methylated spirits, under circular pro- 
posal 983:— 

Chas, Cooper & Co., New York city, 1 per 
cent., 10 days, $1.19 gallon, 


Gasoline Awards Made. 


The Lighthcuse Inspector, Charleston, §. C., 
received the following ‘bids on June 4 for fur- 
nishing approximately 14,480 gallons gasoline 
for delivery at the following points during the 
fiscal year ending June 30, 1919:— 

Fernandina, Fia.—Gulf Refining Company, 
24c, gallon. Accepted. Standard Oil Company 
of Kentucky, 25.5c. 

Deerfield, Fla.—Gulf Refining Company, At 
lanta, Ga., 26.5c., accepted. Standard Oil 
Company of Kentucky, 28c. 

Jacksonville, Fla.—Gulf Refining Company, 
23c., accepted. Standard Oil Company, 24.5c. 

Savannah, Ga.—Gulf Refining Company, 23c., 
accepted. Standard Oil Company, 25.5c. 

Darien, Ga.—Standard Oil Company, 26c., 
accepted. 

Brunswick, Ga.—Gulf Refining Company, 
23.5c., accepted. Standard Oil Company, 26c. 

Georgetown, 3S. C.—Gulf Refining Company, 
25.5c., accepted, 

Beaufort, 5S. 
25.5c., accepted, 


Navy Schedule 1,720, Supplementary 
Bid. 

The following supplementary bid was re- 
ceived at the Bureau of Supp‘ies and Accounts, 
Navy Department, July 5, for furnishing In- 
dian red paint under class 29, schedule 1720, 
original date of opening, April 2:— 

Bidder 196. Shoemaker & Busch, 511 Arch 
Street, Philadelphia, Pa., $46,477.20. 


Dextrine Awards Made. 


The following awards have been made by 
the Purchasing Clerk, Bureau of Engraving 
and Printing, Washington, D. C., for furnish- 
ing dextrine under bids opened June 12:— 

Healey-Seaver Company, Boston, Mass,, 200,- 
000 pounds at 20c, 

Victor G. Bloede Company, Baltimore, Md., 
100,000 pounds at 20c. 


Panama Canal Awards Made. 


The following awards have been made dur- 
ing the past week for furnishing supplies for 
the Panama Canal:— 


CIRCULAR 1220. 


Opened June 26. 
Class 42. 125,000 gallons kerosene, Texas 
Company, $28,125. 
Class 43. 75,000 gallons kerosene, Atlantic 
Refining Company, $10,500, 


CIRCULAR 2176. 


Opened June 28, 
Class 30. 200 pounds white glue, American 
Glue Company, $70. 


Army Medical Awards Made. 


In addition to the awards published in 
our issue of July 1, page 69, for furnishing 
drugs and chemicals for the medical de- 
partment, U, 8S, A., under circular No, 2, 
bids of which were opened June 20, the 
following additional awards have been 
made :— 

Item C-22. Alcohol, ethyl, 75,000 gals. to 
the Corby Co., Washington, D. C., 66c.; 
25,000 gals. to the Jefferson Distilling Com- 
pany, 6c ; 60,000 gals. to the International 
Alcohol Corporation, New York city, 68c., and 
40,000 gals. to the Western Industry Co., 
Agnew, Cal., at 49.5c. 

Item P-39. No bids received. 

Item P-43. Bismuthi  subgallas, Great 
American Chemical Products Co., New York 
city, $2.80, 

Item P-46. Cal chlorinate, Mendelssohn 
Bros., New York city, 7c. 

Item C-80. Foot powder, 1,200,000 %%-Ib. 
tins, Herman Chemical Co., 4c. 

Item F-88. Iodum potassii iodidum, 
Charles H. Brazoni, Washington, D. C., 
.328c.; W. D. Young, Boston, Mass., 4.25c., 
part, pending. 

Item P-98. Morphinae sulphas, no award 
to be made, 

Item P-124. Potassii iodidum, Tincture 
and Extract Co., Philadelphia, Pa., $3.25. 

Item P-141. Sodii bicarbonas, Leon Hirsch, 
New York city, 6c. 

Item F-144. Sodii bicarbonas, not to be 
purchased, 

Item F-146. Sodii bicarbonas et mentha 
piperita, not to be purchased. 








C.—Gulf Refining Company, 








Item P-151. Sodii fluoridum, Madison 
Trading Co., New York city, 99c. 
Item  F-157. Strychnine sulphas, Sharp 


& Dohme, Baltimore, Md., 200,000 at 3c.; 
Parke-Davis Co., 300,000 at 2.95c. 
Item P-158. Strychninae sulphas, 
Davis Co., 8.5c. 

Item P-161. Talcum, Herman Chemical 
Co., 15.5c. 


Parke- 
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Item P-171. Zinci sulphas, Great American 
Chemical Products Co., 8c. 


Geiss, Beadegn, Ete. Amends 
Made. 


The following awards have been made at 
the general purchasing office, medical de- 
partment, U. S. A., Washington, D. C., for 
furnishing individual dressing packets:— 

Bauer & Black, Chicago, IIL, 1,000,000, 
10.7c, each. 

Lewis Mfg. Co., 300,000, 11.6c. 

Seabury & Johnson, New York city, 600,- 
000, il.é6c, 

American Drugg:st 
Mass., 200,000, 11.75c. 

Item 589. Needle holders, Long & Koch, 

-20. 

The Watter Laboratories, New York city, 
200,000, 11.265c. 

The following awards have been made 
at the general purchasing office, army 
medical department, Washington, D. C., for 
furnishing roller bandages:— 

Bauer & Black, Chicago, Ill., 50,000 boxes, 
6 doz. in box, $1.66. 

Johnson & Johnson, New Brunswick, N, 
J., 50,000 boxes, $1.71. 

Seabury & Johnson, New York city, 25,000 
boxes, $1.72. 

A contract has been awarded to Seabury 
& Johnson, New York city, tor furnishing 
the army medical department with 300,000 
shell wound first aia packets (par, 946), 
at 11.5c. 

A contract has been awarded to Bauer & 
Black, Chicago, Ill., for furnishing the army 
medical department with 3,000,000 first aid 
packets (par, 944), at 19.2c, 

The following awards have been made at 
the general purchasing office, army medical 
department, Washington, D. C., tor furnish- 
ing plain gauze in rolls:— 

Dedham Finishing Co., Dedham, Mass., 
3,000,000 yards, 70c. per C yds. 

Clyde Bleachery, Clyde, Mass., 3,000,000 
yds., 70c. per C yds. 

Garner Print Wérks, Fall River, Mass., 
1,000,000 yds., 75c, 

The following awards have been made at 
the general purchasing office, army medical 
department, Washington, D. C., for furnish- 
ing compressed gauze bandages:— 

Bauer & Black, Chicago, Ili., 10,000 gr., 

2.45. 

Johnson & Johnson, New Brunswick, N. 
J., 115,000 gr., $2.28. 


Quartermaster Bids Wanted. 


Otfice of the Quartermaster General, Wash- 


Syndicate, Boston, 


ington, D. C.—rhe general supply depot 
quartermasters at Boston, New York, Phila- 
deiphia, Baltimore, Atlanta, Jeffersonville, 


Ind.; Chicago, St. Louis, New Orleans, Fort 
Sam Houston, Omaha, El Paso, Tex., and San 
Francisco have been instructed to secure bids 
fcr subsistence stores for the army in the 
Lnited States for the month of August. The 
schedule includes the follownig:— 

28,308 bottles flavoring extract, lemon, 2- 
ounce; 24,700 bottles flavoring extract, lemon, 
8-ounce; 34,344 bottles flavoring extract, va- 
nilla, 2-cunce; 45,716 botiles flavoring extract, 
vanilla, 8-ounce; 1,179,860 pounds soap, issue; 
39,400 pounds candles; 12,200 pounds candies, 
lantern; 1,800 bottles oil, olive; 3,000 gallons 
oil, cooking; 3,788 cans oil, olive, quart cans; 
100,000 cakes soap, hand; 23,200 cakes soap, 
laundry, white floating; 2,616 sticks soap, 
shaving; 20,300 cakes soap, shaving; 7,200 
cakes socp, toilet; 101,440 cakes soap, scour- 
ing; 400,000 cakes soap, toilet, glycerine; 67,- 
200 cakes soap, toilet, oatmeal; 22,000 cakes 
soap, toilet, standard brands; 16,000 cakes 
soap, toilet, tar; 2,900 cans talcum powder, 
and 1,010 bottles witch hazel. For further in- 
formation address any of the above general 
supply depots. 

Office of the Deport Quartermaster, Uni ed 
States Army, Jeffersonville, Ind.—Sealed bids 
are wanted for furnishing 276 pounds lump 
rosin, 1,147 pints metal polish, 1,147 junds 
meta] polish, 12,944 cans stove polish, 1,210,000 
pounds soap chips, 605,000 pounds washing 
soda. For further information address the 
above office. 


Soap Bids Asked. 


Medical supply depot, United States army, 
628 Greenwich street, New York city.—Sealed 
bids are wanted until July 19, 1918, for fur- 
nishing 1,852,000 pounds common soap, 270,000 
cakes p.e ivory soap, and 259,000 pounds 
scouring soap. For further information ad- 
dress ihe above office 


Dextrine Bids Wanted. 


Bureau of Engraving and Printing, Office 
of the purchasing clerk, Washington, D. C.— 
Sealed proposals will be received here until 
July 25, 1918, for furnishing 100,000 pounds 
corn Gextrine. 


G. P. O. Awards Made. 


The following awards have been made by 
the public printer. Washington, D. C., for 
furnishing material for public printing and 
binding during the next fiscal year, bids for 
which were opened May 20:— 

Bidder 1. Charles H. Amelung, 18 Cliff 
street, New York city. 

4. Armour & Co., Union Stock Yards, Chi- 
cago, Ill, 

5. Joseph Nixon Crucible Company, Jereey 
City, N- J. 

9. General Platers Supply Company (Ine.), 
509 West Forty-fifth street, New York city. 

11, Hastings & Co., 819 Filbert street, Phila- 
delphia, Pa, 

12, Hellenic Chemical and Color Company 
(Inc.), 1 Cedar street, New York city. 

14. J. M, Huber, 65 West Houston street. 
New York city. 

a Keystone Glue Company, Williamsport, 

a. 

16. H. Kohnstamm & Co., 87 Park plac 
4 _— city. ~~ 
24. eter Cooper Glue Factory, Maspe 
and Gardner avenues, Srockivn, 2, oe » 
atts Lewig Roberts, 72 Union street, Newark, 
28. Oscar Schlegel Mfg. Co., 111 East Twelfth 

street, New York city. 

31. Shoemiaker & Busch, 511 Market street, 
Philadelphia, Pa, 

86. 20,000 sheets foil, white, ‘‘Oeser,’’ $1.75 
100 sheets, bid, 28, 

105. 60,000 Ibs. glue, best quality, unground@, 
14.5c., bid. 24. 








107. 5,500 lbs, do, for roller making, 40c., bid. 
16. 

Alum, marblers’ colors, French book varnish, 
gum hogg, gum tragacanth, beef gall fluid, 
lacquer, Arnold's black writing fluid, ete, 

114, 700 Ibs, alum, pulverized, 4.5c¢., bid, 12. 

115, 50 lbs, chrome yellow, lemon, tn pulp, 
18c., bid. 14 

116.200 Ibs. red lake, in pulp, for marbling, 
$1, bid. 16 7 


117. 50 pounds patent black, in pulp, 15e. do. 
118. 650 pounds Chinese blue in pulp, 46¢., 


do. 

119. 100 pounds co'or, ruling (blue powder), 
90c., do. 

120 2 pounds color, ruling (violet powder), 
ali bids rejected. 

121. 4 pounds crystal, Victorla green, for 
bindery ruling purposes, $7.50. bidder 28. 

-122. 8 pounds powder, pale gold bronze, 
$1.25, do. 
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nitiniony We Offer at 


Barite. ATTRACTIVE PRICES 





ee. and subject to prior sale 
Distomeceous Earth PURE POTASH ALUM 
Flourspar Spot from Japan in 50 casks or 5 gross tons at 64c 
oe Earth pound, San Francisco. 
e 

Graphite BICHROMATE OF POTASH 
rere 100% Pure—Deliver 20 tons monthly balance of 

agnesite 


Maenesite Brick year. 


Magnesite Calcined POTASSIUM PERMANGANATE 


eh ane 97% Plus— Deliver 100 tons daily for one year. 


Potash FLOURSPAR 


Pyri 2 ° 
Stchetbves Deliver large quantity 85% Calcium Flouride or 
Silica in all its uses better at $21 00 short ton, can also deliver 90% to 
— 99% with no detrimentals. 

h: ‘ 
— GRINDING 
Wolframite of all kinds, 


$6500 For $1250 


We offer a mill that will grind most anything and 
adapted for any purpose AND IS A HUGE PROVEN SUCCESS. 





Theory and Practice of Ball Milling 


One of the most learned and thorough discussions on the above subject 
appears in the “Engineering and Mining Journal,” issue of April 13, 1Ly1s, 
page 669 The data therein contained was gathered from observations by 
Pierre R. Hines, at various mines, on a recent trip through the Westera 
States, and at the February meeting of the American Institute of Mining 
Engineers Mr. Hines read all the important data he obtained, during that 
trip, on the performance of the various leading types of ball mills now on 
the market, 

Let us quote some of the faets gleaned by him: 

“The we ght of the balls and the height of drop are interrelated, and 
their product must be sufficient to break the ore according to its size and 
hardness.’ 

* o * ad > * 


“It is, therefore, evident that the material is crushed mainly by the impact 
of the striking balls. * * *’ “The argument has often been advanced that 
fine material cannot be produced by impact alone and that fine grinding is 
done entirely by attrition er rubbing of adjoining balls. It is only necessary 
to break up a few small pieces of rock on an anvil with a hammer to prove 
that fines are unavoidably produced by impact. Screen analysis of the 
discharges from tube-mills in open and in closed circuits lead to the con 
clusion that in many instances an ore fragment may pass through the mill 
six to eight times before it is crushed to the desired fineness.”’ 

“There are numerous types of liners on the market, and improvement¢ 
are constantly being made, but the greatest improvement made recently ‘s 
the general increase in weight and thickness,’’ which, of course, means that 
the-proportion of scrap decreases as the thickness of liners increases 

Mining men know that the above are powerful facts, We cannot avo d 
them, because they are based upon experience. 

Now study our mill and compare its outstanding features with the above 
facts and you then have the reasons why our mills are being svld as fast 
as they are. 

We will gladly give you some interesting data on the performance of our 
mills, upon application. 

This mill is composed of five distinct features—the ball race, the balls, 
the drum, the all-around screen and the centralized drive and feed arrange 
ment. 

It is made in two different patterns, to-wit: the ball race and drum are 
each made in one piece or in sections. When made in sections (so made that 
they will hold together), it can be carried into the most inaccessible places 
with ease on mules or otherwise, and when thus made the heaviest part of 
the mill is the balls, and as the balls have core holes diametrically opposite, 
a rod can be run through them and they can be rolled in on a skid like 
wheels on a wagon. 

The balls are sixteen inches in diameter and weigh 312 pounds each 
They are hollow. The weight of the drum, in addition, rides on the balis, 
and if desired this drum can be loaded to any weight, depending upon the 
hardness of the ore. The balls in mills of this type, although used many 
months, have shown no perceptible wear and take on a perfectly spherical 
form. 

From actual data obtained from our mills working we find that the wear 
on this mill is very small compared to others. In tube mills the pebbles 
and balls are grinding on one another a good part of the time while they 
are grinding ore; hence the great wear of metal and pebbles. Not so with 
this mill. Every ball is busy on ore all of the time. And we are not stingy 
in putting in thick metal where the wear is the most. 

The mill has an all-screen system. The screen is made in sections and 
encircles the base of the machine, thus giving the largest possible screen 
surface, which allows prompt discharge of the pulp after reaching the desired 
mesh and also reduces sliming to the minimum. There is no such thing as 
over-size in our mill. When the balls of this mill finish with a piece of 
rock or ore the JOB IS DONE, and QUICKLY. With its superior, incompar- 
able discharge there is no chance for over-size. 

With the mill traveling at a speed from sixty to seventy revolutions 
per minute, the balls create a constant swish of the pulp against the screens, 
which gives it the most thorough discharge of any mill on the market. It 
cannot be denied that the mill with the greatest continuous grinding contact, 
the greatest continuous impact, and best screen discharge wil! grind the most 
ore. Contemplate, for a moment, then the immense actual grinding contact 
that the balls of this mill have. For inside amalgamation, or cleaning, the 
drum can be easily raised or moved out of the way. 

The top and bottom races are so shaped that they permit the balls to 
play and rotate sideways at the same time that they are rolling forward 
causing a planetary movement of the balls—so that the balls at no time 
remain in the same angle of contact, thus being forced to wear round. This 
planetary movement of the balls has the effect of scouring the pulp before 
it goes over the plates. Traveling at the speed of 70 revolutions per minute 
in our four-foot mill, any given spot in the race is hit by a ball at the rate 
of eight times per second, It is this sudden impact, as well as the weight, 
that gives this mill its enormous crushing and grinding capacity. 

This mill is driven by a horizontal and vertical shaft attached to a bevel 
gear. The vertical shaft is supported by boxes set on to heavy cross-beams, 
this shaft being also attached to the drum by rods in such a manner as to 
give flexibility to the play of the drum in adjusting itself to the rise and fall 








of the balls as they pass over the rock or ore in the ball race The ore and 
water are fed into a cone-shaped metal hopper attached to the arm in the 
center of the mill. An automatic ore feeder is used. After passing through 
the above mentioned hopper the ore is discharged on to a metal cone which 
evenly distributes it to the various balls. 


We recommend that the ore be crushed down to one inch or under. 

The mill can be installed within a few days time, a few sacks of cement 
being sufficient; but cement is not necessary because the mill being central- 
ized it can be installed on a foundation of logs or wooden beams 

PRICES: 

(Subject to change) f. o. b. San Francisco 
4-foot mill— 25 to 40 tons— 7 balls ae e¥seebe se 
6-foot mill— 50 to 80 tons—11 balls....... $08nb380SR 0 Oe Re bee 
8-foot mill—-100 to 125 tons—15 balls ° cones See 

All the balls are sixteen inches in diameter 

The capacities above mentioned ars based on ordinary tough ore grinding 
at 30 to 35 mesh. The mill will, of course, grind to any fineness desired. 

HORSEPOWER. 
To start and operate, we recommend on mills of the above capacities, in 


their order mentioned, 12, 20 and 30 horsepower ? p 
account of the excellent screen discharge that this mill has, the pulp 











is nan n out of the mill as fast as it is ground fine enough to pass through 
the screen, Hence, on account of the small amount of sliming and their 
great grinding capacities our mills are proving to be extraordinary success 
ful on chrome, manganese, tungsten and kindred ores On that type of 


especially our mills cannot be approached for good results 
Mining men in the locality of San Francisco who cannot spare the time 
to visit any of the mines where our mills are working, are invited to call 
at our office and see a working model of our mill, operated by electric power. 
This model works exactly as our mills at the mines. ¥ oe ede 
We cheerfully invite any further inquiry as to results and data where 


our mills are working. 


American Commercial Ore & Development Co. 
46 Kearny Street San Francisco, Cal. 
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July 15, 1918. 


A Raymond No.0000 Pulverizer Equipped 
With Air-Separation Will Enable You to 
Grind Your Dry Colors, Dyestuffs and 
Chemicals to a Much Finer and More 
Uniform Product. 


This machine is giving excellent service to 
over 90 concerns who manufacture materials 
of this kind. In fact, most of these concerns 


replaced their old grinding equipment with 
Raymond No. 0000 Pulverizers. 


The mill is a compact self-contained unit 
which is automatic in operation and dustless. 


It turns out a uniform fineness in one oper- 
ation and without regrinding. 


_——— 


Occupies 4x42 feet of floor space and can 
be either equipped with direct connected 
motor or belt drive. 

We can now also furnish a special crusher 
attachment which will take filter press cakes 
just as they come from the drying ovens, and 
do all the work in one operation. 


A special circular gives all the details. 


RAYMOND BROS. IMPACT PULVERIZER Co. 
1303 No. Branch Street Chicago, Ill. 








~_ 





\, 


ce 
yen, 291918. 


128. 10 pounds powder, deep orange gold 
bronze, $1.25 do. 

124. 10 quarts French book varnish, light, 
$1.25, do. 

125. 150 pounds gum hogg, true, 60c., do. 
$1. 6 50 pounds gum tragacanth, Turkish, 
!, Gao, 

127. 15 gallons fluid beef gall, $1, bidder 4. 
128. 3 gallons lacquer, $4.50 bidder 28. 
129. 10 dozen bottles Arnold's black writ- 
ing fluid, $8 dozen, bidder 31. 

130. 80 pounds rosin, $8.75, bidder 28. 

11. 250 pounds double nickel salts and am- 
monium, 14.5c.; bidder 31. 

162 10 pounds single sulphate of nickel, 
20c., bidder 9. 

174. 30 carboys sulphuric acid, 66 degrees 
Baume scale, 4.25c. pound, bidder 9. 

175. 8 carboys muriatic acid, 3.75c., do, 
os 100 pounds graphite, dried, 48.8c., bid- 
der 3. 


Trinitrotoluol Awards Made. 


The Bureau of Supplies and Accounts, Navy 
Department, have made the following awards 
for turnishing | trinitrotoluol:— 

preroules Powder Company, Wilmington, Del., 

Kk. 1. du Pont de Nemours Company, Wil- 
mington, Del., $2,830,187. 


Panama Canal Bids Received. 


Bids were received by the General Purchas- 
ing Officer of the Panama Canal, Washington, 
D. C&, July 8, for furnishing under circular 
1221 material and supplies, as follows:— 

12. F. & Banks & Co., 149 Church street, 
New York city. 

15. Berry Bros., Detroit, Mich. 

16. Bishop Paper Company, 545 Pearl street, 
New York city. 

18. The A. S. Boyle Company, 1934 Dana 
avenue, Cincinnati, Ohio. 

21. Buckeye Paint and Varnish Company, 
Toledo, Ohio, 

24. Capitol Supp'y Company, 30 West Thir- 
ty-second street, New York city. 

26. Chase-Roberts Company, Long Island 
City, N, YY: 

30. Charles Cooper & Co., 194 Worth street, 
New York city. 

24. Josenh Dixon Crucible Company, Jersey 
City, N. J. 

36. E. I. du Pont de Nemours & Co., 3500 
Gray’s Ferry road, Philadelphia, Pa. 

41. James Elias & Co., Long Island City, 
= 
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43. M. Feigel & Bro. (Inc.), 18 Wooster 
Street, New York city. 

16. Flood & Conklin Company, Newark, N. J. 

53. Leon Hirsch & Son, 368 Greenwich street, 
New york city. 7 

54. Holbrook Bros., 89 Beekman street, New 
York city. 

58. Jefferson Distilling and Denaturing Com- 
pany, New Orleans, La. 

61. S. Cc. Johnson & Son, Racine, Wis. 

63, John Lucas & Co. (Inc.), Philadelphia, 


70. Wm. F. Nye, New Bedford, Mass. 
75. O’Brien Varnish Company, South Bend, 


17. Patton Paint Company, Newark. N. J 
78 Peaslee-Gaulbert Company, Louisville, 


Ky. 

92. Schrenk & Co., 44 Lafayette street, New 
York city. 

94. Sherwin-Willlams Company, Cleveland, 
Ohio. 


95. Simmons Hardware Company, 425 Arch 
street, Philade!phia, Pa. 

100. Swindell Bros., Baltimore, Md 

107. Universal Trading Company, 220 Fourth 
avenue, New York city. 

109. Western Industries Company, 110 Sut- 
ter street, San Francisco, Cal. 

117. The Glidden Company, Cleveland, Ohio. 

118 Globe ‘Manufacturing Company, Wash 
ington, D. C. 

119 Wm. Messer Company, 27 Suffolk street, 
New York city. 

Class 34. 30 pieces glass—Bidder 41, $735, 
45 davs: 54, $900, 30 days; 92, $660, 90 days; 
119, $834.10, 90 days. 

C'ass 35. 320 nanes window glass—Bidder 41, 
$584. 45 davs: 54. $619.20, 30 davs; 92, $549.60. 
90 days: 9%, $%1.204.70, New York. shinment 14 
days: 100, $547.26, 30 days; 119, $656.64, 90 
days. 

Class 46. 3.000 gallons alcohol—Bidder 58, 
$2,114.70. 40 days: 109. $1.980. shipment 5 days, 
and $1,635. San Francisco. 5 days. 

Class 47. 150 gallons oil—Bidder 70, $363, 
shipment from New York, 60 days, 

Class 48. 600 ga'!ons locomotive black-—Bid 
der 15. $924, 35 days; 21, $1,050; 26, $480, 45 
days: 34, $1,194. New York, 30 days; 36, $900, 
20 diys: 46. $888, 20 days: 63, $390, 60 days: 
75, $672, shipment 4 days: 77, $1,194, 35 days; 
78. $1,500, 45 days; 94, $1,080, 45 days; 117, 
$990, 60 days; 118, $768 and $767.90, New 
York 30 days. 

Class 49. 1,000 pounds floor wax—Bidder 12, 
r York, 35 days; 15, $230, 35 days; 
ys; 24, $31 25 days; 36, $300, 
$350, 60 day G1, $250, shipment 
a * » 6 day 78, $200, 45 days; 
94, 2300, 45 days: 95. $877.50. New York, ship- 
ment 30 days; 107, $284.70, 60 days. 

Class 50. 100 gallons China wood oil—Bidder 
24. 36 . pound, 35 days; 107, $304, 20 days. 

lass 51. 5,000 gallons tar—No bids. 

Class 52. 5,000 pounds soda ash—Bidder 30, 
$212.50, New York, 15 days; 38, $157.50, 30 
days, 
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LONDON DRUG AND ESSEN- 
TIAL OIL MARKET. 


London, June 22, 1918. 


Taking first the synthetic group of fine 
medicinals, acetanilide is dearer, owing to the 
lownessg of stocks largely through the absence 
of imports from the United States. Exporta- 
tion of this chemical was recently prohibited 
to all destinations. Demand for salicylic acid 
has not been very great and competition for 
what orders are about has been keen; but busi- 
ness in acetosalicylic acid is good under the 
influence of an influenza epidemic. Recent 
government purchases of bromides from Amer- 
ica und the anticipation that they will be is- 
sued out to the consuming trade foster anticl- 
pations of an early reduction in values, Ac- 
cessions to deaters’ importations of barbitone 
have brought about slight concessions in askr 
ing rates, Stringency in supplies of chloral 
hydrate is responsible for a harder tendency 
in the market value. Formaldehyde is expected 
to be controlled by the government and ra- 
tionea only for absolutely necessary purposes. 

here is a shortage of hexamine. The possi- 
bility of milk sugar being officially recognized 
as a foodstuff is being canvassed, enlivening 
thereby hopes of freer importations from your 
side. Phenacetin has cheapened lately and 
phenazone has also been more eagerly offered, 
but this week has witnessed a little firmer 
position, Phenolphthalein is not plentiful. 
Resorcin. through fresh arrivals, has eased off 
lately, The government is now granting licenses 
to import saccharin, a boon most necessary in 
the interest of consuming trades. The fol- 
lowing shows at a glance prevailing rates for 
articles grouped for convenience in this divi- 


sion:— 





s. @. 
Acetanilide ....--++s++: 70 
Acetosalicylic acid, B. P...-++-+++++++ is $ 


Amidopyrin ..cccceresecers 
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Ammonium bromide ........++++: doves oe 2 
a tees Pre ee 110 0° 
Betanaphthol ........se.ssceeeveeeeees 76 
PCROral NYAAte oscesvccccsccssvvcsvcs 16 6 
Formaldehyde, 40 per cent.......-+++++ 5 6 
Guaiacol carbonate ........seeseeeeeee 107 6 
FORGING 6 bib Fb 6s vewerecesoecseduene 10 3 
Hydroquinone ......6..ceeceeeece ovens 17 6 
DORUIOPT, DR sits ie tence sceccesevens 19 2 
Methyl salicylate .......6.ceceeeeeeeee 11 0 
Methyl sulphonal .........s-eccoecsees 75 0 
Milk suzar ..........6 Cocccccceveverrs 70 
PAFAIGORVGS cicciccturdecivececsescaus 10 6 
PRORROCEHD cscs scccccccscccccsssveerses 24 0 
PROMBRORD oc sccccccdccccccscevcsceceee 52 0 
Phenoiphthaleim. ...0.0..ccccsstevesves 45 0 
Potassium bromide ........+.+-eeeeeees 10 3 
Potassium iodide, net...........eeeee8 13 10 
Pyrogallic acid, resub.........-ee+-ee0. 17 0 
BOUTON: csc ccecvccsecccccvcdsccven 0 
Saccharin 550........ccscssccsevecseees 0 
GONE 6 iWeb 6 cc cccdcvedecescesss 9 
SalicvHc acid ...cccsccccccsscvcvcvsece 3 
BO ccbedccscccdecccnctevievtecvecese 9 
Sodium bromide .........eeeeeeeeeeeene 3 
Sodium salicylate . 3 
Salphonal ..ccccccccccscccscceces . 6 
ROEM cbs-bcecceéesrssicisestetevevete 6 
* Duty paid. 


Looking next, briefly, at the leading alka- 
loids, a stiffer tone is exhibited by cocaine, 
owing to scarcity of the raw material and fin- 
ished product, Quinine has eased off since last 
report, but strychnine is dearer. 






s. 4 
Atropine sulphate ..........050500055 oz. 120 0 
Caffeine, pure cryst.........+00+00+- lb. 48 6 
Cocaine hydrochlor..............++5 oz. 52 6 
Codeine, pure cryst.........6eeeeeeeees 30 0 
Emetine, pure ....+-.-...eeeeeeee grm. 5 3 
Morphine, mur., pdr.........0+ee0e: oz. 13 6 
Pilocarpine, nitrate ..........++ a oe 
Quinine sulphate .......... a 
Strychnine, pure cryst......... inn Sa 
Theobromine, pure.........6.ee-eeee . 50 0 


Taking some of the items in the miscel- 
laneous chemical group, ammonium carbonate 
shows no alteration, Supplies of bismuth metal 
are believed to be adequate for manufacturing 
chemical purposes. Japan 2%-lb, slab cam- 
phor eased off a little a week or two ago, but 
1-oz. tablets are very hard to seek and %-0z. 
are dearer on the monthly comparison at 5s. 
4d. per 1b.; English camphor bells lately aa- 
vanced by 24. per Ib, to 4s, 10d. There has 
been no further change in Japan monopoly 
crude camphor, but the possibility of reviving 
the China crude industry is canvassed in Brit- 
ish Foreign Office recent advices, Potash, soda 
and ferri et ammon citrates advanced 4d. per 
tb. this week. Lithia compounds have also in- 
ereased in price, The sulphocarbolates are 
cheaper, 






s. 4d. 
Ammonium carbonate, lump........ Ib, 0 7% 
Bismuth carbonate, 1-cwt. lots........ 14 4% 
subnitrate, l-owt. lots............0+5 12 11% 
EL. icin wd 0c Das Nae 1 REN een h neds oe" 6 8 
Camphor, Janan, 2%-lb, slabs......... 44 
Tonation hella ...0-cccccssecsccsccses 410 
Citrates. potassium .......0-seeeeceees 42 
DORIA oxic cwiesstsowreerestewrgs 3 4 
forrl Gt GQUMMON 6.26. ..c. sc ccccccccesvns 3 4 
OTT) GG GUN. cic ncevciccvcccccssus oz. 11 
Epsom salts. medicinal............ ewt. 22 0 
Hypcphosphites, lime ......-.+-+.+8- Ib. 8 5S 
DOCMGM oc ccd svcccccvccsdccesesesece 60 
NL seb VRRK Re eee Kas Ade H SOE BOOMS & 8 
TAthium, carbonate ...-.ccecccccsens oe: 
BRN Fai fae 246 808s Volos sasdien eee 9 6 
Potassium acetate «ic. csccsocccccscess ao 
DEE 5 cde p40 eet ¥002 6400596 155 9REES 1310 
Galtpeter, Wag. ret. ...scccicsovscs ewt. 65 0 
Sodium sulphate .......... ..ton. 210 0 
Sulphocarbolates, soda .b 29 
BINS osc cee sccssecse a 
Zine sSuIPHAte,, PUES. «0.000 000 s\rncees ewt. 40 0 


To the above values of a few crude drugs 
may be appended apart from the drug auction 
results, which, as usual, have been separately 
reported :— 


Aconite root, "Japan. .....ceccccces ewt. 65 
Balsam of copaiba, B. P............ Ib. 5 
eee ry 4 

POUR 66 0.096 55.04 0:0.053'0 src ctenceeccave 18 
MOON  dwaasadeve tho eesue 60.00 sae eeuee 8 
Belladonna FOOt ..cccccsccccsvscvccecss 6 
Buchu, fair round. ......ccccssccccsors 6 
Cantharides, RuSsian .......-++-e+se0+- 15 
Cascara sagrada, old.,............ ewt. 150 
COTY WOON oc asd sec eciccestcsswteeens 18 
Chamomiles ......- 0 ae 
Colchicum root 6% 6 
Dicitalic leaves ....-- alee 1 







Dill seed, East Indian 
Ergot of rye, Russian. 
Spanish ....-+-ee+se- 
Gentian root, French...... 
Henbane leaves, Eng, bienn 


Hydrastis root ...ceseesccceses Ib, 32 
Insect flowers, Japan. ewt. 160 
Ipecac, Cartagena .....-.--eseeseeeeess 10 

Preyer i rrreric CPP ero ree. W 
T.icorice root, decort., cut............. 1% 
Wie  WaGlOR |. ccs scresdeevresscvacens wo 
Opium, 10 per cent, Persian........ Ib © 
Podophyllum root......---+eee+eee ewt. of 
HENEMA TOOT 2... ccsccccrcscvessecese Ib, 7 
Squill, pale ......-ceeeececeeceeees ewt. 
Taraxacum, English .......-.eeeeeeaee 120 
Valerian roct, Ind.....-.cccssscscecece R20 


~ 
SISSPSSOSHVORSIOOVNSHASIIOISAMOS2AVaA 


Wax, JQMBICR 2... ccccccscccervecsecrs 

Of the foregoing Japan aconite shoWs an 
advance on last monthly report. Balsam of 
Peru has declined but tolu is harder, Ergot 
of rye is very searce. New English henbane 
leaves are quoted 1s, cheaper, Of insect flow- 
ers the Janan-grown now quite dominate the 
market. There is a big demand for valerian 
root, which fs in large medical, military and 
naval use. Taraxacum is very scarce, . Gen- 
tian is firmer. 

In conclusion prices of some of the leading 
essential oils and aromatic or perfumery 
chemicals may be added:— 









s. 4d. 
Essentiel oil of— 
GWMONG.. OH. Diss ocses eats ctiaccas 1b. 53 O 
anies. atar,.‘*ved sRlt’. .5 6s sc cewuese 464 
cassia, 80@85 ner cent., ¢. a@........- 70 
hermamot, C. J, f..ccecccccceses 9 0 
COTEWEY, OOO 2.0 ccccccccscvecvrecves ma 0 
RIANA. COVION ic oc boise y ccna id scee 3 5 
BEE Hock e Re aN TS EV FORE RS OS HONS BOD 43 
GOR oka setae re sist eC vee LAGE ER 21 0 
ES POO TREE TR CEE TER Cre oo 
Gilt, ox. BH 7. sned..ccscicccees ere 
eucalyptus, B, P.... eee cere rene eneee 29 
juniper berry .....-seeeeeeeeeeeeee os 
lemon ...++ en's He's hoe a ob wes ween 42 
lemongrass. 70.75 per cent........0% o 8% 
lime, dist. eee se eee Ib a4 
h-prs’d ....- ae ea . ee 
mint, Kobayashi eke ee ene Sp eared 40 
MUSTAPd ..ccccce terse ererevesens ic oe 
OTANEE. C, I. ff... ee see c ence eerescers 93 
otto of rose, French......... oi! TH O 
pennyroyal .....-. “~ 70 
peppermint, Amer.. 23 0 
TH. G. BH. ncccccees 30 0 
rosemary, Span.. 8 9 
sandalwood 52 A 
sassafras .....-- ow SG 
spearmint ....--+- -. 27 4 
wintergreen, nat . a. aa = 
‘*‘Aromatie’’ chemica 
coumarin lb. 175 0 
Hellotropin ......- ccc ceeeccceecerences a7 0 
menthol, Kobayashi ....-+-+-+++++e+: 183 10% 
safrol 7 0 
terpineol 
thymol 
vanillin 








To the Ammonia Trade 


| Dee G the latter part of 1917 the Ammonia situation 
so developed that our Government through the U. 
S. Food Administration found it necessary to re- 

quire the Manufacturers of Aqua Ammonia to enter into 
an agreement with them whereby, during the period of our 
war with Germany, the production and sale of Aqua Am- 


monia would be supervised and controlled by the Adminis- 
tration. 


According to a circular issued by the U. S. Food Adminis- 
tration under date of February 15, 1918, the Government 
should have for munitions more Ammonia than all the 
plants in this country could then produce working to their 
maximum capacity. To remedy this situation the Govern- 
ment is building two plants costing millions of dollars, but 
until these are operating and producing the situation must 
be realized by every consumer of Ammonia. 








The condition in the Ammonia world is such that it has 
opened the doors to profiteering on the part of those who 
were not aware of the situation or who, if aware thereof 
put the dollar before patriotism and duty. As result of this 
profiteering the so-called market price of 26° Aqua Am- 
monia has been given as two to three hundred per cent. 
higher than the Government price. Profiteering does not 


increase the available supply, and profiteering it is decreed 
must and shall be stopped. 


The Government requires that our industries be protected 
and has ruled that all Ammonia available after Government 
needs are supplied shall be furnished to legitimate consum- 
ers on a basis of distribution and price that is fair and just 
so they may continue their operations. 





Notice is now given to all consumers of Aqua Ammonia 
that in case they have difficulty in securing such supply of 
Aqua Ammonia as they are legitimately entitled to, they 
shall apply direct to the manufacturer located nearest them 
and set forth their claims for a supply, whereupon, to the 
extent of the Ammonia available and within the confine of 
the Government regulations, their legitimate needs will be 
supplied at the prices outlined by the Government. 





In calling attention to this it is important to understand 
that the solicitude of the Government is for the LEGITI- 
MATE CONSUMER, i. e., that supplies be furnished them 
to the end that industries be disturbed as little as possible. 


With the knowledge of the situation above set forth we are 
confident we shall have the hearty co-operation of every 
Dealer, Jobber, and Consumer, resulting in a generous and 
patriotic response to the expressed desire of the Admin- 
istration. 


Communications setting forth needs of Aqua Ammonia, 
stating specifically the quantity required, the purpose for 
which it is intended, &c., may be addressed to any of the 
following manufacturers: 


ARMOUR & CO., Chicago. 
THE BARRETT CO., New York. 


HENRY BOWER CHEMICAL MFG. CO., Phila- 
delphia. 

B. P. CLAPP AMMONIA CO., Providence, R. I., Wash- 
ington, D. C., Cincinnati, Ohio, Louisville, Ky. 

CHAS. COOPER & CO., Newark, N. J. 

GENERAL CHEMICAL CO., New York. 

GRASSELLI CHEMICAL CO., Cleveland, Ohio. 

HERF & FRERICHS CHEMICAL CO., St. Louis. 

MERRIMAC CHEMICAL CO., Boston. 

MICHIGAN AMMONIA WORKS, Detroit. 

MORRIS & CO., Chicago. 

NATIONAL AMMONIA CO., St. Louis, Mo., Phila- 
delphia, Pa. 

a AMMONIA & CHEMICAL CO., Seattle, 

ash. 
WESTERN CHEMICAL MFG. CO., Denver, Colo. 


Approved 

United States Food Administration 
by Charles W. Merrill, 
Division of Collateral Commodities. 
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OIL PAINT AND DRUG REPORTER jaly we 1918. 
FILTER PRESSES 


FOR ALL PURPOSES 







Compound Geared 


PONY MIXER 


Built in Two Sizes: 
20x12 and 24x 26 
All Gears Guarded 
Send for complete Catalog “B"’ 


KENT MACHINE WORKS 


Manufacturers of PAINT and INK Machinery 
37-41 Gold St., Borooklyn, N.Y. 
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THE ALLBRIGHT-NELL COMPANY 
Manufacturers 
CHICAGO. ILLINOIS, U.S.A. 






Economy in 
Buying Gears 


is buying gears that give 
the longest and most satis- 
factory service for the. 
money and power ex- 
pended upon them. There 
is no gain in buying 
cheap gears that may 
break next week or next 
month. You can’t afford 
to have your machinery 
tied up by break-downs, 
nor can you afford to use 
100 H. P. to drive a pair 
of cheap gears, when 50 
H. P. will drive a pair of 
good gears and do the 
same work. 
Caldwell-Walker gears 
wear, are highly efficient, 
and usually cost little 
more than inferior gears. 
If you use gears, write 
to 
H. W. Caldwell @ Son Co. 
17th St. and Western Ave. 


CHICAGO 


NEW YORK 
Fulton Bldg., Hudson Terminal 
50 Church St. 






Made from raw material to finished products by ‘‘,Experts.’’ 
‘* National Steel Barrels are ‘GLUTTONS’” for punishment.’’ 


Made under the directions of a Steel Barrel.‘‘Expert’’ these barrels represent 
the most advancéd ideas in the construction of oil barrels. They are made to last 
long in the most rigorous service and to facilitate handling. 


The National Steel Barrel Co., 3860 East 91st St., Cleveland, Ohio 
Write or Wire for Prices and copy of our Catalog 








DALLAS, TEXAS, 711 Main St. 
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| Dinitrophenol Dinitrochlorbenzol Benzoic Acid = 
2 Monochlorbenzol Benzidine Base Sulphanilic Acid = |= 
E for immediate shipment |= 
Fe Du Pont Chemical Works i= 
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| We treat every drying problem individually and furnish a dryer to just suit your plant. That 
is why “Proctor”? Drying Machine users are so well 
pleased with the satisfaction they receive from our 


machine. 
: Paint Colors 


66 99 Chemicals 
| Dry Colors for 
POC ion Printers’ Inks 


iY Aniline Dyes 
- ¥ =F Lith 
== DRYERS White Tad 


and Similar Materials 
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are sold with an absolute guarantee. 


“The Philadelphia Textile Machinery Co., p, Buildersof 


PROVIDENCE, Ya PHILADELPHIA CHICAGO ILL. 
Howard Hearst Building 


rhe ya Ont., Can.—W. J. Westaway, 5 Sun Life Building 
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1,267,611—METHOD OF EXTRACTING OILS 
AND THE LIKP. Raymond Wells, Homer, 
N. Y., assignor to Cobwell Corporation, 
Cleveland, Ohio, a corporation of Virginia. 
Filed March 11, 1915, Serial No. 13,718. 
Renewed October 22, 1917. Serial No. 
197,906. 

1. In a method of extracting oils and the 
like from a material also containing water, 
the steps which consist in mixing such ma- 
terial to be treated in a suitable chamber with 
a@ medium insoluble in water, but capable of 
dissolving the oil or other ingredient to be 
extracted; raising the temperature of the mass 
to a point where the combined vapor tensions 
of such solvent and water are equal to or 
greater than the vapor pressure in such cham- 
ber, thereby simultaneously evaporating such 
water with such medium; and adding more of 
such medium so as to maintain the body there- 
of in such chamber substantially constant. 

&. In a method of extracting oils, or the like, 
from a material also containing water, the 
steps which consist in evaporating off such 
water by heating said’ material along with a 
solvent medium having a higher boiling point 
than water; and then extracting such oils. or 
the like, by washing such material with a 
solvent medium having a lower boiling point 
than water. 

1,268,532, PROCESS OF MAKING ALUMI- 
NOUS ABRASIVES. Thomas B. Allen, To- 
ronto, Canada, assignor to The Carborundum 
Company, Niagara Falls, N. Y., a corpora- 
tion of Pennsylvania. Filed November 11, 
1916. Serial No, 130,788, 


1. The process of making crystalline alumt- 
nous abrasives, which comprises subjecting an 
aluminous ore, the major portion of which con. 
sists of alumina and which contains 15 per 
cent, or more or iron oxid and silica, to fuel 
heat in a reducing atmosphere and of a char- 
acter to fuse the material, substanially as de- 
scribed, 

2. The process of making crystalline aluminous 
abrasives, which comprises the steps of sub- 
jJecting a mixture, the major portion of which 
consists of alumina and which contains 15 per 
cent. or more or iron oxid and silica, to a 
high temperature produced by fuel heat under 
strong reducing conditions sufficient to cause 
the mixture to fuse, and then allowing the 
fused mass to cool and crystallize, substantially 
as described. 

wv. The process of making crystalline aluml- 
nous abrasives, which consits in preheating 
an aluminous material, consisting mainly of 
alumina containing 15 per cent. or more of 
fron oxid or silica, fusing the preheated mix- 
ture by fuel heat, and allowing the fused mass 
to cool and crystallize, substantially as de- 
scribed. 

1,268,533. ALUMINOUS ABRASIVE. Thomag 
B, Allen, Toronto, Canada, assignor to The 
Carborundum Company, Niagara Falls, N. 

+» @ corporation of Pennsylvania. Filed 

August 7, 1917. Serial No. 184,983. 


1. Asa new article of manufacture, crystalline 
fused aluminous abrasive material, containing 
more than 60 per cent. of crystalline alumina, 
the major portion of the alumina crystals hav- 
ing an average diameter of less than one- 
hundredth of a millimeter. 

. As a new article of manufacture, crys 
talline fused aluminous abrasive material, 
containing at least 60 per cent. of crystalline 
alumina and more than 10 per cent. of silica 
and oxids of iron and titanium, the major 
portion of the alumina crystals having an aver- 
age diameter of less than one-hundredth of a 
millimeter, 

1,268,369. ELECTROLYTIC PROCESS OF 
MAKING ALKALI PERBORATES. Otto 
Liebknecht, Frankfort - on - the- Main, Ger- 
many, assignor to the Roessler & WHass- 
lacher Chemical Company, New York, N. Y., 
a corporation of New York. Filed October 
23, 1915. Serial No. 57,396. 


1. The process of making alkalf perborates, 
consisting in electrolyzing a solution of an 
alkali carbonate in the presence of a solid 
alkali borate. 

13. The process of making sodium perborate, 
consisting in electrolyzing a solution of soda 
in the presence of solid borax. 

21. The process of making sodium perborate, 
consisting in preparing a solution of soda, 
maintaining solid granulated borax suspended 
in sald solution and electrolyzing the solution 
in the presence of a mixture of sodium bicar- 
bonate and sodium perborate to accelerate the 
reaction, 

1,268,660. BOLL-WEEVIL DESTROYER. Trov 
W. Young, Hamilton, Tex. Filed January 5, 
1918. Serial No. 210,486. 

1. A weevil destroyer comprising a tray, 
means for attaching the same to a support, a 
burner located in the tray, a panel mounted 
upon the tray and carrying teeth, and a sec- 
ond panel hingedly connected with the first 
mentioned panel and also carrying teeth. 
1,268,142. CARBON PIGMENT BASE AND 

PROCESS OF MAKING SAME. David J. 

Ogilvy, Cincinnati, Ohlo. Filed July 21, 

1916. Serial No, 110,604. 

1. The ‘process of producing carbon pig- 
ments, which consists In impigning a carbona- 
ceous flame against an olly surface. 

4. The process of producing carbon pig- 
ments, which consists In impigning a carbona. 
ceous flame against a relatively cool, high 
fire test, olly surface. 

10. A new product as a base for printing 
inks, paints and the like, comprising an olly 
material mixed with carbon derived from an 
impigning flame upon the oily materia] until 
charged therewith. 

1,268,692. PREPARATION AND PRODUC- 
TION OF CATALYSTS. James Dawar, Lon. 
don, and Adolf Liebmann,’ Weybridge, Eng- 
land, assignors to the Procter & Gamble 
Company, Cincinnat!, Ohlo, a corporation of 
Ohio. Filed June 2, 1914. Serial No. 842,537. 
1. For use '» the hydrogenation of fats and 

oils, a mixed catalyst containing a plurality of 

heavy metal catalysts and a noble metal 
catalyst, 

2. For use in the hydrogenation of fats and 
olls, a mixed catalyst containing a plurality 
of heavy metal catalysts. 

2. For use in the hydrogenation of fata and 
olls, a mixed catalyst containing nickel and 
copper. 

1,268,803. SULFUR DYE. Oswald Silberbrad, 
Buckhurst Hill, England. Filed March 1, 
1918. Serial No. 2T9,918. 

1. The process of making a brown sulfur 
dye, which comprises heating with alkali 
metal sulfid and sulfur, the oily residue sep- 
arated from trinitrotoluene, during the purifi- 
eation of the latter by recrystallization from 
alcohol, which residue contains various di- 
and tri-nitrotoluenes. 

2.The herein described brown sulfur dye, 
containing the reaction products of alkali metal 
sulfid, sulfur and the oily residue obtained In 
the purification of trinitrotoluene, which resi- 
due contains various di- and tri-nitrotoluenes, 
1,268,455. CONDENSATION PRODUCT OF 

GALLOCYANIN DYESTUFFS WITH AMINS 

AND PROCESS OF MAKING SAME. Ar- 


, OIL PAINT AND DRUG REPORTER 
UNITED STATES PATENTS GRANTED. 


Among latest patents issued are many which have a direct interest to readers 
of the Oil, Paint and Drug Reporter. Those of our readers who wish to obtain 
details of any of these patents can secure a copy of the patent by addressing the 
Commissioner of Patents, Washington, D. C., and sending 5 cents for each patent. 


min Grob and Jakob Wurgler, Basel, Switz- 
erland, assignors to Society of Chemical 
Industry in Basle, Basel, Switzerland. Filed 
July 7, 1917. Serial No. 179,285. 


1. The herein described process for the man- 
ufacture of condensation products of gallo- 
cyanin dyestuffs with amins, consisting in re- 
acting with the amins on the gallocyanin dye- 
stuffs in presence of a peroxycompound. 
1,268,683. PROCESS OF MAKING FERTIL- 

IZER. Daniel E. Clark, Lynn, Mass. Filed 

July 18, 1917. Serial No. 181,393. 


3. The fertilizing material produced by 
treating leather with the liquor known as 
dunder. 


1,268,563. PROCESS OF ‘TREATING OR- 
GANIC MATTER FOR FERTILIZER PUR- 
POSES. Adolf J, Grinberg, New York, N. 
Y., and Bernard Field, Plymouth, Mass.; 
said Adolf J. Grinberg now by judicial 
change of name, Adolf Justus Grinnell. 
Filed April 27, 1917. Serial No. 164,958. 


1. The process of treating organic matter 
which consists in adding to the organic matter, 
acid producing and denitrifying bacteria, ano 
allowing the whole to work by the growth of 
bacteria, 

8. A’ new product consisting of organic 
matter, to which has been added acid produc- 
ing and denitrifying bacteria, a phosphate 
compound and a potash compound, the whole 
having been allowed to work by the growth of 
bacteria and the resultant mass having been 
dried, 

1,268,763. PROCESS OF AND APPARATUS 
FOR MAKING NATURAL GAS SUBSTI- 
TUTE. Charles S. Palmer, Pittsburgh, Pa. 
Filed October 5, 1917. Serial No, 194,834. 

.268,774. PROCESS OF DpISSOCIATING 
WASTE LYE FROM THE SULFITE CEL- 
LULOSE MANUFACTURE. Ingvar Soraas, 
Indre Aalvik, Hardanger, Norway. Filed 
March 27, 1918. Serial No. 225,081. 

1. A process of precipitating lignin material 
from the waste liqnor separated from pulp 
made by the sulfite process, which comprises 
firstly, heating up the said liquor while con- 

fined in an atmosphere of a non-oxidizing gas, 
to a temperature of not materially below 80 
degrees, C., and, secondly, subjecting the said 
liquor to the action of an oxidizing gas undet 
superatmospheric pressure, while raising the 
temperature of the liquor to about 100 degrees 
C., until said lignin material is precipitated. 

2. In the process as set forth in claim 1, 
the improvement which comprises introducing 
compressed air into the liquor during the 
“‘second’’ heating operation, whereby the oxy- 
gen content of said air becomes considerably 
decreased, and thereafter conveying the re- 
maining gas to the containers in which the 
“‘first’’ operation is carried out, whereby the 
exit gas of the ‘“‘second’’ operation is used as 
el non-oxidizing gas for the ‘‘first’’ opera- 
tion. 

1,268,240. MANUFACTURE OF METAL 
NITROGEN COMPOUNDS. Richard Greu- 
lich, WLudwigshafen-on-the-Rhine, Germany, 
and Herbert Lickfett, Rjukan, Telemarken, 
Norway, assignors to the firm of Gebruder 
Giulini, G. M. B. H., Ludwigshafen-on-the 
Rhine, Germany. Filed November 28, 1913. 
Serial No, 803,572. 

1,268,721. PROCESS OF AND APPARATUS 
FOR PREPARING CRUDE OIL FOR DIS- 
‘TILLATION. Jens O. Jensen, New York, 
N._-Y. Filed February 24, 1917) Serial No. 
150, 662. , 

1,268,483. METHOD OF RECOVERING Pwv- 
TASSIUM SULFATE AND ALUMINA FROM 
ALUNITE. Howard F. Chappell, New York, 
N. Y., assignor to Mineral Products Corpora. 
tion, New York, N. Y., a corporation of 
Maine Filed July 23, 1913 

1.268.508. PROCESS OF TREATING PO- 
TASSIUM - BEARING SILICATES TO OB- 
TAIN POTASSIUM SULFATE. Guy Ster- 
ling, Salt Lake City, Utah. Filed September 
17, 1917. Serial No. 191,847, 


2 The process of extracting potassium from 


silicates containing potassium in an Insoluble 
form, consisting of heating, while stirring, a 
finely ground mixture of potassium-bearing 
silicate, limestone and sodium sulfate, to a 
temperature just below that at which vitrifica- 
tion of the mixture would take place, thereby 
converting the pctassium of the potassium- 
bearing silicate into the soluble potassium sul- 
fate, subliming the latter by the high heat 
employed, and condensing and saving the sub- 
limed potassium sulfate, 


—_____o-o————_—_——_ 


British Patents Granted. 


Among latest British patents issued are 
many which may be of interest to readers 
of the Oil, Paint and Drug Reporter. 
Space will not permit the publication of 
details of each patent, but a list fs given, 
with the name and number of the patent, 
and those who wish to obtain details of 
them can secure a copy of the patent by 
addressing the Deputy Commissioner of 
Patents of the British Patent Office, 25 
Southampton Buildings, Chancery Lane, 
W. C. 2, London:— 

Nos, 113,276, 116,321, 116,438—Alkall manu- 


facture. 

No. 116,321—Ammontium salts. 

No. 116,340—Crucibles, cupels and melting 
pots for glassmaking and metallurgical proc- 
esses, 

No. 116,365—Cyanogen compounds and their 
metallic derivatives, 

No. 116,361—Enamels and glazes, pottery and 


_ 


like. 
"ie 116,322, 116,323, 116,324, 116,326—India- 
rubber, gutta-percha and balata and subst!- 


tutes therefor. 
No. 116,357—Malt extracts and compositions. 


No. 104,682, 113,276, 116,333—Manures and 


fertilizers, 
No. 104,688—Medicines and other pharma- 


ceutical preparations, 


No, 116,418—Oils, 
Nos. 116,495, 113,276-Oxides and oxyacids, 


on-metallic. 
m Nos. 104.682, 113,276, 116,458—Oxides, hy- 


drates, oxyacids and salts. 
a nt ee 


Gum Arabic Shipped from Arden to 
U. S. via Manila. 


Washington, July 13, 1918. 
Thirty-seven bags of gum arabic are 
contained in a trial shipment from Arden, 
Arabia, by way of Mamila to the Umited 
States. If this new trade route is found 
practicable it will mean a new avenue of 
supply for senna and civet. 


Cardamom Seeds 


Dill Seeds 


Olibanum Gum Siftings 
Olibanum Gum White Drops 
Gum Myrrh 


ASK FOR STOCK PRICES 


Joseph Caruana 
105 Hudson St., New York 


Telephone Franklin 1934 





Mustard Seeds 


Drugs 


Essential Oils 
Vanilla Beans 
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HYMES BROTHERS CO. 


$$$ $$ 


Gums 


Chemicals 


233-235 Pearl Street, New York, N.Y 








VICTOR BLAGDEN & CO. 





WE ARE SELLERS OF 


CRYSTAL CARBOLIC ACID 





CABLE ADDRESS “BLAGDENITE” LONDON 


POSTAL ADDRESS 4 LLOYDS AVENUE, LONDON, ENGLAND 


PLEASE NOTE. Pending duration of War all cables must be addressed 


Starches 


Victor Blagden Co., 4, Lloyds Avenue, London 


ESTABLISHED 


Chas. Morningstar & Co., Inc. 


Woolworth Building  4,,.J0°phe?<s9. 


1851 


Sizes 





New York City 


Dextrines 
Albumens 








D-A-N-U-B-E-S-T | 








The Best Asbestos Filtration Medium for All Chemicals 








THE DANUBIL CO., Inc. 253 Broadway, New York 


Telephone Barclay 6017 


Lithopone 


Industrial Chemicale 
Acids and Dyestuffs 
and a complete line 
of Barium Products 





The Durex Chemica! Corporation 


Importers, Manafacturers, Exporters 


industrial Chemicals, Dyestuffs, and Barium Products 


320 Fifth Avenue, New York 


Works and Mines at Sweetwater, Tenn. 
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“Detro't” 
Laboratory 
Burner 








c Oo 
coal gas, natu ral ogee soline gas 
In your next order cify the ‘ eee 
and get the best. rapes name “DETROIT” 
stam: on the burner — loo! nok 4 or imi ita- 
tions. Ask us for name of Dealer in your 
icini ie oe 


PRICES: Le ne 8 $!.25each. con of 
1 doz, 10% disc = 1" ote ot ido z. 4% discount. 


Detroit Heating & Lighting Co. 
610 Wight St. Established 1868 DETROIT, MICH. 











NEW YORK 
2 Rector Street 





B. PRESMA 


(American and Foreign) 


CLEVELA 
Guardian Building 


LONDON 
17 Colonial House, Tooley Street, 8.E-I. 


OIL PAINT AND 


DEGRAS) 


MADE AT 


ARLINGTON MILLS 
LAWRENCE, MASS. 





Sole Agents 


W. L. MONTGOMERY & CO. 
10 High St. BOSTON, MASS. 


Drugs 


RALPH L FULLER & i 


"i te ae 
Real Estate Tr ilding 


ND 


ENOA 
186 Palazzo Nuova Borsa 


123 William sanent 
NEW YOR 


U. S. REPRESENTATIVE OF 


I.GOLDBERG 


PETROGRAD 


MOSCOW 


ODESSA WILNA 


Exclusive Exporter from Russia 
for the whole world of 


SANTONIN PURE CRYSTALS 


Inquiries Solicited also for 


RUSSIAN CRUDE DRUGS: 


Wormseed 
Lycopodium 
Ergot of Rye 


Calamus Root 
Cantharides 


Isinglass Beluga 


Fish Glue 
Anise Oil 
Coriander Oil 


STOCKS IN NEW YORK 
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" ii 











DRUG REPORTER 


a 


HA 


a HUH it ‘tl 
LAMBERT : 


LIBERTY BRAND % 


SULPHUR 


Caustic Soda 


Prompt Shipment Soda Ash 
m 


ro 
Works or Stock 


at 


Bicarbonate of Soda 


Sal Soda 


St. Louis 


Copperas 


MIXED ACID 


(Nitric and Sulphuric) 


SULPHURIC ACID 
PHARMACEUTICALS 


Lambert Chemical Company 


RAILWAY EXCHANGE BUILDING 


ST. LOUIS 


Sulphur Plant at Lake Charles, La. 
Through Freight Rates to all destinations 


| tt HA ill ti | 


J. Telenga Export & Trading Corporation 
DEALERS— 


Vegetable Oils—Chemicals—Tallows—Seeds 
SINGER BUILDING 


aH 


IMPORTERS 


———————— } 





July 45, 1918. ; 
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NEW YORK CITY 





EXPORT 


Copper Sulphate 


Fergusson Brothers, Philadelphia 


——— ANILINE COLORS == 
DYESTUFFS, INTERMEDIATES 
———=AND CHEMICALS== 


EUREKA ANILINE PRODUCTS CORPORATION 
MANUFACTURERS, IMPORTERS & EXPORTERS 


292 PEARL STREET 





TFL. BEEKMAN 3589 





LATEST IMPROVED 
UP TO DATE 


AND 


For Cotton Seed, Linseed, Mustard Seed, Rape Sced, Castor Bean, Sesame and Copra. 
Crushing Rolls, Hydraulic Pumps, Hydraulic Accumulators; Automatic Steam, Hand Steam, Hydraulic aud Power 
Cake Formers; Horizontal, Upright and Automatic Stack Cookers; Latest and most approved type Cotton Seed 
Cleaning, Hulling and Separating Machines; Cake Breakers, Disc Hullers; Attrition Mills, with patented wave line 


grinding plates for hot or cold cake; Automatic Cake Trimmers. 


BUCKEYE IRON & BRASS WORKS, Dayton, Ohio, U.S. A. 


CORRESPONDENCE 
SOLICITED 


OIL MILL MACHINERY 


Hydraulic Presses, Chilled 


Best and only perfect Accumulator System. 








July 15, 1918. 



















Emblems Which Represent 
Over a Century of Depend- 
ability in Quality and 


Service 


HARRISON’S 
Blue Ribbon Chemicals 


ACIDS 
Acetic Nitric Mixed 
Lactic Muriatic Oleum 
Sulphuric Aqua Fortis Electrolyte 

Oil of Vitriol 

ALUMS 
Iron Free Papermakers Ammonia U.S.P. 
Pearl Filter Pickle 
Porous Sizing Potash U.S.P. 


Sulphate of Alumina 16%—17%—22% Alz Os 


CHEMICALS 
Strontium Nitrate 
Distilled Water 
Blane Fixe 

Carbonate of Strontia 


HARRISON WORKS 


Manufacturers 
Owned and operated by E. I. du Pont de Nemours & Co. 
35th and Grays Ferry Road, Philadelphia, Pa. 


Salt Cake 
Nitrite of Soda 
Barium Nitrate 


Battery Solutions 
Barium Chloride 
Hydrate of Alumina 
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a PON 
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“*The Name Preston on Tablets is a Guarantee 
of Absolute Purity and Excellence.” 


¥ i> 24 : ~ “ 
. (5 Grain) 


G7 PRESTON 





Prices on Request. 





PRESTON CHEMICAL COMPANY 


180-184 FOURTH AVENUE, BROOKLYN, N. Y. 


OIL PAINT AND DRUG REPORTER 










ESTABLISHED 1855 


The Will & Baumer Company 
SYRACUSE, N. Y. 


Manuyacturers oy 


Stearic Acid, Red Oil and Glycerine 








NATIONAL OIL & SUPPLY CO. 
OILS - ACIDS - CHEMICALS 
Lactic Acid Bisulphite of Soda 

Muriatic Acid Sulphide of Soda 


Nitric Acid Hyposulphite of Soda 
Sulphuric Acid Ammonia Alum 
Soda Ash Brown Sugar of Lead 


Sulphate of Alumina (Com’! and Iron Free) 


NEWARK, N. J. Telephone 601 - 602 - 603 - Waverly 





SACCHARIN 


Permanganate 
of Potash 


U.S. P. and Technical 97-99% 


Limited Quantities for Spot Shipments 
Special Conditions on Contracts 


SOLUBLE INSOLUBLE 


Caramel Color 


Thomas Henderson & Co. 
Incorporated 
14 CLIFF STREET 


Carus Chemical Co. 


La Salle, Ill. ' 
MANUFACTURERS | 


SACCHARINE 


CAUSTIC SODA 
QUININE SULPHATE 
ACIDS ACETANALID 
PERMANGANATE OF POTASH 


Technical and U.8 


Herman S. Licht, 26 Beaver St., New York 


Telephone Broad 999 


“sr ast | BEES: 
WAX 


ALL KINDS 


E. A. BROMUND CO. 
258 Broadway New York 


JERVELL & CO.“ (Ltd.)| F. BEHREND, Inc. 


AALESUND, NORWAY Established 1686 


FINEST LOFOTEN 54 Front Street, New York 


Cod Liver Oil ve ae 


SOLE AGENT Soya Bean Flour 
Rockhill & Vietor Very rich in Protein 


22 Cliff St. ‘ New York For export and domestic consumption 
INQUIRIES SOLICITED 


PHTHALIC ACID 


ANHYDRIDE 
Fuchsine C 


st als 00 


(100% SOLUBLE 
Red Prussiate of Potash 


Salicylic Acid USP 


ALEX. C. FERGUSSON, Jr. 
472 Chestnut St. Philadelphia 


NEW YORK 


Phone Beekman 1728-1729 

















QUININE 






The Chatfield Mfg. Co. 


Cincinnati, Ohio, U.S.A. 
































National Brand Sugar of Milk 
has been the standard of Qual- 
ity the world over since 1883. 







Powdered Granular 
Impalpable Crystals 


NATIONAL MILK SUGAR CO. 
15 Park Row, V:v Yorcr N 
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THE wh eA toah CLIFFS IRON COMPANY 
ae MARQUETTE, MICH 








BENZOATE SODA, U:.S.P. 
















TANK CAR SERVICE 


POTASH CARBONATE 
90 -5% 


SODA CAUSTIC 





Diamond Methyl Pure Wood Alcohol 
Methyl! Alcohol, 95%, 97%, 99% 
Denaturing Alcohol 
Methyl! Acetone, All Grades Pure Acetone 
Acetic Acid, All Grades 
Acetone Oils, Light and Heavy 
Sulphuric Acid, 60° and 66° 
Wood Creosote Oils Hard Wood Pitch 
Iron Liquor 






LIME CHORIDE 
SODA ASH 









The Cleveland-Cliffs Iron Co. 





THE ROESSLER & HASSLACHER CHEMICAL CO. 


100 William Street, New York 


SALES OFFICES 
Boston Chicago Cincinnati Cleveland Kansas City 
Philadelphia San Francisco 


Rockefeller Cleveland 
Building Ohio 















SULPHURIC ACID MURIATIC ACID ZINC CHLORIDE OLEUM 
NITRIC ACID MIXED ACIDS SALT CAKE PHENOL 


: a an rot Bey te 1d ad 
A Pe CHEMICAL WORKS-ST LOUIS, MO. 





Acetphenetidin Phenol 


(Phenacetin) 


Acetyl Salicylic Ph2nolphthalein 


Acid 
(Aspirin) Saccharin 
Caffeine 
Chloral Hydrate Salicylic Acid 
Coumarin 


Chrome Sulphate Salicylate Soda 


Glycerophosphates 
(Calcium Sodium Salol 
Potassium, Iron a 
Vanillin 


Magnesium, etc.) 





MONSANTO CHEMICAL WORKS, Saint Louis NEW YORK: Platt and Pearl Streets 
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Saturday Noon, July 13, 1918. 


While developments of a major char- 
acter have not eventuated during the 
past week, the general undertone }S 
reported firm despite the prevalence 0 
a perennial period of seasonal dullness. 
Price developments have been upward 
as concerns the most important items 
in the general market group with occa- 
sional reactions in a few commodities. 
This state of affairs rules in all mar- 
ket groups. For example, crude drugs 
are undeniably strong. Within this 
section there have been developments 
of note which have eventuated in spite 
of the summer lull usually expected 
in the months of July and August. 
The base of the whole matter lies in 
the fact that in the gathering sections 
of the country there is a lack of labor 
to deliver the materials most needed. 
For roots, herbs and leaves which or- 
dinarily have brought to the gatherer 
anything from 2c. to 4c. per pound, 
the crude drug factors are now paying 
between 10c and 15c. for the limited 
quantities delivered under the short- 
age of workers. 

Notwithstanding the high prices be- 
ing paid, the materials most needed are 
not coming forward in quantity suffi- 
cient to relieve the situation. Another 
phase of this country condition of af- 
fairs is the fact that the field workers 
seem to have been specializing in the 
materials which last year commanded 
the heaviest prices, with the result 
that many items now in low supply 
are being neglected. These elements 
are holding the spot market steady in 
the period during which declines are 
most often recorded under the influ- 
ence of the decreased buying interest. 

In line with this, the week’s develop- 
ments in nux vomica, cascara sagrada, 
buchu licorice and blood roots, and 
ergot are of interest. This involves 
foreign botanicals of course, and the 
situation in such materials is quite as 
sensitive as is that of the American 
group. Many of these herbs and roots 
affect markets other than that of the 
erude drugs, and in this fact lies the 
second part of the story. Nux vomica, 
for instance, is scarce, high, rising in its 
price curve and impossible to secure in 
replacement. During the week cables 
arrived from: London stating that that 
market has nothing to offer for ship- 
ment and has no prospects for the fu- 
ture, as British consumption is taking 
most everything coming forward. This 
has brought out the third advance of 
the year’s strychnine developments 
and further increases are not unlikely. 
In buchu leaves the demand is good 
and the supply practically zero and, 
in view of the limited amount of ton- 
nage available, South Africa is favor- 
ing the shipment of materials com- 
manding higher freight rates and mar- 
ket prices. This has brought out a 
market on spot in which buyers’ neces- 
sity is dictating the price which must 
be paid for its satisfaction, The crude 
drug division is stronger in its main 
features, and despite the slight con- 
tractions in prices affecung items of 
relative unimportance, the potential 
strength of the division rules steadily 
despite the fact that buying has fallen 
off under the natural somnolence of 
summer time. 


Among the drugs and pharma- 
ceutical chemicals, this seasonal] con- 
dition is less noticeable; in fact, ex- 


cept for unimportant items, which but 


prove the general rule, it does not 
exist. The manufacturing chemists 
are pressed as never before by gov- 


ernment orders, which bid fair to over- 
power their production capacities, The 
lack of and high cost of crude ma- 
terials plays as important a part as 
does the problem of shifting labor. 


During the week amyl acetate, 
sugar of milk, petrolatum, all me- 
curials, strychnine, morphine, opium, 


codeine and alcohol have shown signs 
of underlying strength. The converse 
is true as applied to permanganate of 
potash and benzoate of soda. In the 
first is to be found one of the tentacles 
of the hydra-headed Japanese new 
commercialism. A heavy supply of 
Nipponese produced permanganate is 
floating undesired on the spot market, 
and with buyers fairly saturated with 
cheaply produced and priced material, 


the bottom of the market for Ameri- 
can goods has’ been pretty’ well 
knocked out. For another reason the 
same result has been noted in soda 
benzoate. 

Saccharin is not without interest at 
preeent, 3ehind the advance within 
the last thirty days from $18 
to $30 per pound is to be found the 
shadow of British necessity. Tempo- 


rarily, British produced saccharin has 
failed in spite of sufficient manufac- 
turing facilities, raw material, and la- 
bor. Unforeseen' difficulties which 
have delayed quantity production has 


Drug Markets 


Unless otherwise specified, our prices are those prevailing in the New 


York Market, and are for large quantities. 
be found on pages 3, 4, 5, 6, 8, and table of contents on page 2. 
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sition in which it needs materials from 


this country. Official source within the 
British Government is sponsor for the 
“invitation” (how thoroughly British 
is the use of the term “invitation’’) 
to apply for licenses to import now 
extended to British importers. It is 
more than likely that some sort of an 
agreement exists between the govern- 
nents of the United States and Great 
Britain which will in the near future 
permit an ‘invitation’ to export be- 
ing extended to the American exporter. 

Other sections of the drug market 
have been relatively quiet during the 
week. There is little possibility of 
weakness or serious impotential- 
ity creaping in during the temporary 
letting down of businegs—the situation 
in the lack of grinding demand for 
pepper and the comparatively steady 
maintenance of prices serves as an ex- 
ample for the other divisions. The 
market holds steady and firm because 
of the lack of materials of all variety 
and all items reflect this condition so 
long as a dearth of material exists. 
When it is overcome for one reason 
or another, the material becomes low 
in price and virtually lifeless, Wit- 
ness the essential oil of lemon as an 
excellent example. The underlying 
state of the market is one of inherent 
strength. The following detailed con- 
sideration of the entire market will 
evidence this contention. 


Advances. 


105s to 110s, 3e, 
grinding, 2c, 

Pimento, %c, 

Amy] acetate, 10c. 

Petrolatum, 3c, 

Phenolthalein, 50c, 

Sugar of milk, 
second hands, 3c, 

Gum, asafoetida, 

powdered, 15c. 
guaiac, whole, 10c, 

powdered, 10c, 
mastic, 20c, 

Oil of almond, 
sweet, true, lfc, 
Bois de rose, 15c, 
Sassafras, nat- 

ural, 35c. 

Almond meal, 30c, 

Orange flowers, 25 


Nux vomica, '4c, 
Tamarinds, 
barrels, 1c, 
kegs, 10c. 
Cascara sagrada, Ic, 
Vanilla beans, 
Tahiti, 5e. 
Laurel, \c, 
Peppermint, Ameri- 
can, 5c, 
Sage, Ic. 
Blood root, 3c. 
Licorice, bales, 3c, 
selected, 4c, 
powdered, 2c. 
Turmeric, China, \c. 
Madras, \c. 
Anise seed, star, lc, 
Foenugreek, 1c. 
Cassia, broken, 
selected, 4c. 
Cloves, Amboyna, 2c. 
Zanzibar, 4c. 
Nutmegs, 


a0. 
Beeswax, yellow, 
crude, 2e. 


Shellac, 4. N., 1c, 


Declines. 


Sarsaparilla, 
Mexican, Se, 
Valerian, Belgian, 5c. 
Canary seed, lc. 
Coriander, 4c 
Cummin, “4c. 
Glycerine, 4c, 
Potash, permanga- 
nate, 25c. 
Quinine, second 
hands, 5c. 
Soda benzoate, 19c. 
Thymol, 25c. 
Carnauba wax, 
chalky, No. 3, lc. 
N. country, No, 3, 3c. 


Agar Agar, No. 8, 3c, 
Cantharides, Chi- 
nese, 3c, 
Manna, small 
flakes, 3c, 
Balsam copaiba, 
8S. A., 216c. 
Tolu, 5c, 
Calisaya bark, 10c, 
Cordurango, 2c. 
Cottonroot, 3c. 
Elm, bundles, 1c, 
Sassafras, select, Ic. 
Insect flowers, 
powdered, 3c, 
Saffron, American, 2c, 
Colombo Toot, 2c. 


OPIUM. 


During the week arrival of 23 cases 
totalling 2,875 pounds of gum wpium 
was reported. Business continues 
good under a good consumption de- 
mand, which, however, does not ma- 
terially affect the easier position of 
the material on the spot. Manufac- 
turers are at present supplied with gum 
sufficient for their needs. The deriva- 
tives as yet show no signs of reflect- 
ing the lower prices ruling for the 
base. The closing quotations were:— 
In cases, U. S. P., $22.50; jobbing lots, 
$22.50; powdered, $24; granular, $25 per 


pound, 
MORPHINE. 


While no outward signs of a decline 
were made manifest during the period, 
it is understood that such a movement 
is likely to occur under the marked 
easing of the basic material. De- 
mands for all grades of morphine are 
strong—especially from government 
sources—but with any slight decrease 
in consuming demand, a movement to 
lower levels is expected. At present, 
consumption is heavy and the material 
holds firmly to the closing prices as 
follows:—Bulk muriate, sulphate, ace- 
tate, $11.80 per ounce; alkaloid, $16.10@ 
16.15; diacetyl hydrochloride, 5-ounce 
cans, $15.90 per ounce; diacetyl alkaloid, 
$17.65 per ounce; ethyl hydrochloride, 
$18.05 per ounce. 


CODEINE. 


the week the 
held firmly toward the levels estab- 
lished for some time past and there 
seems to be no evidence forthcoming 
of any immediate change in this situa- 
tion, There is an easier undertone 
prevailing in the basic material, but 
consumption holds steadily to the high 
levels of the past two months, and 
from government sources of demand 
there seems to be no liklihood of any 
falling off in its needs. The close 





During material has 


thrown the English market into a po- of the week showed a good volume of 
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ALKALOID Crystals 
ALKALOID Powder 


eed SULPHATE Crystals 

SULPHATE Powder 
NITRATE PHOSPHATE 
SALICYLATE 


Complete list of ‘‘P-W-R’’ Chemicals supplied on requesé 


POWERS-WEIGHTMAN-ROSENGARTEN CO. 


FOUNDED 1818 


NEW YORK PHILADELPHIA 
es 


THYMOL 


McKESSON & ROBBINS 


ESTABLISHED 1833 mae aie 
I 

Qube DRUGS - FOREIGN g DOMES» 

ie 


PAREIRA 


New importation just received. 


DIGITALIS 


Foreign and cultivated domestic. 


S.B.PENICK & COMPANY,INC 
254-256 FRONT ST., 
WAREHOUSE AND MILLS: NEW YORK CITY 


reel yaaa 
The Heyden Chemical Works 


NEW YORK—135 William Street CHICAGO—180 No. Market Street 
Manufacturers of 


MURIATE 


ST. LOUIS 
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INJECTION-HEYDEN 
WOVARGAN 
CARBOSANT 

COLLOIDAL SULPHUR 


SALICYLIC ACID 
ACETYL SALICYLIC ACID 
SALICYLATE OF SODA 

[Synthetic and Natural} 

METHYL SALICYLATE 



























SALOL 
FORMALDEHYDE 
PARAFORMALDEHYDE SALIT 
HEXAMETHYLENETETRAMINE ICHTHYWAT 
BROMIDES ARGENTUM NUCLEINICUM 
BENZOATE OF SODA CALOMELOL OIN(MENT 
XEROFORM 





And a Number of other Chemical Preparations for Technical and Medical Use 
HIGHEST STANDARD OF QUALITY 





New York Quinine and 


Chemical Works, Inc. 
100 William Street, New York 


ANUFACTURERS of Fine Medicinal 


Chemicals, including the Alkaloids of 
Opium and of Cinchona Bark, Bismuth Salts 
and the Iodides, Sirychnine, Acetanilide and 
Strontium Salts. ; 


All N.Y. Q. Products conform to the 
requirements of the U.S.P. for purity 
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Refined 
Coal-Tar Products 


BENZOL, Pure 
BENZOL, 100% 
BENZOL, 90% 
BENZOL, 50% 
BENZOL, Straw Color 
TOLUOL, Pure 
TOLUOL, Commercial 
TOLUOL, Straw Color 
XYLOL, Pure 
XYLOL, Commercial 
SOLVENT NAPHTHA 
CRUDE SOLVENT NAPHTHA 
HI-FLASH NAPHTHA 
CRUDE HEAVY SOLVENT NAPHTHA 
NO. 10 NAPHTHA 
HEAVY NAPHTHA 
PYRIDIN, Denaturing 
PYRIDIN, Commercial 
PARACUMARON, RESIN 
HEAVY SOLVENT OIL 

SHINGLE STAIN OIL 
SPECIAL HEAVY OIL 
SPECIAL HEAVY OIL, Grade 2 
NEUTRAL HYDROCARBON OIL 
CREOSOTE OIL 
CRUDE CARBOLIC ACID, 97-99% Straw Color 
CRUDE CARBOLIC ACID, 95% Dark 
CRUDE CARBOLIC ACID, 50% Ist Quality 
CRUDE CARBOLIC ACID, 25% Ist Quality 
CRUDE CARBOLIC ACID, 15% Ist Quality 
CRUDE CARBOLIC ACID, 50-60% 2nd Quality 
CRUDE CARBOLIC ACID, 25-30% 2nd Quality 


CRUDE CARBOLIC ACID, 10-15% 2nd Quality 
DIP OIL 

PHENOL, U. S. P., Natural 
PHENOL, U. S. P., Synthetic 
PARA-AMIDOPHENOL 
CRESOL, U. S. P. 

REFINED CRESYLIC ACID, No. 5 
ORTHO-CRESOL 
META-PARA-CRESOL 
XYLENOLS 

RESORCIN, Technical 
RESORCINOL, U. S. P. 
NAPHTHALIN, Flake 
NAPHTHALIN, Small Balls 
NAPHTHALIN, Large Balls 
NAPHTHALIN, Crushed 
NAPHTHALIN, Powdered 
NAPHTHALIN, Granulated 
NAPHTHALIN, Rice 
NAPHTHALIN, Lump 
NAPHTHALIN, One-ounce Cakes 
NAPHTHALIN, Square Tablets 
NAPHTHALIN, Round Tablets 
CRYST ALBA 
NITRONAPHTHALIN_~. 
ALPHA-NAPHTHYLAMIN 
ANTHRACIN 80% 

CARBAZOL 

PHENANTHRIN 

SPECIAL CRESOL, Compound 
DISINFECTANTS, Coefficients 2 to 16 
PHTHALIC ACID ANHYDRIDE 


We invite inquiries for the various products listed above, but would call attention to the fact that on some of these 


items present heavy contract obligations make immediate offerings impossible. 





Chemical Department 


<> 


17 Battery Place 


New York, N. Y. 
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business passing into the regular pre- 


war channels of consumption. Finally 
quoted, the material in its various 
forms stood at the following levels:— 
Sulphate, $7.30; phosphate, $6.80; ni- 
trate, hydrochlorides and acetate, $8.20; 
hydrobromide, $7.30; alkaloid, $9.15. 
These prices are for 100-ounce lots, 


QUININE. 


From foreign sources a_ crypto- 
gramic advice states that ‘‘cinchona 
planting evidently on behalf of Eng- 
land, America, and France is being 
undertaken in the Pamanoekan and 
Tjiassem districts.” If this is true, it 
has been stated that the sites are not 
well chosen as the country in the dis- 
tricts mentioned is too low for obtain- 
ing the best results, This is the first 
intimation that America, as well as 
England, has entered into the de- 
velopment of cinchona plantations in 
Java. It has been known for some 
time that England feels herself to be 
in a position favorable to “going it 
alone’ through the increase in Brit- 
ish plantings in the Dutch East In- 
dies. There have also been rumors to 
the effect that the difficulties ibe- 
tween the American government and 
the Netherlands have been adjusted 
to the extent that supplies of quinine 
and cinchona bark will be forthcom- 
ing in quantity large enough to meet 
the heavy demand in the United 
States. The material has been quiet 
during the past week, with little of 
note reported. In second hands, Java 
and American quinine is lower in 
price owing to the lack of active de- 
mand. The closing quotations were: 
—American (manufacturers, sulphate, 
90c. per ounce in 100-ounce lots; sec- 
ond hands, Java, $1; American, $1.05 


per ounce, 
ALCOHOL. 


Second hands are underbidding pro- 
ducers to some extent in the field of 
denatured alcohol. The holdings in 
this direction are not large, however, 
and consumption is heavy enough to 
keep the distilleries pushed to pro- 
duce sufficient quantities to meet gov- 
ernment consumption alone. It was 
indicated in the newly-proposed rev- 
enue bill that the tax on beverage al- 
cohol] was to be doubled. At present, 
this stands at $3.20 per gallon, and the 
new tax is suggested at $6.40 per gal- 
lon. All grades of material are in low 
supply as concerns the regular con- 
suming trade and sales are being 
made subject to permission of the 
government. The excess over govern- 
ment demands is being conserved in 
order to cover as much as possible the 
various branches of regular consum- 
ers. Prices are quotably unchanged 
at the following levels: Grain, 188 
proof, $4.91; 100 proof, $4.97; cologne 
spirits, 190 proof, $5.06; sugar cane, 188 
proof, $4.90; 190 proof, $4.92; refined 
wood, 95 per cent., 92@92%c.; 97 per 
cent., 95@95%4c.; denatured, 180 proof, 
68@69c.; 188 proof, 69@70c. per gallon. 


GLYCERINE. 


The market’ has ruled steady 
throughout the period, with develop- 
ments restricted to small lot transac. 
tions at prices which at least one fac- 
tor in the market indicated as being 
evidence of poor buying ability. While 
the undercurrent of the market igs firm, 
the outward signs fail to sustain this 
idea, as buyers and sellers’ ideas con- 
tinue to be separated rather sharply. 
Some sales of dynamite glycerine were 
reported at 62c. per pound, while many 
sellers insist on 62%c. as an inside fig- 
ure. Soaplye, loose, was noted in sales 
at %c. per pound lower than the pre- 
vailing figure of the previous week. 
Saponification remained quotably un- 
changed. C. P. is firm, but there is a 
lack of intensive demand for this va- 
riety. Crude seems fairly plentiful and 
one seller reports that since the first 
of the month 15 cars have been sold. 
In arfother direction the statement was 
made that these 15.cars were sold be- 
fore the beginning of the present 
month. \As business stands at present 
sellers are in a position to deliver to 
such buyers as suits their plans or 
disposition, Munition makers have 
taken but infinitesimal amounts to 
date, despite the fact of the needed 
20,000,000 pounds which the Allies re- 
quire by the end of the year. Arrival 
from South America of 114,030 pounds 
of glycerine was reported early in the 
period. The closing was as follows:— 
Cc. P., 64c.; dynamite, 62@62'4c.; 30-de- 
gree yellow, 68@63%4c.; soaplye, 44@ 
45c.; saponification, 49% @50c. per pound. 


Chicago Glycerine Market. 


Chicago, July 11, 1918. 


No recent transactions in crude glycerine are 
reported, the last sales having been at 49%c, 
loose for Twitchell crude, basis 88 per cent. 
Bids are reported for dynamite glycerine of 
62c. f. o. b, shipping points, for nearby ship- 
ments, with from 62%c. to 68c. asked. The 
chemically pure glycerine market is inactive, 
with buyers well covered. 


ACIDS. 


The feature development of the week 
was the advance in tannic and pyro- 
gallic acids. Higher cost of production 
and raw materials is the principal rea- 
son for the movement. Citric in sec- 
ond hands is firmer. Tartaric is with- 
out quotable change. 

CITRIC.—Demands in second hands 
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increased during the period and the 
price in this direction is stronger than 
at the close of the previous period. The 
uplift amounted to 1c. per pound and at 
the figure resulting, an increased vol- 
ume of business was reported, Manu- 
facturers view the situation more hope- 
fully in view of the permitted shipments 
of citrate of lime from the primary mar- 
ket. The closing prices on the gpot 
were at the following levels:—Crystals, 
82c.; powdered, 821%%c.; second hands, 
84c.@86c. per pound. 

PYROGALLIC. — Manufacturers of 
pyrogallic acid advanced the price of this 
material 20c. per pound for resublimed 
material. Crystals were also affected 
to the same extent. The higher costs 
of production as well as in basic ma- 
terial were the reasons given for the 


movement. The new prices are:— 
Resublimed, $3.35; crystals, $2.70 per 
pound. 


TANNIC.—Prices have been revised 
on this material and at the close of the 
market, the price on U. S. P. material 
is noted at 3c. per pound advance from 
previous quotations, The technical is 
also affected by the movement. Con- 
ditions of production and raw material 
account for the uplift. The new sched- 
ule in vogue at the end of the trading 
period ig as follows:—U. 8S. P., bulk, 
$1.43@1.48 according to quantity; tech- 
nical, $1.38@1.43 according to quantity. 


BOTANICALS. 


Among the miscellaneous botanicals 
strong situation obtains in agar agar, 
kola nuts, nux vomica and tamarinds. 
The list holds firm generally. 

AGAR AGAR.—Owing to the high 
costs of importation, the material is 
very firm on spot despite the routine 
character of business at the moment. 
The closing prices wer2:—No. 1, 8@ 
86c.; No. 2, 80@8l1c.; No. 3, 70@7ic. per 
pound. 


CANTHARIDES.—Chinese whole and 
powdered material are in regular de- 
mand on the spot. The prevailing quo- 
tations are slightly lower at the close 
of the week, being noted at 95c. and 
$1.25 respectively. Russian goods are 
scarce and are held at $4.50@4.60 per 
pound for the whole and $4.60@4.75 for 
the powdered. 


KOLA NUTS.—The market seems to 
be comparatively bare of material and 
the inside price is 30@35c. per pound, 
with comparatively limited offerings 
reported. 

MANNA.—Demand is routine at the 

moment for small flakes and the price 
is lower by 3c. per pound, being quoted 
at 72@73c. per pound. Large flakes 
are scarcer and are holding firmly at 
$1 per pound. 
“ NUX VOMICA.—On shrinkage of spot 
supplies and the increasing demand for 
the material, the price advanced during 
the week to the closing level of 15@16c. 
per pound for whole and 18@19c. per 
pound for the powdered variety. At the 
close to the market, 20c. per pound is 
predicted within a short period. Ac- 
cording to the Capitol of Calcutta, In- 
dia, “Stocks and supplies continue small. 
Local and country demand is almost 
nil. In the absence of any regular ex- 
port demand, supplies are withheld. 
Quotations nominally are Rs. 6-0 to Rs. 
6-6 per B. md., weight, for gross quality 
buttons. Offerings of clean buttons are 
almost nil. Retail sales are occasionally 
making for local and country require- 
ment for prompt delivery, on the ‘cash 
system’ generally. There are orders for 
America, but no sales are reported. New 
crop buttons are moist and soft; loss in 
weight for shrinkage is heavy.” 


BALSAMS. 


Weaker tendencies are evident in 
balsam copaiba and tolu. All others 
remain quotably unchanged at the 
close of the week, and Peru is said to 
be quite strong at the moment. 

COPAIBA.—Balsam copaiba of 
South American variety is weaker at 
the close of the week, owing to the 
decrease in demand and an increase jin 
supply on the spot. Para holds firmly 
to the quotation of the previous weck. 
The closing quotations were:—South 
American, 82%@85c.; Para, 60@65c. 
per pound. 

FIR—Reports from Canada indicate 
that it is next to impossible to secure 
labor sufficient to produce a reason- 
able amount of balsam. Women can. 
not be used for this work in Canadi, 
owing to the method by which the raw 
material is secured. While Oregon 
balsam is gathered much in the same 
manner as is maple syrup, the Canada 
balsam is extracted from the branches 
of the tree, and necessitates climbing 
in order to puncture the blisters from 
which the sap is drawn. The spot is 
fairly bare of material and prices are 
strong on a shortage in supply. The 
closing quotations were:—Canada, $6@ 
6.25; Oregon, $1.75@1.80 per pound. 

PERU.—The material is fairly strong 
under a good demand for actual con- 
sumption. Stocks have become ab- 
breviated and this is also holding the 
market firmly to the closing figures of 
$3.65@3.70. 

TOLU.—Supplies on hand are said 
to be good and the demand has de- 
creased for the moment. Easier quo- 
tations are noted on the spot, and un- 
der competition the closing price was 
marked down to $1.05@1.10 per pound. 


BARKS. 
Feature interest is found in the strong 
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position of cascara sagrada which has 
been advancing regularly throughout 
the past two weks. Cinchona is some- 
what easier in undertone. The list gen- 
erally has held firm with some inconse- 
quential revisions downward. 


ANGOSTURA.—This material has 
weakened during the past two weeks 
and ut the close of the present period 
is being quoted at 45@50c. per pound. 
Recently as high as 75c. per pound was 
being asked for the material but de- 
mand has fallen away and the price 
has been reduced. 

CALISAYA.—Calisaya bark is being 
offered 10c. per pound lower at the close 
of the market. At this figure, fairly 
liberal offerings are being made and 
the closing price is 75@90c. according to 
grade, 

CASCARA SAGRADA,—This bark 
has produced the most marked develop- 
ment of intrinsic value within the whole 
list. All reports from the Coast point 
toward higher prices and 20c. per pound 
is being predicted in some quarters. 
During the week the price advanced 
to 18c. per pound and little ig being 
offered at this figure. While an oc- 
casional small lot might be picked up 
at less than this figure, the market 
stands firm at 18@20c. per pound as a 
closing figure. ‘ 

CINCHONA.—Yellow broken quills 
are being offered at 75@98c. per pound 
according to test at the close of the 
week. Easier shipping and trading con- 
ditions are expected to eventuate with 
the- Dutch East Indies in view of the 
announcement of the Netherlands Gov- 
ernment to the effect that supplies to 
this country would be allowed. The 
closing quotation’ were:—Red quills, 
$1.20@1.50; broken, $1; chips, 80@S85c.; 
yellow quills, broken, 75@98c. per pound, 
_ CONDURANGO.—Although. not an 
item of especial importance, it is noted 
that at the close of the week, 11@12c. 
per pound is being done on the material 
which is in moderate request at the 
moment, 

COTTON ROOT.—Cottonroot igs being 
offered at 10@1lc. per pound. Inquiry 
is quiet at the moment and the easier 
position has eventuated in second hands. 
_ ‘ELM.—Selected elm bark in bundles 
is being offered on the basis of 18c. per 
pound in one direction on the spot. De. 
mand at the moment is routine and for 
jobbing amounts. The close was easy 
at this figure. Grinding material is 
quoted at 10@11c. per pound. 

ORANGE.—While lacking quotable 
change in most respects, sweet Malaga 
ribbons are noted down 1c. per pound 
on a lack of demand. The closing prices 
were on the following basis:—Bitter 
Curacao, quarters, 6@7c.; sweet Malaga 
ribbons, 4%@1l1c.; quarters, 13@13%c.; 
sweet Trieste, 183@13%c. per pound. 

SASSAFRAS.—Ordinary sassafras is 
firm at the closing price of 11@12c. per 
pound. Inquiry is fair at the moment 
but is said to be coming from jobbing 
interests. Selected material is being 
offered on the spot at 17@18c, per pound 
in one direction, which reports a sea- 
sonal dullness in the material. 


BEANS. 


The market holds firm throughout 
the list with interest centered generally 
in vanilla prospects and restriction on 
imports of cocoa beans. 

TONKA.—Demand continues good for 
Angostura beans which constitute the 
bulk of material available on the 
spot. Some sellers quote at nothing less 
than $1 per pound although it is un- 
derstood that 95c. per pound can be 
done in a large way. The closing quo- 
tations were:—Angostura, 95@$1; Para, 
65@70c.; Surinam crystallized, 70@75c. 
per pound. 

VANILLA.—The lifting by the State 
Department of the food export embargo 
as applied to Mexico and the accom- 
panying statement that it is hoped that 
Mexico will in turn ship her products 
into the United States, has caused con- 
siderable speculation on the part of 
importers of vanilla beans as to 
whether this presages a lifting of the 
import embargo now placed on the ma- 
terial. It seems hardly likely that this 
will be the case although up to the 
present moment, the attempt has not 
been made so far as is known. While 
the development of a “cordialé entente”’ 
is to be hoped for between Mexico and 
the United States, it bids fair to be- 
come devitalized under present condi- 
tions. It seems clear from all that can 
be learned of business relations in gen- 
eral and vanilla interests in particular, 
that it is no part of the policy of the 
Federal government to allow consider- 
able sums of American gold to be spent 
or sent to the pro-german country to 
the south. Vanilla is a very remune- 
rative crop and up to the present is 
absolutely barred unless some way is 
devised whereby the material can be 
brought to Brownsville or Laredo. Ap- 
plications to import via Brownsville 
are said to have been refused by the 
War Trade Board and if this 1s true, 
it would seem to bear out the conten- 
tion that American gold is to be pre- 
vented moving into Mexican hands. 
The spot market for vanilla is strong 
under a good demand for both stock 
and consumptive purposes, Tahiti beans 
are especially strong, another advance 
of 5c. per pound being reported at the 
close of the week. Bourbon beans are 
in cOnstant request and are in fair 
supply considering the fact that prac- 
tically all business is centering in this 
variety. Closing quotations were on 
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the following batis:~—Mexican whale, 
$4.5068: cuts, $3@3.25; Bourbon, $2.15@ 
2.50; South American, $3@3.25; Tahiti, 
$1.45@1.55 according tO label, 


BERRIES. 


list has been firm during the 
week without quotable changes as to 
price levels. Trade has been along 
regular lines but shows a lessened 
volume at the end of the period. 
HORSE NETTLE DRIED.—This 
material has been slightly easier in 
undertone, not for reasons of any 
superior supply having reached the 


The 


spot because of the lack of consistent 
inquiry. The close was quiet at $1.06 
@1.25 per pound. 


JUNIPER.—Inquiry has quieted dur- 
ing the past two weeks but the price 
remains stealy at 9@10c. per pound, 
Consumption from certain sources con- 
tinues in fair volume but such con- 
sumers seem to be fairly well supplied 
with material at the present time. 

PRICKLY ASH.—A good request was 
reported in the* material for jobbing 
quantities. There was little real life 
to the trade, however, and the close 
was quiet and steady at 11@12c. per 
pound, 

SLOE.—The material is without ac- 
tion on the spot at the moment, all 
sellers having reduced the price to 50 
@55c. per pound and it is said that 
this can be shaded. 


FLOWERS. 


Lower prices rule for calendula, in- 
sect, and American saffron flowers. 
Other than these materials, the market 
is firm and quotably unchanged from 
the quotations of the previous period. 

ARNICA.—A moderate spot request 
for arnica flowers has ruled steadily 
throughout the _ period. The’ easier 
situation continues to be reported and 
at the close, $1@1.05 per pound was 
the prevailing quotation. 


CALENDULA, — Demand has fallen 
off during the past month and prices 
have contracted under the decrease in 
inquiry. A further decline was noted 
during the past week and at the close, 
$3.50@3.75 was the ruling quotation on 
the spot. 

CLOVER TOPS.—Reports from_ the 
country indicate that the crop will be 
good and the gatherers are apparently 
delivering in quantity at the present 
time. The material on gp0Ot was quiet 
during the week and closed at 28@29c. 
per pound. 

INSECT.—Whole insect flowers were 
in demand throughout the week and 
closed firm at 30@338c. per pound. 
Powdered material was offered in one 
direction at 33@35c. per pound, a price 
lower by 2c. per pound from the pre- 
vious quotation. 

ORANGE.—The material is extreme- 
ly scarce on the spot and such limited 
holdings as exist are being quoted at 
$2 per pound. Owing to the high price 
ruling, demands have fallen off to some 
extent, but the shortage of stocks is 
holding the market firm at this level. 

SAFPFRON.—American saffron is 
easier on the spot, being quoted at 43 
@44c. per pound in ane_ direction. 
Spanish goods are firmly held in view 
of the increased cost on replacement 
material. It has been estimated that 
the new arrivals will cost close to $16 
per pound laid down on the spot and 
some sellers are predicting $20 per 
pound for the future. The closing 
prices were:—American, 48@44c.; Valen- 
cia, $16@16.50 per pound. 


HERBS AND LEAVES. 


Buchu, peppermint, spearmint, uva 
ursi and horehound are in good de- 
mand and in firm position. While a 
seasonal dullness is operative at pres- 
ent, the list is generally well sustained 
owing to the conditions facing grow- 
ers and gatherers of American crude 
drugs. 

BUCHU.—Stocks on the spot are ex- 
tremely light and the price is being 
advanced in many quarters. During 
the past week one large crude drug 
factor was noted quoting at $1.45 per 
pound and the price varies from this 
to as much as $1.60 per pound, The 
chances of replacement grow less every 
day in view of the shipment of more 
remunerative cargoes from South Af- 
rica, from which point cargo space is 
hard to secure. Offers were made to 
competitors at $1,45 per pound during 
the week. The close was at $1.45@1.50 
per pound, 

DIGITALIS.—Domestic digitalis is 
quite firm on the spot, being quoted 
at 45@50c. per pound, according to 
seller and quality of material. Reports 
indicate that the domestically culti- 
vated crop is in good condition at the 
present time and a fair yield is ex- 
pected. 

HOREHOUND.—High grade mate- 
rial is being offered at 24c. per pound, 
although this may be shaded on the 
spot to 22c., according to seller. The 
material is in good request, but trade 
is largely made up of jobbing demands. 

LAUREL.—Although there jis little 
change in the general situation of this 
material at the close of the week, the 
price is 4c. per pound higher than at 
the previous close. Stocks are fair at 
the moment and there is a disposition 
to move goods rather than face stor- 


age charges under prevailing high 
rates. The close was at 12%@13\4c. 
per pound. 

PHPPERMINT.—Reports from the 
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country indicate that the damage in- 
curred recently through frost was less 
destructive than was first reported. At 
present the plants are beginning to 
grow again and the worst to be ex- 
pected according to the outlook at this 
writing is a delay in the crop. The 
material on spot is firmly held in all 
directions and is generally quoted on 
the basis of 30@31c. per pound. 


PRINCESS PINE.—Little is avail- 
able at the present time and offerings 
are made in small amounts at 30@3ic. 
per pound. Demands are routine at 
the moment, but scarcity of material 
holds the market firm at the above 
level. 

SAGE—Demands from grinders is 
routine and the material remains 
steady Owing to the limited holdings 
on the spot. Spanish stemless is quoted 
as high as 22c., although 19@20c. per 
pound can be done in a quantity trans- 
action. The closing prices were:— 
Greek good stemless, 80@31c.; fair 
grinding, 29%@30%c. 

SAVORY.—The decline of the previ- 
ous period ruled on the spot throughout 
the past week. Offers seemed to be 
rather small under a routine demand. 
The close was at 19@20c. per pound. 

THYME.—Spanish thyme is quotably 
unchanged at 9%@10%c. per pound. 
The French material is fractionally 
lower on decrease in demand and at 
the close of the market was quoted at 
12% @13%c. per pound. 

UVA URSI.—Sales are recorded as 
high as 23c. per pound, although some 
sellers are quoting at 20c. in a small 
way. Demand at the present moment 
is not heavy, but export took out of 
the market a large quantity, leaving 
the spot rather bare of material. The 
close was at 20@238c. per pound, ac- 
cording to seller and quantity. 


ROOTS. 


The market reflects strength through- 
out the list, although the week has not 
been particularly active. Rhubarb, 
licorice, blood, blueflag and orris roots 
are particularly strong at the present 
time. The close was firm. 

‘ALETRIS.—The material shows ten- 
dencies to gather increasing strength 
under the condition of stocks. In the 
country it has been said that fair 
amounts of the root have been carried 
over from last year, but sellers on the 
spot declare that this is a misunder- 
stood material and that the supply vis- 
ible is comparatively light. At the 
close of the market, 40@45c. per pound 
was reported for both true and false 
material. 

ALTHEA.—Althea whole root is 
quoted on the spot at 34@35c. per 
pound, which is considerably lower 
than some spot expressions of ideas 
for this material. The cut goods are 
quotably ufichanged at 70@7l1c. per 
pound. 

ARROWROOT.—St. Vincent's arrow- 
root is very firm on the spot. Cabled 
advices from the primary market indi- 
cate little being offered at present and 
replacements uncertain, owing to the 
lack of transportation facilities. The 
close was at 35@40c. per pound. 

BLOOD.—Owing to the sharp dimin- 
ution in spot supply, the material is 
held strongly in all directions, and at 
the close of the market was quoted at 
25@26c. per pound. Reports indicate 
a falling: off in the gathering of this 
root and the price in the country is 
strong. 

BLUEFLAG.—According to the best 
advice on the spot, the material is 
growing stronger constantly under the 
scarcity of available root. The price 
is quotably unchanged from that of 
the previous period and is noted at 30@ 
3lce. per pound. 

COHOSH.—A good demand is report- 
ed for the material, but the inside price 
is lower at the close of the present 
week. The closing price was noted 
to be 11@12c. for the black and 10@1Ic. 
for the blue material. 2 

COLOMBO.—Whole colombo root is 
lower in price, owing to a lack of de- 
mand. At the close, 20@22c. per pound 
was reported for this variety and the 
powdered goods were scaled at 25@ 
26e, per pound. 

GENTIA.—The material is in good 
demand at the present time, but fairly 
large holdings seem to pervade the 
spot market. The price holds steadily 
at the quoted levels, although some 
rumors have been current of %c. per 
pound shadings. The closing prices 
were as follows: Whole, 16%@1ic.; 
giound, 18%@19c.; powdered, 1914@20c. 
per pound. 

LICORICE.—New developments are 
reported in this material. The market 
situation continues firm, with a good 
demand reported for all grades and 
varieties of the root. Importations 
have fallen off sharply during the past 
quarter and the import figures for 
April amounted to but 1,438,376 pounds 
in 1918 as against 14,955,409 pounds in 
1917. For the ten-month period ended 
April 30, 1918 shows importations to 
the amount of 25,112,378 pounds as 
against 55,366,499 pounds in the equiva- 
lent period in 1917. This loss in supply 
is reflected in the closing figures at the 
following levels:—Spanish, in bales, 
83@34c.; selected, 35c.; powdered, 35@ 
37c. per pound. : 

MANDRAKE.—The material is with- 
out especial development at the mo- 
ment. The market on spot holds steady 
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but quiet at the close figures of 8@9e. 
per pound, 

ORRIS.— Cabled advices received 
during the week state that the prim- 
ary market has little to offer and that 
the price is firmly maintained at levels 
approaching the spot ideas. Offers are 
said to have been received at 20c. for 
whole Florentine, but according to 
many sellers this is impossible to ob- 
tain on a firm bid. The demand con- 
tinues brisk and market prices are well 
maintained on the spot. The close of 
the market found the following prices 
ruling on the spot:—Florentine, whole, 


22@28¢.; powdered, 27@28c.; Verona, 
whole, 23@24c.; powdered, 24@25c. per 
pound. 

PINK.—True pink root is slightly 


lower in one direction on the spot, and 
at the close was quoted on the basis 
of 42@48c. per pound. High grade ma- 
terial is said to be relatively scarce 
and the market for such is firm. 
RHUBARB.—The material continues 
in good demand and the price holds 
steadily to the established level of 60@ 
65c, per pound for the high dried root. 
The supply on spot is shrinking under 
the request prevailing at the moment, 
and replacement material is not forth- 
coming in quantity. 
SARSAPARILLA.— There has ap- 
peared on the spot some Mexican 
sarsaparilla root which is practically 
jet black, but which it is understood 
has been passed by the department. 
It has somewhat disturbed the price 
on regular material, which is quoted at 
638c. per pound. The final figures were 
60@63c. per pound, according to seller 
and quantity of root. 
VALERIAN.—Japanese valerian is 
reaching the spot in fair quantity and 
has eased the market considerabiy for 
this material. The price at the close 
was $1.10@1.15 per pound. Belgian root 
is scarce and is strongly held in small 
reserve at $1.25@1.50 per pound. The 
Japanese goods practically form the 
only medium for business at present. 


SEEDS. 


The easier positions in coriander and 
canary seed proved to be the feature 
of the seed market during the past 
week. Prices in the list as a whole 
have been maintained steadily, but the 
usual summer dullness is proving 
abortive to business in any way other 
than jobbing transactions. 

'‘ANISE.—Spanish anise seed is with- 
out quotable change ag concerns price 
or market developments of any kind. 
The star seed is firmer at the close, a 
condition due to the condition of spot 
stocks and shipment notices. The clos- 
ing prices were:—Spanish, 27@28c.; 
star, 28@28%4c. per pound. 

CANARY.—Stocks have been consid- 
erably augmented on the spot, and in- 
quiry at the moment has become de- 
vitalized. Offerings are noted at prices 
le. per pound lower at the close, and 
it is held in some quarters that the 
final quotations may be bettered in 
large way transactions. The closing 
quotations on the spot were 15@l6c. 
per pound for both South American 
and Spanish seed. 

CARAWAY.—Routine request ruled 
throughout the period, and sellers re- 
port the price quotably unchanged at 
538@54c, per’ pound. The stock being 
held on the spot is fair in size, but not 
large enough to withstand anything 
like a heavy increase in buying, 

CORIANDER.—The material is con- 
siderably easier in undertone on the 
spot, and buyers have withdrawn from 
the declining market. Sellers on the 
spot note offers as low as 9c. per pound 
in bond. New crop seed is reaching 
the spot, and many new holders of ma- 
terial have appeared on spot. The 
closing price is lower, being noted at 
144%@l5ic. for natural, and 16%@1ic. per 
pound for bleached material. 

CUMMIN.—New crop material is be- 
ing offered at a decline of %c. per 
pound on the spot. Large buyers have 
withdrawn from the market, owing to 
the declining tendency which is devel- 
oping. While this is thought to be 
temporary in character, no improve- 
ment is expected until large consumers 
indicate that they feel the bottom to 
have been reached. 

FOENUGREEK.—The market is 
without especial feature at the moment. 
The supply on the spot is fairly cen- 
tered in a few hands, who are sup- 
porting the market strongly. Inquiry 
is routine, and at the close 134%4@l4c. 
per pound was the prevailing price. 

MUSTARD.—The market has held 
firm but without especial development 
during the week. All grades are 
searce, with particular emphasis placed 
on yellow seed of all varieties. The 
outlook for the California crop is far 
from good, Such seed as is in sight is 
said to be in fair condition, but the 
yield is estimated at not more than 
5,000 sacks, most of which will be of 
Trieste variety. Very little yellow seed 
is in sight. Reports from India indi- 
cate that fair sales are being made at 
Rs. 6-8 to Rs. 7 for yellow, Rs. 5-10 to 
Rs. 6-4 for brown, and Rs. 5-8 to Rs. 6 
for rye, xespectively per B., md., 
weight, loose, according to quality and 
quantity for local and country con- 
sumption, without guarantee of refrac- 
tion for prompt delivery on the “credit 
system” generally. For 4 per cent. re- 
fraction rye-mixed brown seed for 
Europe, dealers quote nominally Rs. 
6-2 to Rs. 6-2-9 per B. md., weight, 
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for near and early shipment. 
Stocks very 


loose, 
Quality available fair. 


moderate. The closing prices on the 
spot were at the following levels:— 
Californig brown, 19%@20c.; Bombay 


brown, 16@16%c.; English yellow, 30@ 
3le. per pound. 

POPPY.—Trade has been noted in 
a jobbing way only, but owing to the 
conditions of spot supplies of both 
grades, the material remains firm at 
quoted prices. India seed is in fair de- 
mand. Reports from Calcutta indicate 
that for local and country consump- 
tion small parcels are selling “‘Hoom- 
kah,” or without guarantee of refrac- 
tion at Rs. 6-4 to Rs. 6-10 per B. md., 
weight, loose, according to quality, for 
prompt delivery on the “credit sys- 
tem” generally. For 4 per cent. refrac- 
tion grade for Europe, nominal rates 
are Rs. 6-9-9 to Rs. 6-10 per B. md., 
weight, loose, for short date shipment. 
Stocks are light and supplies low. 
Quality available is fair. Shippers 
operate when freight is available. The 
close on the spot was at 40@4lc. per 
pound for India, and 80@8ic. per pound 
for Russian material. 

QUINCE.—The supply on the spot 
is strictly limited and sellers are com- 
manding premium prices for such 
holdings as may be available. Resale 
lots were reported at $1.20 per pound in 
a smal) way. It is doubtful whether 
much material could be picked .up at 
the closing price of $1.15@1.25_ per 
pound. One large seller indicated his 
intention not to part with any more 
goods at less than the outside figure. 

SUNFLOWER.—Demand is good 
and reports from the source of sup- 
ply ind‘cate that the situation in Japan 
is quite as firm as that on the spot. 
With European’ sources effectively 
eliminated, Japan is furnishing prac- 
tically the entire supply now being of- 
fered in this country. The closing 
price was 64%@7c. per pound. 


SPICES. 


The market has been relatively dull 
during the period, routine buying be- 
ing reported a predominant feature. 
The position of pimento and nutmegs 
shows additional strength on diminu- 
tion of supply. Pepper is without life 
and prices show an easier tendency. 

CASSIA.—Business centered in in- 
quiry for the fairly large stocks of 
broken selected material recently 
reaching the spot. All other grades 
are in rare supply, and prices are hold- 
ing firmly at established levels. Finally 
quoted, the group stood as follows: 
Batavia, No. 1, 34@35c.; shortstick, 32 
(@38ec.; Saigon rolls, No. 1, 54@55c.; 
China selected, in cases, 21@22c.; 
broken extra, 17@17%4c.; buds, 26@28c. 
per pound. 

CLOVES.—The market is stronger 
under stronger inquiry despite the fact 
that stocks of Zanzibar cloves are 
somewhat better. Quotations on goods 
to arrive are noted at 46c. per pound 
for material due July-August. Am- 
boyna cloves are markedly stronger on 
decrease in supply. The close was as 
follows:—Amboyna, 60@6lc.; Zanzi- 
bar, 47@48ec. per pound. 

NUTMEGS.—Stocks of al] sizes are 
exceptionally small, and prices are ad- 
vancing under a good grinding demand 
reported by all sellers. The material 
most affected is 105s to 110s, the ad- 
vance on the spot equalling 3c. per 
pound; 5s seem especially scarce; 
7is to 80s are in hardly any better 
position, although the price on the 
spot is quotably unchanged from the 
closing of the previous period. Of the 
two, 75s are in lowest supply. The 
closing quotations on the spot were as 
folows:--105s to 110s, 36@87c.; 75s to 
80s, 40@41c. per pound. 

PEPPER.—Trade has been generally 
dull, according to one seller on the 
spot. Buying is of a hand-to-mouth 
character, and for immediate needs. 
Black peppers are receiving the bulk of 
inquiry from grinders which has been 
reported routine in character for some- 
time past. During the past period 
some sellers stated that inquiry had 
shown a disposition toward greater 
activity. At the best, spot stocks are 
narrow, and replacement difficult. un- 
der conditions ruling on the Pacific. 
Generally speaking, the market has 
been dull without definite indication of 
a revival of interest on the part of the 
grinders. The closing prices on the 
spot were as follows:—Black Singapore, 
2714%4@28c.; Aleppy, 29%@30c.; Lampong, 
27%@28c.; Tellicherry, 2914@30c.; white 
Singapore, 338@34c.; red, chillies, Japan 
No. 1, 164%,@1l7c.; Mombassa, 30@31c.;: 
capsicums Bombay, 144%@l5ic; Japan, 
13144@14e. per pound. 

PIMENTO.—Interest in this material 
has shown some indications of stimula- 
tion, and the price at the close of the 
market is stronger and higher than at 
the previous close. With a possibility of 

chance shading of Me. per pound in 
especially large transactions, the clos- 
ing price was 74@74e. per pound 


DRUGS AND PHARMACEDU- 
TICAL CHEMICALS. 


The week has passed without 
developments of major character. 
positions are noted for amyl 
petrolatum, saccharin, and sugar of 
milk, while potash permanganate and 
soda benzoate provide the weakest fea- 
tures of the list. Prices have been gen- 
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eraly well maintained and rule firm at 
the close. 

ACETANILID.—In second hands the 
material is being held somewhat easier 
at the moment and sales are rumored 
at better than 78c. per pound. Manu- 
facturers are quoting nominally at 80c. 


per pound and report a good inquiry 
at this figure. 
ACETPHENETIDIN.—The material 


holds steady without feature develop- 
ment up to the close of the week. Spot 
material is being offered at $3.75@4 per 
pound according to geller. 

AMYL ACETATE.—At the close of 
the period an advance of 10c. per pound 
was reported in this material. Inquiry 
is excellent and production is lower. 
The,market at the close of the period 
Was firm and exhibiting tendencies to- 
ward higher levels. 

CASTOR OIL.—AIl quotations may 
be consdered nominal at the moment 
as the buyers’ necessity is dictating the 
price to a large extent. Reports are 
current to the effect that the coming 
crop of castor beans in the south will 
total $12,000,000 in value. The value of 
the oil is expected to reach $20,000,000. 
American crushers are quoting nom- 
inaliy at 29@30c. per pound for AA 
grade with No, 3 standing at 28%@29c. 
Second hands are asking anything be- 
tween 40@45c. per pound according to 
quality and seller. 

COCOA BUTTER. — Having been 
placed on the restricted list of iraports, 
the raw material from which cocoa but- 
ter is made is restricted to an amount 
not to exceed 30,000 tons during the re- 
maining portion of the calendar year. 
After the requirements of the Army and 
Navy are met, the remaining portion 
will be allocated by the Bureau of Im- 
ports of the War Trade Board. The 
stocks of raw material on hand plus the 
allowed importation of 30,000 tons are 
estimated to be sufficient to last until 
June, 1919. Shipment from Mexico is 
to be allowed if brought forward by 
transportation means other than marine 
mediums. In a measure this may tend 
to enhance the value of cocoa butter in 
case the estimated amount falls short 


of the requirements for the normal 
channels of consumption. At present 
the material is dull and offerings are 


being made on the basis of 29@30c. per 
pound for bulk and 36@38c. per pound 
for fingers. 

MAGNESIA.—Technical material is 
easier at the close, being quoted on the 
basis of 14@15c. per pound on the spot. 
U. S. P. carbonate is firm at present, 
being quoted at 20@21c. per pound in 
barrels, 

MERCURIALS.—The previous period 
witnessed the first advance in both hard 
and soft mercurials since the first of 
the year. It is apparent that manu- 
facturers have been in the market buy- 
ing quicksilver which market is very 
firm and scarce of material. Consump- 
tion of mercurials is heavy on govern- 
ment account and the regular sources 
of purchase are showing a steady vol- 
ume Of business. However, the present 
firmer position of the goods is to be 
attributed to the high cost of replace- 
ment material required by manufac- 
turers. The new schedule of prices is 
as follows: calomel, $2; corrosive sub- 
limate, $1.79; mercury bisulphate, $1.58; 
red precipitate, $2.19@2.29; white pre- 
cipitate, $2.229@2.39; blue mass, USP, 
95c.; mercury and chalk, 95c.; mercurial 
Ointment, 33% per cent., 93c.; mercurial 


Ointment, 50 per cent., $1.30; citrine 
ointment, 64c. per pound. 
MYRBANE.—An easier undertone - 


has developed in this material due to 
an increase in production. At the close 
of the week, the level to which the 
market declined last week ruled on the 
spot at 19@20c. per pound. 

PHENOLPHATHLEIN.—On decrease 
in supply and heavier demand, the 
material Was advanced on the _ spot, 
sales being reported as high as $6 per 
pound. Production is good but the de- 
mand over the past two weeks has in- 
creased sharply. 

POTASH PERMANGANATE. — The 
market is lamentably weak in the pres- 
ence of large quantities of foreign 
manufactured material which is being 


offered with few takers. At the close 

of the market, $1.75@3.75 per pound, 
was noted on the spot, 
QUICKSILVER.—With the market 


material, the 
the $1.25@1.30 
Demand is 


of 


to 


reporting a scarcity 
price holds strongly 
per 75 pound flask basis. 
good for the metal and sellers’ report 
inability to meet the same. It is said 
that the Federal Government is absorb- 
ing the out put of the mines steadily 
and little is being made available for 
immediate delivery. 
SACCHARIN.—Demand continues to 
hold strong for soluble goods and 
holders are when possible holding firm- 
ly for higher prices in view of the pos- 


sible raising of the export embargo. 
Demands from the British market are 
strong and in view of the fact that, 
according to British mail advices, the 
British Government is now inviting 
importers to apply for license to im- 
port and according to the London 
Chemist and Druggist, issue of June 
22, 1918, this “shows a better apprecia- 
tion of the situation by the Govern- 
ment.” The same source goes on to 


state that “the inquiry has been keen, 
with business done at varying prices, 
including 550 pure at 260s per pound, 
net, duty not paid. Apart from this 
there are sellers at from 390s to 395s 
duty paid. From these facts coming 
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from the most reliable of British pub- 
lications following the saccharin situa- 
tion in Great Britain, it seems clear 
that the plan for extensive production 
in that country hag failed to measure 
up to the promised results. It seems 
probable that there will be a limited 
raising on the license to export to the 
British Isles and although up to the 
time of going to press the Reporter 
has been unable to discover any ex- 
isting arrangement between Washing- 
ton and London, it is more than likely 
that the pressure from abroad will be 
insistant as the need is real in view of 
the failure of British production and 
the lack of sugar. 

In undetailed explanation of this 
failure, the Chemist and Druggist of 
London under date of June 22 states: 

In regard to supplies of British saccharin, 
about which a good deal has been pub- 
lished in the Chemist and Druggist, we are 
informed that technical difficulties in manu- 
facturing the chemical on a large scale are 
the cause of the delay in providing the 
whole of the large amount required to meet 
the abnormal demand. When the optimis- 
tic information was conveyed to us there 
was reasonable expectation that the output 
would have reached a large amount. The 
raw material, plant and labor were avail- 
able, but unexpected difficulties prevented 
the materialization of the output—it was, in 
fact, only about a quarter what had been 
hoped for. In view of the delay in obtain- 
ing a sufficient supply of British saccharin, 
facilities are to be given for the importa- 
tion of saccharin during the next two 
months. Importers should, therefore, make 
fresh applications for permits to the Im- 
port Restriction Department. 

Producers and exporters in America 
would welcome a greater understand- 
ing of this phase of the British saccha- 
rin situation and it is to be hoped that 
more light may be shed in the dark 
places. Buying and inquiry which is 
strong in the New York market is 
evidently anticipative of the allowance 
to export. The closing prices ruled 
strong at the following levels: Soluble, 
$30; Insoluble, $20@22.50 according to 
quantity and seller. 

SODA BENZOATDH.—With the ben- 
zoic acid market weak and practically 
lifeless at the moment, soda benzoate 
remains without feature except the 
notice of increased weakness in the 
material on the spot. At the close of 
the week, as low as $2.75@3 per pound 
was reported possible and takers at 
this figure have been few. 

SUGAR OF MILK.—Producers are 
offering little at the present time, and, 
except in the satisfaction of contracts, 
are not quoting at less than 52c. per 
pound. During the week, as high as 
55c, per pound has been paid for lots 
of various quantity, the price ruling as 
to seller. Demand is heavy and pro- 
duction has fallen down temporarily. 
The closing figure was 50@52c. per 
pound, 

THYMOL.—The material has de- 
clined further under the conditions re- 
ported of late, and at the close of the 
week $13.50@13.75 per pound was re- 
ported for this material. Larger offer- 
ings are said to account for the weak- 


ness. 
GUMS. 


The developments of the week fell to 
asefoetida, guaiac, mastic and traga- 
canaths. Camphor continues strong 
and advices from Japan strengthened 
the spot situation. The prices through- 
out the list have been maintained 
steadily in such items as do not show 
an advance. 

ASAFOETIDA. — The material on 
spot is firmly held in all hands, and 
the price on powdered gum is sharply 
higher on diminution of supply of both 
the powdered and lump gum. The 
closing prices were at the following 
positions:—Lump, $2@2.10; powdered, 
$2.25@2.35 per pound. 

CAMPHOR.—Cabled advices from 
Japan indicate that shipments for Sep- 
tember-October are being quoted on the 
basis of $1.16 per pound, and at this 
price 50 cases were offered and sold. 
Half ounce tablets are extremely 
scarce and one holder of a limited 
amount is securing $1.20 per pound. 
American and Japanese refined mate- 
rial is being quoted on the spot at 
$1.11% per pound, 

GUATPAC.—Quotations are assuming 
a nominal position for this material 
and offerings are extremely scarce on 
the spot. It is doubtful if much busi- 
ness could be satisfied at the closing 
price of $1 per pound for whole gum 
and $1.10 per pound for the powdered 
variety. 

MASTIC.—The material grows in 
strength with the constant shrinkage 
in spot supply. Little is reported com- 
ing forward. In fact, one seller stated 
that it is impossible to secure any ship- 
ment offers at the moment. The close 
was at $1 per pound. 

TRAGACANTH.— The market has 
been drained of practically all grades 
and large factors are offering only 
Aleppo firsts at $2.80@3 per pound. In- 
quiry for five tons for export went un- 
satisfied during the week. 


ESSENTIAL OILS. 


Essential oils have been relatively 
quiet during the week, with prices well 
maintained and changed in but few in- 
stances. A fair amount of routine busi- 
ness was reported, but the undercurrent 
is sluggish at present, and practically 
nothing but multiplication of small job- 
bing orders is reported. 

ALMOND.—All grades are firm on 
shortage in supply, with especial em- 
phasis being placed on sweet true, which 
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is higher at the closing of the market. 
Finally quoted, the material stood: at 
the following levels:—Bitter, $13@13.24; 
bitter, S. P. A., $13.50@14; artificial, 
$5.25@5.30; sweet true, $1.65@1.75; 
peach kernel, 42%@45c. per pound. 

BERGAMOT .—It is stated on the spot 
by one of the largest sellers of the ma- 
terial that as low as $5.50 per pound can 
be done at the present time on this oil. 
The general quotation has been on the 
basis of $5.60 per pound, but owing to 
a decrease in inquiry the material is 
said to be somewhat easier. The close 
was at $5.50@5.60 per pound. 

BOIS DE ROSE.—The supply is lim- 
ited on the spot, and at the close of the 
market the price ruling was higher than 
that at the previous period. Inquiry 
has been good of late, and a decrease in 
supply has been rather marked. The 
new quotation is $4.75@5 per pound. 

CEDAR.—Inquiry has been for job- 
bing amounts, and the material is with- 
out quotable change either as to price 
or undertone at the close of the market. 
The prevailing price at the end of the 
week was $1.10@1.25 per.pound, accord- 
ing to seller and quality. 

CITRONELLA.—The material is 
meeting with a good request from with: 
out the spot. Spot business is limited 
to regular buying on consumption ac- 
count. The price holds firm, but lacks 
quotable change at the following levels: 
—Ceylon, in drums, 50@51c.; cans, 51@ 
52c.; Java, 65@67%c. per pound. 

CLOVE.—A good request is reported 
and the material holds firm to the estab- 
lished level, in view of the high cost of 
raw materials at the moment. Con- 
sumption is up to the normal for this 
period of the year, although some sell- 
ers report a lack of strong inquiry from 
sien aan closing price was 

‘ -20 per pound in 
3.25 in bottles. eae eee 

LEMON.—The material is absolutely 
dull on the spot. Consumption has 
fallen off, in view of the decreased sup- 
ply of sugar alloted to confectioners. It 
is stated on the spot that business has 
passed during the past week at 95c. per 
ree a are large and withdraw- 
als are much smaller than last year at 
this time. The close 
ee ose was at $1@1.10 per 

LIME.—The material lacks uot 
change. At the period of ii umanaie 
greatest consumption sellers report 
trade to be routine and without especial 
lite, The loge was at $5.25@5.50 per 

r e expre 
for the distilled, 274 $1.9002 

PEPPERMINT.—Report 
any indicate that the Staee he the 
rost was somewhat overestimated. 
Plants are beginning to grow again, and 
at the worst a late crop will eventuate 
It is true that, at the Moment, little 
material is being offered by the distill- 
ers, and the material is temporarily 
stronger as a result on spot. The close 
was at $3.15@3.20 per pound. ; 

ROSEMARY FLOWERS. — Inquiry 
has subsided slightly, and the easier un- 
dertone reported some time back con- 
tinues to rule on spot. Sellers are gen- 
erally accepting business at 90c.@$1 per 
pound for French and 85@90c. per 
bound for the Spanish oil. 

SASSAFRAS.—Natural oil of sassa- 
frag is very strong on the spot, owing to 
the sharp diminution of Supply. Hold- 
ings are very small, and nothing can be 
found at less than $2.25 per pound 
among the spot sellers. Artificial oil is 
in good request, owing to the high cost 
and scarcity of natural oil. Safrol is 
also strong. The closing quotations 
raat aoe U. S. P., $2.25@2.30; 

rtificial, 41c.; ‘per 
ar @ ; Safrol, 45@46c. per 

SPEARMINT.—One seller is. off 
at $3.45 per pound, despite the ao 
thetic strength generally reported co- 
incident with the stronger position of 
peppermint oil. A sharp advance is un- 
likely, according to spot opinion, and 
although the crop is liable to be delayed, 
the stocks on hand are deemed large 
enough > pore of business in the 

erim. e close wa: 

Sar aaa Ss at $3.45@3.50 

WINTERGREEN.—True oil of leaf 
gaultheria is said to be unobtainable at 
less than $4.75 per pound, although some 
sellers are quoting at $4.50 per pound. 
It is largely a matter of quality and 
adulteration or substitution of one va- 
riety or another. The closing prices 
were:—Sweet birch, $2.75@$3; synthetic 
85c.@$1.05; leaf gaultheria,’ $4.50@4.76 


per pound, 
SHELLAC. 


_ With Supplies on the spot said to be 
limited despite the recent arrivals of 
considerable quantities, the material is 
firmer at the close of the week and 
prices are generally higher, During 
the week the arrival of a direct steamer 
brought 335,380 pounds of needed ma- 
terial. No especial developments were 
noted beyond a good demand, narrow 
stocks and the resulting higher price 
levels. The closing prices were:—D. C. 
82@88c.; V. S. O., 82@83c.; Diamond L. 
nominal; fine orange, 70@7Ic.; second 
orange, 67@68c.; T. N., 65@66c.; A. C. 
Garnet, 65@66c.; bleached commercial 
65@66c.; bone dry, 75@76c. per pound. , 


WAXES. 


Generally viewed, the week has been 
quieter than the previous period, but 


(Continued on page 95.) 
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'ALLEN’S 


“ALMOND 





Manufactured by 
. STAFFORD ALLEN & SONS, Limited, LONDON 


UNGERER & CO. 
134 West 19th Street, New York City 









SHELF-——ROTARY—DRUM 
Vacuum Dryers 


OF IMPROVED TYP&S 


These will dry your material economically, Send us some and we will submit 
sample and report. No charge. 


F. J. STOKES MACHINE COMPANY, Philadelphia, Pa. 
Chemical and Pharmaceutical Machiaery 





Chemical Department 






Telephone Gramercy 4760 


Domestic Essential Oils 


Oil Sweet Birch 
Oil Cedar Leaf 


Oil Sassafras 
Natural 


Balsam Copaiba 


Balsam Peru Balsam Tolu 


BALTIMORE OFfive 
40 S. Howard St. 


CHICAGO OFFICE 
186 N. La Salle St. 


MR. LeROY OLDHAM 


MR. JOS. DeLORME 
Manager 


Manager 





Sweet U S.P. Expressed 


O I L Bitter U.S.P. with Acid 
Bitter 8.P.A. without Acid 










Allied Industries Corporation 


151 Fifth Avenue, New York, N.Y. 








India Products Co 


Gum Arabic™*-":" 
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At the Same Address since 1844 


Mel. OUATITY 


(PRONOUNCED MAC-D 


All DRUGS, CHEMICALS and SPICES handled 
and Distributed by our firm carries this guarantee. 


McILVAINE BROTHERS 


CATES, 1500-20 Hamilton Street 





Bleach Saccharine Salicylates 
Citric Acid Salol 
Ground Caustic Soda 


VICTOR HALPER DRUG CORPORATION 


295 PEARLST., NEWYORK PHONE BEEKMAN 4140-4141-5933 


SACCHARIN 


Soluble and Insoluble 


U.S. P. 


Manufactured by 


(OSSINING (CHEMICAL WORKS 
Ossining - New York 


Inquiries Solicited 

















Telephone Barclay 8257 


Yellow Phosphorus _ Iodine Preparation 
Muriate of Potash - - - Spot 


Inquiries are Solicited. 


S. SUZUKI & CO., Ltd. 15 Park Row, New York City 


NUTGALLS| 


15 E.26th St. |= NEW YORK 





FRANK FROST, INC. 





We specialize in the following and ship in steel barrels to 
any part of the world 


For Technical Purposes—Lard Oils, Neatsfoot Oil, Fish Oils, 
Linseed Oils. 

For Medicinal Use—Water White Mineral Oils (Odorless and 
Tasteless), Imported Russian Mineral Oil, Special Oil 
for Cold Cream Bases. 

FOREIGN SALES REPRESENTATIVES WANTED 


THE MALONE OIL CO Cleveland, Ohio 


Cable Address ““MALOCO” 





MANUFACTURE YOUR OWN 


Crude Acetanilide U.S P. Acetanilide 
Paranitraniline Para Toluidine 
Ortho Toluidine 


Any capacity plants built and operated economically and efficiently. 


LEWIS COLWELL 


Specialist in bone black filteration. 
Engineering Contractor 


1617 Conway Bldg. - CHICAGO, ILL. | 


Dann EE 























<} The “Detroit” 
Combination Gas Machine 
Automatically makes the best 
and cheapest gas for 


Laboratery | Uses of Every Character 


No. I, or smallest size Mill—Rear View 


High- -speed Dise Mill, simple in con- 
struction, large capacity, very durable, 
high efficiency and requires /ess power than 
any other mill of like capacity. Used by 
manufacturing chemists, drug and pharma- 
ceutical houses, menufacturers of pro- 
prietary medicines, sugar, glue and gela- 
tine manufactures. We make the Mead 
Mill in three sizes. 


Mead & Company 
19th Street and M.C. 
DETROIT, MICH. 


= a ear! peal o 
The Detroit Heating & 
/ -, Lighting Co. 


6 - are a Detro t, Mich. 
, .. Established 1568 


HEADE-AING 
ROBINSON & CO. 


WHALE OIL 


ESTABLISHED 1831 


D. NAGASE & CO.,Lrp. 


120 BROADWAY, NEW YORK 


Permanganate of Potash, Carbonate of Potash 
Insect Flower, Iodine of Potash, Agar Agar, Camphor 
Spot and Future 


_J.W. Whittall & Co. 


CONSTANTINOPLE, TURKEY 





Liverpool 


Manchester 
(England) 


FOR 


SOAP MAKING 
FAT HARDENING 
TECHNICAL PURPOSES 








JAMES BEADEL & CO. 
; 18 Water Street’ - Liverpool, England 
IMPORTERS AND EXPORTERS 
Canary Seed, | cuemicat AND EARTH COLOURS, ols 
ZINC OXIDE, LITHOPONE, BARYTES, WHITE & RED LEAD, Etc. 






Opium, 
‘Gum Tragacanth 


Phenolphthalem 










SPOT 





We are manufacturers of this product 
and have supplied the largest users 
in’ the United States and’ Canada. 






The Youngstown Chemical Company — 


Office and Works: 


YOUNGSTOWN, 


Sycamore Street 


OHIO 





OIL PAINT AND DRUG. REPORTER 
Mead Mill 











89 Fulton Street 





CONTRACT | 








1918. 


July 15, 





Magnus, Mabee.& Reynard, Inc. 


Importers and Manufacturers 
fa 
WE OFFER 
Oil Sassafras, Artificial 
Chlorophyll (Oil and Alcohol Soluble) 
Liquid Styrax 


— Oil Patchouly 
Oil Peach Kernel 


257 PEARL STREET 
NEW YORK, U.S. A. 


PHONES — 1410-1411 - 1412 — BEEKMAN 
















Representatives in Principal Cities 
of the United States 





ACETYL SALICYLIC ACID 


Perfect goods, packed 100 lbs. to a keg. 
$2 35 per Ib. F.O.B. New York. 


SACCHARIN, Soluble— Insoluble 


Any quantity.. Any brand: Any delivery. 


COUMARIN 


Will purchase any stock of drugs and chemicals, and will 
pay cash for any quantity, any amount. 


SOmsaZzrpsa AmMaTO 


SAMSON ROSENBLATT | 


Beekman 6520-3 New York City | 


—— 





We offer for immediate or future delivery 


— Salicylic Acid 
Acetyl Salicylic Acid 


(Aspirin) 


‘Salicylate Products Mfg. Co.,Inc. | 


Wiss Building, Newark, N.J. 


Telephone 9628 Market Factories: Newark, N.J. and Baltimore, Md. 
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American Aniline Products, Inc. PHO SGENE G AS 
80 FIFTH AVENUE Telephone Chelsea 9500 NEW YORK, N. Y : ; 
SSS UFACTURING —————————————— 99% PURE "y 
Direct, Acid, Chrome, Basic and Sulphur Free from admixed impurities such as Sulphur Oxy 
Colors, Intermediates, Chemicals, Chloride, ete. 
Essential Oils, Pharmaceuticals. for the 
Synthesis of Michler’s Ketone, Victoria B, Wool Green 
DIRECT SKY BLUE aa a teat Chere’ c borg is Guiaicol Car- 
DIRECT FAST YELLOW te 


equal in every respect to the German types. It will be of advantage to FLORIDA WOOD PRODUCIS CO , JACKSONVILLE, FLA. 
communicate with us, Sole Distributors 


RALPH L FULLER & ce. 








GUM TRAGACANTH 





NEW YORK CLEVELAND PHILADELPHIA . 
2 Rector Street Guardian Building Real Estate Trust Building 
GUM ARABIC LONDON GENOA 
17 Colonial House, Tooley Street, 8.E-I. 136 Palaz a Bo 






THURSTON & BRAIDICH, Importers, NEW YORK 





SACCHARINE 


ON SPOT OR ON CONTRACT FOR 1918 
nnn nn nn nn nnn nn nnn nnn nnn nn en nn nnn ee 
sabia > and NEOSALVARSAN 
_ a. a one unto als 
Tel. Barclay 5146 BRENNER. a: CO. Tel. Barclay 5147 
Atlanta - 58 Br ee Bermuda 


SPECIALISTS IN 


INSECT POWDER 


TUMERIC ROOT POWDERED 
GUM ASAFOETIDA, U.S.P. _. MUSTARD FLOUR 


SPICES, WHOLE AND GROUND , whe tn 
McCORMICK & CO., Inc. Mill STARCHES YEARS 


POTATO STARCH our specialty 








Importers and Grinders BALTIMORE, MD. 





N.P. Pratt Laboratory | 9: FRECZLUY, Amsterdam tre 4 ee eh 
ATLANTA, GEORGIA” | “eatin | PUSTIS, PENNOCK & CO. 


IL. Mad 
aedoiad “EUPENCO” Dextrines and Gums 
U. 5. P, FI EPSOM SALTS comping i "Dr nh cetvane sh, 000 7" "2 TF weeks ot Brighten, Mase. 10 Poet Office Square, BOSTON 


siti tensa H. W. MCCURDY, 350 Adelaide St. W. 


——= REMOVAL. NOTICE === 
RESLOW CHEMICAL COMPANY - 


701-723 Riverside Avenue Telephone No. Rutherford 187 LYNDHURST, N. J. 





Manufacturers of 


_ Phthalic Avid: ‘Phthalic Anhydride | 


SPOT AND CONTRACT 











Importers and Manufacturers of 


NAPHTHALINE 


Saad 3 ba Balls, Flakes, Crystals and Powdered 
K mea Carbolic Acid Crystals 39-40° U.S. P. 


IMPORTERS AND EXPORTERS OF HEAVY CHEMICALS 
















THE WHITE TAR COMPANY 


A Clearing House for High Class Chemicals, Drugs and Specialties 
John and Cliff Streets New York 


Established 1886 
Phones: John—4291—4292 Incorporated 1908 Cable Address: “TARWHIIE”—New York 









Ortho Nitro Toluol 
Para Nitro Toluol 
Tolidin 


Mixed Toluidine 
Ortho Toluidine 
Para Toluidine 


Aniline Dyes 


| | Transatlantic Chemical Corporation 


Works, LINDEN, NEW JERSEY 192 Broadway, NEW YORK 


SULPHUR 


BERGENPORT SULPHUR WO 
T. & S.C. WHITE CO., 100 Wiliam St., N.Y. 


Established 1841 acerporated 1897 


Dyestuffs and 


Chemicals 
H. A. METZ & CO., Inc. 


122 HUDSON ST. NEW YORK CITY 


BOSTON PROVIDENCE PHILADELPHIA 
CHICAGO ATLANTA CHARLOTTE SAN FRANCISCO 





Sublimed 
Flowers 


Flour 
R are Brimstone 
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WORKS: maWARK, N.J, 


MANUFACTURING 


DIRECT COTTON COLORS 
ACID COLORS FOR WOOL AND SILK 
BASIC COLORS 


CHROME COLORS FOR WOOL 
SULPHUR COLORS FOR COTTON 





CAREFUL ATTENTION TO EXPORT BUSINESS 


JOHN CAMPBELL & CO. 


MANUFACTURERS OF 


ANILINE COLORS AND COAL TAR PRODUCTS 


x New York, N. Y. 


Cable Address: ‘‘MYCELLIUM” New York. A B.C. Code, Fourth and Fifth Editions 


75 Hudson St. 


ESTABLISHED 1876 


Malachite Green Crystals 100% 


Completely Soluble. 


Contains no inorganic matter 


Manuactured by 
Commonwealth Chemical Corporation 


15 Park Row 





Brilliant Greer’ W 
_Teack 


ti 

: A OU RAM I NE. 

ou face Noah rete POTASH 
Hilohur 


Barclay 8041 


Malachite Green 






New York 






CRYSTALS 
CRYSTALINE 


ey ae 


NLS] 
\Vittiamscurc 
AC Inc.| 


SS 250M Ave ae MY. 
Ditice: 108 Broadwas. 
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be found on pages 





Saturday Noon, July 13, 1918. 


While the call for coal-tar dyes con- 
tinues to be large in volume and eo 
many sources, there is a certain lu 
noticeable in the activities in‘some 0 
the markets for the coal-tar inter- 
mediates. This is understood to be 
due in a large measure to the usual 
seasonal dullness in the markets in 
question, and has left trading in such 
to a more or less routine demand. 
Some of the items on the other hand 
show unusual activity. Prices have 
been advanced in a few instances 
mainly because of the increasing dif- 
ficulty of manufacturers to obtain raw 
materials and other factors tending 
to increase the cost of production. To 
this may be added the restrictions to 
greater output, such as inability to 
obtain satisfactory labor and increas- 
ing governmental needs for certain of 
the items for the prosecution of the 
war. In some quarters it is stated 
that these conditions are bound to be- 
come more pronounced rather than 
diminished, so long as the war goes 
on. Higher prices for some of the 
commodities will therefore be bound 
to prevail. At the present time there 
are some items which show more or 
less ease, owing to liberal supplies 
being available and a poor demand 
reported, 

In the latter category May be men- 
tioned benzoic acid, phenol, naphtha- 
line flakes and benzol. Of these, 
phenol is the only one which shows 
a change in price, having gone to 
lower levels. This may be partly ex- 
plained by the fact that it is stated 
there are considerable quantities of 
British-made phenol in the market 
which is already rather overloaded 
with the domestic product. The others 
while unchanged in price are barely 
steady. 

In contrast to these soft spots, so 
to speak, may be mentioned the firm- 
ness shown by the markets for such 
items as phthalic acid anhyrdide, 
which has been advanced in price, and 
salicylic acid. This latter is likewise 
higher in price and receiving a better 
call at present, causing a substantial 
depletion of stocks. The anilines are 
comparatively firm, that term apply- 
ing with more emphasis to the salt 
than to the oil, the first-named com- 
modity being virtually out of supply 
on the spot or for prompt shipment 
and higher in nominal price. Anthra- 
cene continues to be a hard article to 
locate, and the same jis true of parani- 
traniline. Benzyl chloride continues 
in the previously noted nominal posi- 
tion, owing to scarcity of stocks, due 
to curtailed output and the smallness 
of supply is also being felt in ben- 
zaldehyde. While no change has been 
recorded in prices of betanaphthol, 
higher levels are being predicted be- 
cause stocks are gradually dwindling 
in the face of a continued demand of 
good proportions. Activity, though of 
a routine kind, is reported in the mar- 
ket for alpha-naphtol, and both alpha- 
naphtylamine and beta-naphtylamine 
show steadiness at unaltered figures. 

Ortho-toluidine and  para-toluidine 
are in scanty supply and are being 
firmly maintained in price by leading 
sellers, who report a fair call. Similar- 
ly there is heard a good inquiry for 
numerous others of the intermediates, 
of which toluol continues to be the 
greatest in demand, with only occa- 
sional releases reported by the govern- 
ment, these going direct from producer 
to consumer and thus preventing any 
quantities from reaching the open 
market. Xylol is moving in routine 
manner in small parcels at reported 
figures, 

The general market for colors shows 
the call for blues, khakis and wool 
greens is still heaviest, with a large 
demand still in evidence for a number 
of special lines. Higher prices have 
been named for many of the colors, 
owing to the inability of producers to 
meet the demands as well as the great- 
er costs of manufacture. The arrival 
of 122,500 pounds of aniline colors from 
Switzerland and France was reported 
as the market closed, but these are ex- 
pected to have only small influence on 
present prices, owing to the large de- 
mand. The quantity mentioned was 
invoiced for consumption at this port, 
while a total of 32,900 pounds of colors 
were brought in on the same vessel for 
shipment to other cities in the United 
States and Canada. 

More detailed accounts of the mar- 
kets for the principal coal-tar interme- 
diates will be found in the following:— 

ACID BENZOIC.—While there has 
been no improvement in the market for 
benzoic acid as to better inquiry from 
consumers, prices are without apparent 
change and spot goods are rather freely 
quoted at $3@3.40 per pound. Stocks 


INTERMEDIATES 


Unless otherwise specified, our prices are those prevailing in the New 


for | quantities. 
York Market, and ? a5 and table of contents on page 2. 
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are liberal and there is considerable 
pressure from second hands, The un- 
dertone is barely steady. 

ACID H.—Producers of H acid are 
not seeking new business at the pres- 
ent time because of their sold-up posi- 
tion and stocks available for spot de- 
liveries or prompt shipment are at a 
low ebb. Prices are therefore being 
firmly. maintained at the recently noted 
levels of $2.90@3 per pound, the prices 
being more generally nominal. 


ACID NAPHTHION IC.—Prompt 
shipments of this acid are still being 
quoted on the basis: of $1.20@1.30 per 
pound for the refined acid and $1@1.10 
per pound for the technical. Demand 
continues to be-rather quiet and con- 
fined to a routine movement from the 
usual trade sources. 


ACID PHTHALIC.—Inquiry for 
phthalic acid anhydride is still rather 
active and producers are naming firmer 
and higher prices for the somewhat 
limited offers that are being made, Im- 
mediate shipments of the sublimed acid 
are quoted at $4@4.50 per pound, a gain 
of 25c. per pound, while the crude ma- 
terial ranges from $3 per pound to $3.70 
with sales reported on a basis of $3.40 
per pound. 

ACID SALICYLIC.—There is a fairly 
active call for crude salicylic acid and 
spot stocks have been largely reduced 
with the result that prices are higher 
at 90c.@$1 per pound for immediate 
shipments. 

ACID SULPHANILIC.—Prices for 
immediate shipments of both the gsub- 
limed ,and the technical qualities of sul- 
phanilic acid are without quotable 
change at 42@44c. per pound and 32@ 
34c. per pound respectively. Moderate 
activity is reported in this market with 
a steady undertone report and trading 
confined to routine business. 

AL/PPHA-NAPHTHOL.— Consumption 
of this coal-tar intermediate is fair with 
offers sufficient to preserve the previ- 
ously noted steadiness of tone and prices 
at the unchanged level of $1.60@1.70 
per pound for the refined commodity 
and $1@1.10 per pound for immediate 
shipments. 

ALPHA-NAPHTHYLAMINE.—While 
there is a fairly active inquiry reorted 
for this intermediate, stocks are equal 
to the call and prices show no quotable 
change ranging from 60@65c. per pound, 
according to quantity and seller. Mod- 
erate business is reported passing. 

ANILINE OIL.—Pressure from sec- 
ond hands has been well eliminated in 
this market and the market shows con- 
tinued firmness wtih spot lots quoted 
at 274%@29c. per pound. Only small 
stocks are reported available and all 
offers are rather tightly held. Aniline 
oil for red is still nominal and scarce 
at $1.15@1.20 per pound on the spot. 

ANILINE SALT.—With dealers re- 
porting extremely limited supplies and 
first hands practically out of the market 
and not offering prompt or near ship- 
ments the market for aniline salt shows 
decided firmness at higher prices. There 
is a large demand at present and prices 
range from 35@36c. per pound, with 
sales reported at the outside figures. 

BENZALDEHYDE.—Nominally, this 
market is without change with stocks 
small and basic conditions strong. For 
immediate shipments of the U. S. P. 
grade, sellers are naming $5@5.50 per 
pound while the technical kind likewise 
is strong at $3.60 per pound and up- 
ward. Demand for the two grades of 
the coal tar product is large. 

BENZIDINE.—Only a routine move- 
ment of goods is reported in this mar- 
ket with inquiry regarded as fair and 
offers made on the unchanged basis of 
$1.75@1.85 per pound for the base and 
$1.40@1.45 per pound for the sulphate. 
The market shows steadiness with 
stocks fair. 

BENZOL.—Liberal stocks are sstill 
available in this market with produc- 
ers offering prompt shipments on the 
repeated basis of 25@26c. per gallon 
for the pure, water-white kind, in 
tanks. The undertone of the market 
is barely steady with consumers show- 
ing only the smallest kind of interest. 

BENZYL CHLORIDE.—At $2.30@2.40 
per pound, prices for immediate ship- 
ments of the technical grade of benzyl 
chloride are nominal and unchanged. 
The same is true of the refined quality 
of $2.60@2.70 per pound. There are only 
a few sellers of this intermediate re- 


ported in the market with the output > 


of the leading producers booked up and 
but little available for other demand. 
The outside call is strong. 
BETA-NAPHTHOL.—While sellers of 
this intermediate state that higher 
prices may be looked for in the near 
future because of the growing shortage 
of available stocks, limited quantities 
of the various grades of the interme- 
diate are available at present on the re- 
peated price of 85@9%c, per pound for 
the sublimed, $1.20@1.30 for the resumb- 




















Cresylic Acid 
Carbolic Acid 


CRUDE OR REFINED 


Cresol U.S.P. . 
Phenol U.S.P. 
Naphthaline 


REFINED FLAKES OR CRUDE 


Beta Naphthol 


SUBLIMED OR TECHNICAL 


Beta Naphthylamine 


SUBLIMED OR TECHNICAL 
Benzol 
G. Salt R. Salt 


Coal Tar Products 
WILLIAM E. JORDAN, Ine. 


II Cliff Street, New York 


Telephone Beekman 1758-1759 





Cable DANJOR 





W e Offer to the Trade: 


Benzidine Base 
Benzidine Sulphate 
Metatoluylenediamine 
Paramidophenol Base 


Paramidophenol HCL 
Diethylaniline 


The Chemical Company 
of America, Inc. 


Manufacturing Chemists 
Phone John 4190, 1, 2 


Main Office: 28 Platt Street, New York City 


Works: Springfield, New Jersey 
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ANTHRANILIC 
ACID 







DIRECT-ACID BASIC 


SULPHUR COLORS. 
CHEMICALS 
LOGWOOD A1 
HEMATINE CRYSTALS 


LA gape ig to tg, gy CO. 
° ° of America, Inc. 
G e 18 e nN h e 1 m e :. & ( O. . 100 William Street, Hew en _Telephone 6327-28-29 John 


OFFICES 
134 CEDAR STREET, NEW YORK BRUSSELS PARIS VIEUX-CONDE MONTREAL 
Rue de Merode 23 Rue St. Lazare 707 Read Building 
Phone Rector 9130 LONDON —422 Strand MANCHESTER—"8 King Street 


J + (3. B ROWN, Inc. The Animal Products Co. 


NEATSFOOT, LARD 


CHEMICALS, DRUGS, DYES, TALLOW OILS 
VEGETABLE AND ANIMAL OILS Summit Oil Co. 


/ CUTTING, SOLUBLE, SILK ani 
Phones: BARCLAY TEXTILE OILS 


8480 —8481—8482 15 Park Row, New York 


Your requirements of various chemicals for immediate delivery and on contract for the 
remaining months of this year and over the year of 1919 can be taken care of by us at reason- 
able prices: The following are some ofour offerings for immediate shipment in carloads or less. 


BICARBONATE OF SODA BENZOATE OF SODA 
SODA ASH (Solvay) BENZOIC ACID 

; 58% light and dense in bags and bbls. RED OIL 
COTTONSEED OIL EPSOM SALT 


Technical and U.S.P. 
eee CHLORIDE OF LIME 


CAUSTIC SODA (Solvay) 35-37%. 700-800 lb. drums 
Seppe 409 Fold BICHROMATE OF SODA 
SACCHARINE Soluble AND POTASH 


SILICATE OF SODA 40° SULPHIDE OF SODA 


Telegraph your Inquiries and Orders, Charges Collect 


P. S. No order is too small to merit anything but our immediate and most careful attention 
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limed and 65@70c. per pound for the 
distilled, The crude material is quoted 
at 6Uc. per pound, prompt though lit- 
tle is heard of it at present. 

BETA-NAPHTHYLAMINE, — There 
has been no change either in prices or 
conditions in the local market tor beta- 
naphthylamine and activity while fair, 
is confined to small parcels and rou- 
tine business on the basis of $1.65 per 
pound for the technical and $2.66 per 
pound for the sublimed for immediate 
shipment. : 

CRESOL.—Fair call is reported from 
consumers of cresol, U. 8. P., and 
prices are ruling steady and without 
quotable alteration at 35@40c. per pound 
on the spot. There is not mucn activity 
in the ortho crystals at present and 
these are quoted at 18@20c. per pound 
with offers fairly free though not suffi- 
cient to unsteady the market. 

CREOSOTE OI1L.—Stocks of creosote 
oil are not large and there is at the 
same time a tairly large inquiry in 
the market with the result that prices 
show considerable firmness at 4U0@5dc. 
per gallon for the 26-per cent. oil, the 
wide range being due to the variety 
of material and governed by the quan- 
tity. The 15-per cent. oil is quoted at 
35@87c. per gallon for prompt ship- 
ment. ' 

DiMETHYLANILINE. — Limited 
offers are being made in this market 
on the basis of 75c. per pounl for im- 
mediate shipments while there are some 
sellers who refuse to shade 80c per 
pound, because of the strong basic con- 
ditions governing this intermediate. 
The inquiry is regarded as good with 
supplies hard to obtain in anything 
like large quantities. 

G SALT.—Consumers are not show- 
ing any great amount of activity in 
this market and the volume of goods 
passing in confined to small lots in a 
routine movement of business, it is 
stated. There has been little change 
of importance in the situation and 
prices are without alteration at 85c.@ 
$1 per pound for immediate shipment. 

METANITRANILINE.—Small _trad- 
ing is reported in the market for 
metanitraniline, with the movement 
confined to routine channels and the 
market is without particular interest 
at this time. Prices vary according to 
the quality of the material from $1.25 
to $1.45 per pound for prompt commit- 
ments of the intermediate. The un- 
dertone is steady, as stocks are not re- 
garded as burdensome. 

META PHENYLENEDIAMINE. — 
There are no large stocks of meta- 
phenylenediamine being offered in the 
local market gnd prices are relatively 
firmer, though the movement of goods 
igs not large because of the curtailed 
nature of stocks available for the fair- 
ly large demand reported. Nominally 
prices are without change at $1.85@ 
2.05 per pound. 

MET A TOLUYLENEDIAMINE. — 
Prices for this intermediate are firm, 
with stocks fair. Immediate shipments 
are being offered by leading producers 
on the basis of $2@2.25 per pound, ac- 
cording to quantity and seller, The 
undertone of the market is firm, there 
being few sellers. 

MONOCHLORBENZOL. — Continued 
easiness is exhibited by the market 
for monochlorbenzol, with consumers 
showing relatively small interest to the 
fairly free offers that are being made 
by sellers. Stocks are liberal on the 
basis of 17@19c. per pound, according 
to quantity and seller, and there is 
considerable competition reported. 

NAPHTHA.—Quiet demand of a rou- 
tine nature is reported in the market 
for solvent, water-white naphtha, and 
while stocks are regarded as liberal 
they are not burdensome. Producers 
are steady in their offers on the basis 


of 18@22c. per gallon for immediate 
shipments, with some _ refusing to 
shade 25c. per gallon because of the 


high production costs. The crude ma- 
terial holds at 12@l5ic. per gallon, 
prompt. 


NAPHTHALINE. — There has been 
no important change in the market for 
flake naphthaline and carloads are still 
offered in a fairly free manner by lead- 
ing sellers on the basis of 9c. per 
pound, with some sellers asking up to 
lle. per pound for smaller quantities. 
Consumers are showing no sizable in- 
terest in the situation, and the market 
continues to exhibit a rather unstable 
attitude, The ball commodity, on the 
other hand, is firm on scarcity of sup- 
plies and quotations range from 12c. 
to 12%c. per pound, prompt. 

NITROBENZOL.—Sales of this inter- 
mediate by second hands are reported 
as having been made on the basis of 
l7c. per pound f. o. b. works, while pro- 
ducers report a quiet though steady 
market at the same figure, with some 
asking 20c. per pound for spot goods. 

NITRONAPHTHALINE. — Firm 
prices of 45@50c. per pound are named 
in this market though the trading is 
relatively quiet, according to first 
hands, who state that stocks are not 
burdensome, 

ORTHO-NITROPHENOL.—Inquiries 
are few in number in this market and 
the trading is generally dull and with- 
out particular feature. Prices are 
about steady and shipments rule at 
$1.40 per pound for large lots and $1.60 
for smaller quantities. 

ORTHO-TOLUIDINE. — Demand for 
ortho-toluidine is fair, with stocks 
available for prompt shipment rather 
limited owing to the limited output. 
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Prices are firmly maintained by pro- 
ducers on the basis of $1 per pound 
for immediate shipments in a large 
way and up to $1.15 per pound asked 
for smaller quantities. 

PARAMIDOPHENOL. — Only small 
lots are passing in this market, with 
the demand as a whole regarded by 
producers as fair and without especial 
feature, The base is offered at $4@4.50 
per pound, according to brand and 
quantity and the hydrochloride at $4.25 
@5 per pound for immediate shipments. 

PARANITRANILINE.—No large 
amounts of this coal-tar intermediate 
are to be found in the open market 
and prices are being firmly maintained 
‘by the leading sellers who continue to 
assert that the bulk of the output is 
being consumed by its producers. The 
prevailing range of prices is from $1.60 
to $1.70 per pound, though there are 
some who insist that somewhat lower 
prices might be obtained on diligent 
search. 

PARANITROPHENOL.—With a con- 
tinued demand of good proportions in 
evidence and only limited stocks avail- 
able producers are more firm in their 
views as to the outlook and prices are 
$1.50@1.80 per pound for prompt ship- 
ments of the intermediate, the price 
being governed by the brand and the 
quantity. 

PARANITROTOLUOL.—Stocks of 
paranitrotoluol have been largely de- 
pleted and only small quantities are 
available for prompt shipments, lead- 
ing producers report. The limited of- 
fers mentioned are firmly priced at $1.50 
per pound, with some smaller offers 
named up to $1.60 per pound, prompt. 

PARATOLUIDINE.—Sellers of this 
coal-tar derivative are very firm in 
their offers on the basis of $2 per pound 
for large immediate shipments, while 
they ask $2.25 per pound for lesser 
amounts, Supplies are regarded as 
small for the good demand in evidence. 

PHENOL.—Further weakness is evi- 
dent in the market for synthetic phenol 
owing to the continued absence of sub- 


stantial interest on the part of con- 
suming buyers and a plentitude of 
supplies. Prices have, therefore, 


dropped Once more and prompt ship- 
ments of the coal-tar product are avail- 
able at 44@48c. per gallon, the wide 
range being due to a diversity of opin- 
ion as to values in the present dull 
situation. There have been consider- 
able importations of British-made 
phenol within the last few weeks and 
this has served to add to the weakness 
of the already overloaded market, it 
is stated. 

RESORCIN.—Movement in this mar- 
ket is confined to small parcels and 
routine business principally. Prices 
are about steady and unchanged at $5 
@7 per pound, according to brand and 
quantity. 

TOLUOL.—No large supplies of this 
highly sought after and important in- 
termediate are reaching the open mar- 
ket since the government is only 
releasing occasional quantities to con- 
sumers, actually requiring the material 
and generally working on war essen- 
tials. These releases are at the set 
price of. $1.50 per gallon for tanks 
and $1.55 per gallon for drums. 

XYLOL.—Little that is new has de- 
veloped in this market within the week 
and immediate shipments of the pure, 
water-white commodity are offered at 
the repeated price of 45@55c. per gallon, 
depending upon the quantity and sel- 
ler. The commercial grade holds at 
30@35c. per gaillon. Demand is not 
active and stocks are ample. 





DYESTUFF VERDICT. 


Swiss Colours Company Awarded $2,- 
500.20, in Non-Payment Suit 
Against the Jefferson Man- 


ufacturing Company. 


A verdict of $2,500.20, together with in- 
terest and costs, was awarded the Swiss 
Colours Company, Inc., plaintiff in an ac- 
tion for non-payment of a quamtity of 
dyestuffs delivered to the Jefferson 
Manufacturing Company, of Jefferson, 
Mass. The verdict was handed down in 
Justice Hendrick’s term of the Supreme 
Court recently. Motion for a new trial 
by the defendant's attommeys was denied. 

Delivery, according to contract, for 98% 


pounds of direct blue G. G. extract, at 
$2.70 per pound, was made in March by 
the plaintiff to the Jefferson Manufac- 
turing Company. On account, $164.70 was 
paid. According to the plaintiff the 


defendant refused to make further pay- 
ments. The defendant contended in court 
that after delivery was made tests 
showed that the goods did not correspond 
with the sample furnished by the plain- 


tiff. It was stated by the defendant that 
notice of this fact was given the plain- 
tiff. Justice Hendrick ruled that accenpt- 
ance had been acknowledged and the 
contract was binding. 





National Sulphur Blue L, New Color 
of National Aniline. 


The latest addition to the series of Sul- 
phur Blue, now being manufactured by 
tne National Aniline and Chemical Com- 


pany, Inc,, is National Sulphur Blue L. 
Fastness of the dyeings produced with this 
new type of blue is very good; to light, 
it is very satisfactory and will answer 
for nearly all requirements. It is held 


a satisfactory dyestuff to meet the re- 


quirements of cotton dyers. 
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HOLLIDAY-KEMP CoO. 


(INCORPORATED) 


Dyestuffs, Extracts and Chemicals 


FOR ALL PURPOSES” & x 
Dyestuffs for Cotton and Wool that meet 
United States Government Requirements. 
Army and Navy 


Main Office: 
90 William St., New York 


Works: 
Woodside, Long Island 


Branches: 
151 N. Front Street, Philadelphia 


114 State Street, Boston, Mass. 





HT ACID 


Purity 83% 
Republic Color & Chemical Works 


Manufacturers Exclusively of H Acid 


Works: Reading, Pa. 





55 Liberty St., N.Y. 


Tel. 4488 Cort. 


Export 


Domestic Pacific Coast 





THE ALMARIN COMPANY 
INTERMEDIATES 
FOR THE ANILINE-DYE INDUSTRY 
SINGER BUILDING 
NEW YORK 


377 
3453 


Telephones—Cortlandt { 









Synthetic Products Company 


Plants: North Tonawanda, N. Y., and Lyndhurst, N. J. 





Manufacturers of 


Salicylic Acid U.S.P. and Technical 
Orthonitrophenol 
Paranitrophenol. 


ee eee 


OLIVE DRAB FOR WOOL 


Best and Most Economical combination—standing every 
test required by the government. We urge comparison. 


WRITE FOR SAMPLES, PRICES, ETC. 


ATLAS COLOR WORKS, Inc. 


322 Ninth Street Brooklyn, New York 
Works—Brooklyn, New York 


NATURAL INDIGO 
CARNAUBA WAX 


WILLIAMSON & COMPANY 
28-30 Burling Slip Tel. John 3161 New York 


Temporary Office, 175 Front Street 
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_ | Mutual Chemical Company 
of America 


BICHROMATE 
OF POTASH 


BICHROMATE 
OF SODA 





—" 


55 John Street New York, N. Y. 





Faciorves : 
Jersey City, N.J. Baltimore Md. 
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Saturday Noon, July 13, 1918. 


Trading conditions in the general 
market for dye bases and dyewoods at 
New York continue to be conducive 
to firmness of tone while _ price 
changes have not been numerous, due 
more generally to the fact that quota- 
tions for most of the natural dyestuffs 
are already at exceptionally high 
levels, owing to the scantiness of 
available stocks. Further depletion of 
supplies is therefore without the rela- 
tive value as an inducement to ad- 
vance quotations to offset the situa- 
tion in many instances, as the figures 
heard are more nominal than actual 
already. This aforementioned scarcity 
of stocks on the spot continues to be 
the dominant feature of the market 
as a whole, and little hope is held for 
relief with the shipping situation con- 
tinuing as at present. 

Practically none of the vegetable 
dye materials originating in _ the 
Orient and South America are now 
being received in sizable quantities, 
and importers report spot supplies 
lower and lower as each week passes, 
while at the same time there is a 
relatively strong call continuing for 
the same. The chemical assistants 
listed in this market are, however, 
less steady in tone, owing to a fall- 
ing off in the demand generally, and 
in sOme cases prices have receded 
slightly, though stocks of these cannot 
be called heavy. This is particularly 
so of the bichromates and the prus- 
siates. The bichromates show no loss 
of ground as to prices, though yellow 
prussiate of soda is softer, and yellow 
prussiate of potash is barely steady. 
Some second-hands in the bichromate 
of soda market have lowered their 
prices, but producers continue to 
maintain previous levels because of 
the strong basic conditions of the mar- 
ket. Very limited offers of acetate of 
soda are reported in the market at 
slightly higher prices than the level 
which prevailed nominally sometime 
ago, when offers were being made in 
a limited way. 

Referring back to the vegetable ma- 
terials it may ibe noted that the call 
for logwood continues good, but there 
are no stocks being offered, and all 
prices are nominal. Fustic is getting 
searcer, though still in fair supply at 
firm prices, and both cutch and gam- 
bier are hard to locate at present. 
Divi-divi is in large request, with 
nothing being offered in the open 
trading, the last sale reported being 
at considerably hgher prices than 
prevailed a week ago. Cochineal is 
practically unobtainable in the local 
market, and prices are nominal. There 
is a strong demand with no arrivals 
reported, though several cargoes are 
reported afloat. 

The market for myrabolans is en- 
tirely nominal at present, but the 
arrival at the close of the market of 
sOme 7,390 pockets of the commodity, 
averaging 55 pounds to the pocket, or 
a total of 406,450 pounds, is expected 
to Offer relief to a large extent. 

One of the items in this market 
which shows a large degree of firm- 
ness is Chinese egg albumen. This 
commodity is in strong call from con- 
sumers, and there are only smal] sup- 
plies available here, with the con- 
Sequence that quotations have been 
advanced. Importers state that they 
are behind in their orders, while 
domestic producers report a similar 
condition. It is reported that there 
are large supplies of the egg material 
accumulating in the Orient, but ship- 
pers are unable to move them because 
of the scarcity of ocean bottoms. Re- 
cent trade restrictions by the War 
Trade Board are being felt in the dyé- 
woods generally. 

Anent the subject of natural dye- 
stuffs, it is interesting to note here 
a recent statement made before the 
Welsh Industries’ Association relative 
to the production of natural dyes in 
Wales. The speaker declared that 
Welsh producers are turning out an 
excellent pale green dye manufactured 
from seaweed, the dye being so like 
the foliage in autumn and almost in- 
visible that the speaker was almost 
shot by mistake when he wore a suit 
dyed with it. He likewise informed 
his auditors that an important dye 
is being made there from onion skins, 
it being a fixed dye. 

In the following will be found more 
detailed accounts of the markets for 
the principal items in the general list 
of dye bases and dyewoods at New 
York:— 

ACETATE OF SODA.—There has 
been little change reported in this mar- 
ket, with limited offers heard on the 
spot, and producers generally stating 
that they are still confining their at- 
tention to the requirements of existing 
specifications. Restricted quantities 
are being offered at 30c. per pound. 

ALBU MEN. — Increasing scantiness 


Dye Bases and Dyewoods 


Unless otherwise specified, our prices are those prevailing in the New 


York Market, and are for large quantities. 
be found on pages 3, 4, 5, 6, and table of contents on page 2. 
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Complete prices current will be 





of supplies in the face of a relatively 
steady demand of fair proportions has 
resulted in forcing prices to a higher 
level for Chinese egg albumen, which 
is now quoted at $1.25@1.30 per pound, 
with some sellers asking up to $1.35 


per pound for small lots. There is a 
fair call reported for egg yolk, and this 
is getting harder to obtain, though 
prices are unchanged at 45@47c. per 
pound on the spot, while blood albu- 
men is almost out the question and 
tightly held at 90@9%5c. per pound, 
Moderate demand is reported for the 
vegetable substitute, offered at 68@70c. 
per pound. Spray egg yolk holds at 
70c. per pound on the spot. 
ANNATTO.—Little of interest has 
occurred in the interim in this market, 
and while the inquiry reported is 
small, it is sufficient to keep the under- 
tone of the market fairly steady, with 
stocks on the spot moderate. For spot 
lots sellers are asking on a basis of 
9@1lc. per pound for the seed and 
20@32c. per pound for the fine grade. 
ANTIMONY SALTS.—At 68@70c. 
per pound the market for antimony 
salts, 65 per cent. test, is steady in 
tone and price. There are no large 
stocks of the salt in the market, and 
there is at the same time a fairly good 
demand. The 47 per cent. and the 75 
per cent. grades are not being offered 
in the local market, and no prices are 
heard at this time. 
BICHROMATES. — Trading in the 
two bichromates, soda and potash, is 
comparatively quiet at present, with 
business confined to smal] lots. Ow- 
ing to the strength of the basic con- 
ditions in both, however, prices are 
being maintained easily, with the pot- 
ash material slightly higher in most 
directions. Spot stocks are not large 
in either case, and rather closely held. 
This is more particularly true of the 
soda material, though the slow inquiry 
at present is giving second hands cause 


.to revise their prices somewhat down.- 


ward, with the general level heard 
ranging from 27%@28c. per pound, 
while producers continue to ask 28@ 
29c. per pound. For the potash quality 
the prevailing price is 46@47c. per 
pound, with one large seller asking as 
high as 48c. per pound for spot goods. 
Little interest is being shown by con- 
sumers in forward business in the pot- 
ash material. 

COCHINBAL. — Virtually all prices 
in this market are nominal, as there 
are no stocks of consequence being 
offered, and what small supplies there 
may be available having been prac- 
tically withdrawn from sale. Some 
stocks are reported afloat, but no 
definite idea is held as to their arrival 
as the cargoes have not been accurate- 
ly traced up to date. There is a rather 
good demand, considering the condition 
of the market, and the following prices, 
which are repeated, could not be said 
to represent actual trading figures:— 
Silver Teneriffe, 65@70c. per pound; 
rosy black, 75@80c., and gray black, 
60c. per pound. Madras has been in a 
nominal position for many weeks. 

CUTCH.—No large quantities of 
cutch are to be found in the local mar- 
ket ,and the market is approaching a 
point of bareness, it is stated by lead- 
ing sellers. Prices are firmly main- 
tained and generally nominal at 22@ 
23c. per pound for the East India va- 
riety in boxes, and 144%@lbiec. per 
pound for the material in bales, Noth- 
ing is heard of the slab quality, which 
is entirely normal. Liquid cutch ex- 
tract holds at l4c. per pound, with a 
good demand reported, 

DEXTRINE.—Important changes are 
absent in the market for dextrines, 
with a good inquiry reported for corn 
dextrine at 8@8%c. per pound, and 
domestic potato at 19% @20%c. per 
pound ,both of which prices are firm. 
The call for corn starch is fair, with 
stocks small and prices are maintained 
at 6%@7%ec. per pound, according to 
quality and quantity. Imported potato 
dextrine and British gum are both 
nominal, and no offers are heard at 
this time. Japanese potato starch is 
holding at 13%4c. per pound, while the 
same is true of the domestic potato 
starch at 12%c. per pound. There are 
no stocks of the wheat starch avail- 
able, and there are restricted quanti- 
ties only of the rice material at 12%c. 
per pound. Tapioca flour is very 
scanty in supply, and prices are higher 
at 16@18c. per pound on the spot, with 
a good inquiry reported. Potato flour 
is receiving a fair call, with ample 
stocks in hand. 

DIVI-DIVI. - Inquiry is relatively 
large in the market for divi-divi, but 
there are no stocks being offered in the 
open market, and buyers are finding it 
extremely difficult to locate stocks. 
The last sale reported was on the basis 
of $79 per ton for a small quantity, 
and all efforts to find further supplies 
are meeting with little success, No 


(Continued on page 95.) 
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Oil Soluble Colors 


for 
Varnish Makers 


MADE BY US FOR 
OVER 25 YEARS 


If you have not tried them 
send for samples 


The Heller & Merz Co. 


BOSTON CHICAGO 
NEW YORK PHILADELPHIA 


Works: NEWARK, N. J. 


SAGO FLOUR 


and specially prepared flour for paste purposes 
THE W. K. JAHN CO. CHICAGO, ILL. 


_ Incorporated 130 N. Franklin St. 
Direct Importers Phone Main 21738 


NEW YORK, N. Y. 


13-21 Park Row 
Phone Barclay 8240 







MANUFACTURERS OF 


MALACHITE GREEN 


FOR SPOT DELIVERY 


COSMIC ANILINE WORKS Inc. * RAs RRQARwAY 










NEW YORK OFFICE 
2-46 Cliff St. 


* « PHILADELPHIA OFFICE 
J ohn D. Lewis 588 Drexel Building 


MANUFACTURER and IMPORTER 
Logwood Extracts, Hematine, Aniline Colors and Chemicals 


PROVIDENCE, R.1. cata waa 


Office 
1209 Turks Head Bldg. 


Arnold, Hoffman & Co., Inc. 


Importers of 


INDIGO 


Dyestuffs Starches Gums 
Providence—New York—Boston—Philadelphia 


F. BREDT & CO. 


NEW YORK—240 Water Street 12 Se, Front Street-—PHILADELPHIA 


Manufacturers and Importers of 


Acetate of Lead 
Tannic Acid Olive Oil 
Dyestuffs Tartar Emetic 
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FRANK MORSE SMITH ESTABLISHED 1850 WILLIAM H. GELSHENEN 


H. J. BAKER & BRO. 


81 FULTON STREET, NEW YORK 


BRANCH OFFICES 108 South Street, Baltimore, Md. 141 East Bay Street, Charleston, S.C. Savannah Bank & Trust Building, Savannah, Ga. 
IMPORTERS OF AND DEALERS IN 


Sulphate of Ammonia, Heavy Chemicals, Fertilizer Materials 


Sole Sales Agents AMALGAMATED PHOSPHATE CO., Miners of Florida Land Pebble Phosphate 


NITRATE OF SODA 


Sole Distributors for the United States and Canada for ao | 


araiso Santiago Conception Talcahuano 
ANTONY GIBBS & CO., 22 Bishopsgate, London, E. C. cipss & co. { F Femuce Es } re 


ESTABLISHED 1808 


NEW YORK OFFICE: 61 BROADWAY GIBBS, BRIGHT & Co. { Molbeume sydney. } Australia 


Adelaide Fremantle Rewesstle 











BONE BLACK||| “serters || Pennsylvania Salt Mfg. Co. 


Both new and discard (spent) 


of all pg tos aay TR Saal ea High Grade Heavy Chemicals 
NITRATE OF SODA 


SALTPETRE F U s E L O I :. 


All Fertilizers and other Heavy Chemicals. 
CRUDE AND REFINED 


Van Schaack Bros. Chemical Works 
Independent Manufacturers 
AVONDALE CHICAGO,ILL. 





ACETIC, SULPHURIC, MURIATIC, NITRIC AND MIXED ACIDS, OLEUM, 
BLEACHING POWDER, SALT CAKE, BI-CARB. SODA, SAL SODA, CAUS- 
TIC SODA, SODA ASH, NATRONA POROUS ALUM, SULPHATE NA, 






E, 
WICH LYE, AMERICAN LYE, LEWIS’ 98% POW- 
DERED LYE. 


s 3 IMPORTERS OF GREENLAND KRYOLITH and 
i coceaehehdeinmaiteiateimeentetnneaeiemammnaeel . Pe RIO TINTO PYRITES 

i>, Widener Building, Chestnut and Juniper Sts., PHILADELPHIA, PA. 

SULPHATE OF AMMONIA cue ae vrs a 


RAIL AND VESSEL SHIPMENTS 


Geo. F. Taylor Commission Co. 
Telephone Connection Established 1873 
2 Rector Street, NEw YorK 

















NEW ENGLAND, FUEL, AND TRANSPORTATION co, | Ti "710 Go Pa Gi ie ae, inal ah 
uy right. 
AVERY CHEMICAL COMPANY 


Tallow Grease 


88 BROAD STREET BOSTON, MASS. 


CHEMICALS AND _ DYESTUFFS 


LARGEST MANUFACTURERS OF LACTIC ACID IN THE WORLD 


SULPHATE OF AMMONIA| Saponified Red Oil 


The Company Sole Agents for the Largest Coke-Oven Plants 


located in various sections of the United States. Stearic Acid 


Address Ammonia Sales Agency Dept. 17 Battery Place, New York 


THE AMERICAN CHEMICAL CO., cwciati:“cio and all 


Three Factories—Cincinnati, O., St. Louis, Mo., and Wyandotte, Mich- 


- 
SAL SODA, CARBONIC SODA, __ BICARBONATE OF SODA, _ SALERATUS, S M t 
SODA CRYSTALS. CAUSTIC SODA, SODA ASH. O er &y 
POWDERED CAUSTIC SODA, SODA CRYSTALS, C. ap a 1a 


Proprietors, Missouri Chemical Weak, St. Louis, Mo. 





G. S. ALEXANDER & CO., Inc. || Welch, Holme & Clark Co. 


SAVANNAH, GA. CHARLESTON, S.C. BALTIMORE, MD. NEW YORK 


Office and Warehouse 
FERTILIZER MATERIALS, OILS AND CHEMICALS 383 West Street . New York City 


NITRATE OF SODA POTASH SALTS NITROGENOUS MATERIALS SPECIALTIES 








Prime Refined 


SALT CAKE 


THE GRASSELLI CHEMICAL COMPANY 


Main Office—CLEVELAND, OHIO 
NEW YORK CHICAGO, ILL. 
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Fertilizer 


Saturday Noon, July 13, 1918. 


There has been little change in the 
conditions governing the market in fer- 
tilizer materials during the past week. 
This is the duJl season, and the manu- 
facturers of mixtures are not anxious 
to rush in to buy as long as they have 
any hope that there may be a reduc- 
tion in the price of materials. The 
trade is good for the season, however, 
for there seems to be little prospects 
of any lower prices in most lines of 
fertilizer material, while in some lines 
there is a constantly increasng short- 
age. Some manufacturers, however, 
seem to hold to the belief that material 
prices are too high, and hope for a 
readjustment before the time when 
they will have to come into the mar- 
ket for their supplies. The difference 
in the ideals of the trade in regard 
to prices, however, is not preventing 
business that is fully up to the season. 
It is to be expected that the demand 
for fertilizers will be very heavy, as 
long as crops of all sorts continue to 
demand high prices, and it seems cer- 
tain that the amount of fall fertilizers 
used this year will be larger than 
usual. The government is making 
every effort to increase the movement 
of nitrates from Chile, but it must be 
remembered that the needs of the gov- 
ernment are constantly increasing, and 
for this reason the movement will have 
to be increased very much indeed be- 
fore there will be a great deal more 
available for the fertilizer industry. 
There was no further advance in the 
price of nitrate of soda during the 
week, but lots at resale are still com- 
manding $5 per 100 pounds. The re- 
ports from Chesapeake waters as to 
the menhaden catch are somewhat 
more encouraging, but there has not 
yet been any decline in the price of 
fish scrap. The fish factories seem to 
be able to hold prices at the recent 
advance, which is said to have not 
checked demands. There has been 
some reaction in first sorts potashes, 
which are now quoted at 22% to 26c. 
a pound. 

Taking a broad view of the situa- 
tion it is one that gives no reasons 
for complaint. The hardships of the 
existing conditions are only those 
which must be expected in war times, 
and.as fertilizers are a highly essen- 
tial thing in the winning the war, the 


trade is being given every possible as-. 


sistance by the government, which is 
making an effort to increase supplies 
wherever such a thing is possible. The 
trade outlook is decidedly good, and 
when the season gets fairly under way 
there promises to be a most active 
business. As has been said, there is 
a good deal doing now for the dull sea- 
son of the year. 


NITROGEN FERTILIZERS. 


DRIED BLOOD.—There is but little 
change in the dried blood market. 
There has been some holding off by 
buyers who believed that the packers, 
who control the market, were too stiff 
in their prices, but there is no indica- 
tion that there is any decline in sight 
in the immediate future. On the con- 
trary, it seems probable that. the 
Southern demand will be strong 
enough to take care of all the available 
supply. Tankage, f. 0. b. Chicago, ad- 
vanced from $6.65 to 6.70 this week, 
and this firmness was, to a degree, re- 
flected in the market for dried blood, 
which is still quoted at $6.85 per unit, 
f. o. b. New York. 

FISH SCRAP.—There is some im- 
provement in the reports from the 
Chesapeake waters as to the menhaden 
catch, but there has been no change in 
prices. When the price was advanced 
to $7.30 and 20c. for dried there were 
many in the trade who predicted that 
it could not hold. However, the fish 
factories have been able to get their 
price, and the orders are said to be 
right up to the limit of production. 
The fishing season got a very poor 
start this year, and, although the re- 
ports from the lower Chesapeake are 
much better, it will hardly be possible 
for the final out-turn to be very large. 

NITRATE OF SODA.—There was no 
advance in the resale price of nitrate 
of soda during the week, but the re- 
cent advance to $5 per 100 pounds still 
sholds, and there is very little offering 
wat any price. There was a shipment 
received here during the week, and 
‘every effort is being made to increase 
the movement from Chile. There 
is a constantly increasing de- 
mand for the nitrates for war pur- 
poses, and up to date the increase 
in this demand has been at a greater 
pace than it has been possible to in- 
crease the movement from the produ- 
cing country. The government has 
found it necessary to take over a num- 
pected would go to the trade, and this 
has made a very empty market for the 
ber of cargoes that it had been ex- 


Unless otherwise specified, our prices are those prevailing in the New 


York Market, and are for large quantities. 
be found on pages 3, 4, 5, 6, 8, and table of contents on page 2. 
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buyers of fertilizer materials. There is 
good reason for believing that the 
worst has been seen in this situation, 
and that it will not be iong before there 
will be a market increase in the ton- 
nage available for this trade. 

SULPHATE OF AMMONTIA.—There 
is not much that can be said of this 
market from the standpoint of the fer- 
tilizer trade. There seems to be little 
chance of any increase in production 
that would relieve the situation and per- 
mit of a larger amount going into fer- 
tilizers, and, of course, the demands of 
the government are increasing in this 
line, as in almost all others. There is 
no change in the quotation on sulphate 
of ammonia, which remains at $7.80@ 
7.85 per 100 pounds. 


PHOSPHATES. 


ACID PHOSPHATE.—There is a very 
strong market in acid phosphate, and 
conditions seem to favor an advance 
rather than any decline. Supplies of 
acid phosphate are not large, and they 
are not apt to become large, so the con- 
servative consumer is seeing the advan- 
tage of placing his orders early enough 
so that he will not be tied up on deliv1 
eries. There was an advance this week 
in the Southern ports quotations from 
$14.50@$16 a ton to $15.50@17. The un- 
dertone of the market in this line is 
very strong, and the outlook is for very 
liberal consumption during the next 
season. 


PHOSPHATE ROCK.—The business 
in phosphate rock is all that could be 
expected at this season of the year. 
There has been no change in prices 
during the last week. As has been said, 
every effort is being made to furnish 
shipping from the Florida ports to the 
mills, and the trade is recovering from 
the effects of the blow it received when 
the export business was shut off by the 
war. Florida land pebble phosphate 
rock, 68 per cent., f. 0. b. Ashley River, 
is quoted at $3.75 per ton, and high- 
grade Florida hard rock, 77 per cent., 
f. o. b. Florida ports, at $6.50. Tennessee 
rock is $5.50@6.50, according to grades. 


POTASHES. 


There is a little weakness noticeable 
in first sorts potashes, and there has 
been some reaction. The local quota- 
tion is now 22%@25c. Muriate of pot- 
ash, 80@85 per cent., basis 80 per cent., 
is still quoted at $310 per ton; muriate 
of potash, minimum, 90@95 per cent., 
basis 80 per cent., at $325; muriate of 
potash, minimum 98 per cent., basis 80 
per cent., at $325; and sulphate of pot- 
ash, 90@95 per cent., basis 90 per cent., 
at $325. The last quotation is another 
evidence that the tone of the market is 
not very strong, for until recently sul- 
ee of potash was quoted at $350 per 
on. 

PYRITES.—There is very little in this 
market for fertilizer manufacturers at 
this time. With the government in en- 
tire control and the needs of the gov- 
ernment about equal to the available 
supply, there is not much thought given 
to pyrites by the fertilizer industry. 
The announcement that the government 
has taken control of this market means 
little that is new, for it has already been 
in control right along. It may be that 
fixed prices will be named by the gov- 
ernment, but this announcement has 
not yet been made. As far as the fer- 
tilizer trade is concerned, the quoted 
prices are merely nominal, 


BALTIMORE. 


Baltimore, July 11, 1918. 

While this is ordinarily a decidedly quiet 
period of the year for the fertilizer men, who, 
under normal conditions have made about all 
the shipments of mixtures which they can ex- 
pect to send out, and who are waiting for the 
first indications of a revived demand for the 
fali trade, a considerable number of orders are 
coming out at this time and shipments are 
assuming fairly impressive proportions. It is 
beginning to be evident that the users of mix- 
tures realize the importance of having their 
requirements entered early, so that even the 
delays now unavoidable will not prevent them 
from getting the quantity of goods which they 
may want. An appreciation of the fact that 
labor is scarce end the factories are not in 
a position to handle a given quantity of tra- 
teria's in the time it took prior to the war 
has been driven home upon the trade, and 
every division now aims to co-operate with the 
manufacturers, to the end that wants may be 
met in a fairly adequate manner, and that no 
really serious deficiencies may develop in any 
section. The buyers have also had it brought 
home to them that important additions to the 
quantities of materials available are not to 
be expected, while some of the ingredients 
which formerly made important contributions 
to the volume of fertilizer substances to be 
drawn upon are not to be had at all. In the 
aggregate, therefore, the quantities of mixtures 
to be had are smaller than during periods 





when the requirements were not so heavy as 
at present. This furnishes a basis for the 
prospect that at least some of those who hold 
off too .ong may find it impossible to have 
their needs cared for, which helps to send the 
buyers into the market earlier than before. 
The main consideration, however. is that a 
given quantity of fertilizer takes longer to 
handle now than it did under ordinary con- 
ditions, even though considerable improve 
ment in the transportation situation has been 
effected It cannot be doubted that marked 


This trade-mark is emblematic of air-nitrogen 
It is an 
assurance of high standard and proved quality. 


products, made from Cyanamid. 


The following Cyanamid products bear 
the above mark:— 


Cyanamid—a fertilizer ammoniate, con- 
taining about 22% ammonia. 


Sulphate of Ammonia—a pure, white 
product containing not less than 25% 
ammonia and not more than 0.3% free 
acid. 


Ammo-Phos—“The ideal fertilizer,” 
containing about 13% ammonia and 
47% available phosphoric acid, mostly 
water-soluble. 


Soilime—a lime residue from Cyanamid, 
for agricultural use. Dry, finely pow- 
dered, 50% calcium oxide, mostly as 
carbonate and hydroxide. Contains a 
trace of ammonia. 


Urea—a product that meets the most 
exacting tests for purity. 


Cyanide, Grade X—a special grade of 
cyanide for ore extraction. 


Nitrate of Ammonia—a new standard 
of purity for the commercial grade. 


Nitric Acid—oxidized Cyanamid am- 
monia. 


Aqua Ammonia—of standard strength 
and exceptional purity. 


Anhydrous Ammonia—free from cor- 
roding impurities and with a minimum 
of non-condensing gases. 





Phosphate Rock—Florida Land Pebbie, 

* from properties of Amalgamated Phos- 
phate Company, now operated by this 
Company. 





Sulphuric Acid — 60° Baume, made 
from pure sulphur. 
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Clu Carbide 





Logwood 


EXTRACT 


GUARANTEED PURE 


Can make immediate deliveries at 
attractive prices. 


LOGWOOD PRODUCTS CORP. 
115 Broadway, New York, N. Y. 


Tincture Iodine (U.S.P.) 
Soap Liniment (U.S.P.) 
Chloroform Liniment (U.S.P.) 


“‘Glyco-Iodine”’ Solution of Iodine 34% 


F.O.B. Phila, 


Made in accordance with the Ninth Revision, United States Pharmacopoeia 
Quality of all goods guaranteed, 


Tincture & Extract Co., 117 No"3r4 St. Philadelphia Pa. 


(Bonded with the United States Government) 
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Calcium Carbide 7 


Benzoic Acid 


Sodium Sulphide 43% 
) CHEMICALS 


TOWER CHEMICAL COMPANY, Inc. 
258 Broadway - New York 


Telephones: Barclay 4777-4778-4779 
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ARSENIC ACID 


HEMINGWAY & COMPANY, Inc. BOUND BROOK, N. J. 
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Blue Vitriol 


Guaranteed Purity 99% 


Goldsmith Bros. Smelting & Refining Co. 


HEYWORTH BUILDING CHICAGO, ILL. 


AGRICULTURAL POTASH 


We are now producing and have for sale SECURITY POTASH 
TREATER DUST, a by-product recovered by electrical] precipitation 
from the gases of our Cement kilns. Our production is about 800 tons 
per month. Recent improvements in process have raised the grade of 
our material and the potash content will now average about as follows: 


seees+e11.00% 
+ 8.00% 
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Water Scluble Potash (K39O)...++s-.e+ee: 
*Slowly Soluble Potash (K20).... 
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Tatal....ccccoccssccsescesssassess 

*This slowly soluble potash has been found by experience 
to become quickly soluble and largely available when mixed 
with acid phosphate in commercial fertilizer. 


This material has been successfully used by some of the largest 
manufacturers of fertilizers since July, 1916. 


SECURITY CEMENT & LIME CO. 
Baltimore Philadelphia Washington 
General Offices: HAGERSTOWN, MARYLAND 















DRUG REPORTER 


speeding up In the movement of freights has 
followed the taking over of the railroads by 
the government, and that the efficiency of the 
Systems has been largely augmented. This 
will work to the advantage of the fertilizer 
trade and of all other lines of business as 
well. But the buyers of mixtures, having been 
forewarned, show a positive disposition to 
anticipate wants rather than have them force 
action, and the result of this tendency is a 
far larger movement of fertilizers than in for- 
mer seasons at this time. The expansion in 
the movement, of course, presupposes that the 
trade has come to accept the increases in 
prices made by the manufacturers as inevit- 
atle, and it is now mainly a question of the 
sellers being able to promise that orders will 
be filled and delivered by the time the goods 
are called for. 
FISH SCRAP.—The results of the operation 
of the menhaden fishing vessels down the bay 
during the last week, according to reports, 
were no better than they have been so far thig 


Season, adverse winds from the northeast and 
exceptionally cold, blustery weather having 
militated against the work of the fleet. As a 
result, the additions made to the volume of 
scrap were very moderate. Unseasonably low 
temperatures continue, which is not regarded 


as conducive to large catches of fish, but it is 
again to be said that even though the yield 


small, the prices obtained 


remains relativeiy 

for scrap are so high that the factories stand 
to ceme out quite well. It is, at least, a 
reasonable supposition that portions of the 
season yet to come will show a big improve- 
ment, and there is, consequently, every pros- 
pect that the industry will be in a position 
to lay aside an attractive margin after all 
expenses have been deducted The factories 
are following the market closely, and they 


have made another advance in the quotations, 
being around $7.30 and 20 for 


the latter now 

scrap, at factory, while oil is being held at 
$1.10 per gallon, both figures representing the 
high mark. The quantity of scrap ig limited, 
and as the manufacturers of mixtures with 
fish brands to maintain feel that they are 
obliged to meet the firures of the fishing com- 
panies, sales are said to have been made on 
the basis of $7.30 and 20, 

TANKAGE.—The tone in the market for 
tankage is, if anything, even firmer than It 
has been, and while the movement is still 
held down to narrow proportions, the buyers 
are in a receptive frame of mind. Of course, 
a disposition always prevails to hold back 
with orders in the hope that the sellers may 
make some concession; but the large Western 
producers are very firm iv their ideas as to 
values, and in the absence of any extensive 
accumulations, not less than because of the 
spacious storage facilities possessed by them, 
they are prone to put away all of the sup- 
plies of tankage which do not happen to be 
called for now until they find takers. The 
quotations have stiffened even in a draggy 


market, being very firm around $7.27% and 10 


for 11 and 15 high-grade ground tankage, 
c,. a. f. basis Baltimore, and those who follow 
closely the trend of the trade incline to the 
view that recessions of consequence are not 
to be expected. On the contrary, the prevail- 
ing opinion is that the level of values may go 
higher because of the liberal demand certain 

develop later on, For this reason the big 


to 
producers stand their ground, even when they 


are passed over for a time, while the output 
of the smaller packing houses is absorbed at 
figures somewhat lower. 

GROUND RIOOD.—Along with tankage the 
other animal ammoniate, ground blood, shows 
a tendeney to advance, and as a matter of 
fact the ficures have been marked up during 
the last week to $7.20 c. a, f, basis Baltimore. 
As this is done in the face of what appears 
to be a decidedly quiet market, the inference 


seems unavoidable that the holders of blood 
look upon the situation as on the whole bullish. 
South, the chief 


The demand from the as 

source of a demand for ground blood, does 
not exceed very moderate proportions, but, as 
in the case of tankage, the large Western 
producers show not the slightest impatience 
or uneasiness, feeling apparently certain that 
the buyers will meet them later on. Of blood 


it is also to be said that an expansion in the 
quantity of the material is not to be ex- 
pected, the chances rather favoring a contrac. 
tion of the available supplies. 
ACID PHOSPHATE.—Marked strength char. 
acterizes the situation with regard to acid 
phosphate. The difficulties in the way of 
obtaining adequate quantities of raw matertfals 
being in nowise diminished, and freight rates 
having gone up, it follows that an expansion 
in the output large enough to depress tne 
market is altogether unlikely. For the present 
the stiffening in values has not attained 
quotable proportions, the old figures of $15 for 
14 per cent, and of $16 for 16 per cent stocks 
still being apnlicable; but it would seem as 
thouch these prices would be passed when 
the demand gets more fully under way. That 
the figures have not had to be marked up is 
significant in view of assumption of control 
by the government over the sulphur industry, 
annoinced from Washington. As much of 
ulphurie acid is now being made of brim- 
the of pyrites having been 
reduced the prohibition of im- 
follows that the action of the gov- 
must have received a favorable con- 
otherwise acid phosphate would have 
appreciably advanced, ‘ : 
NITRATE OF SODA.—The situation with re- 
gard to nitrate of soda continues to be not at 
ali satisfactory, the supplies being limited and 
the receipts uncertain. Even when the buyers 
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by 


think they have a chance of providing for 
their wants, the government comes along and 
requisitions the material, and the consumers 
must wait, taking their chances of not being 
able to get their requirements cared for. The 
offerings in the way of nitrate of soda are 
small. ana@ the quotations are around $5 per 
100 pounds, with no indications that a mate- 
rial easing off will occur 1n the near future. 
What with the wants of the fertilizer trade 
and the necessities of the government in the 
wav of materials for the manufacture of mu- 
nitions, there is no prospect of an excess, 
while the indications of a decided deficiency 
are far more definite than the fertilizer men 
would like to see, 


AMMONIA.—The quantities 


SULPHATE OF 
into the mar- 


of sulphate of ammonia that get 












ket at this time must be very si all, for most 
members of the trade are without quotations 
on this material, though it is not to be sup- 
posed, in all probability, that the— price has 
undergone any material modification This 
price was around $7.50 s 

POTASH.—The situation with regard to pot- 
ish ilso featureless, and the supplies which 
are changing hands do not exceed very small 
proportions The quotations are still held at 
¢4.50 for the lower grades and at $5 for the 
better quality of sup stocks, | , 

BONE As for bone, the situation appears 
to 1 very quiet, with the stocks reduced to 
small proportions, and with no extensive addi- 
tions ning into the market. The current 
quotations are stil! at $37 for 8 and % ground 
steamed bone and at $40 for 4% and 48 ground 
raw bone 

ee 


A. Tl. Gosselin Corp., importers and 
exporters of chemicals, drugs, etce., will 
oecupy the seven-story building at 678 
Water street after extensive alterations 
bave been made. 


July 15, 1918. 


FERTILIZER MEN 
TO MEET TODAY 


Annual Meeting of National 
Association Opens at 
Atlantic City. 


Baltimore, July 11, 1918. 
Interest in the annual meeting of the 
National Fertilizer Association, whicn 
will be held next week at the Hotel 


Traymore in Atlantic City, is quite keen 
among the members of the trade here, 
and it is certain that an unusually large 
delegation from this c ty will attend the 
sessions. No arrangements have been 
made for the Baltimoreans to go over 
in a body, but most of the contingent 
is scheduled to leave next Monday, get- 
ting to Atlantic City in time for frater- 
nalizing in the evening and preparing 
for the business sessions on the follow- 
ing day. 

As far as is already known, the delega- 
tion will'include:—A, W. Taney, of Thos. 
H. White & Co.; A. T. Dukes, of the 
F. 8. Royster Guano Company; O, H. 
Ebert and Mr. Keating, of the Baugh 
Chemical Company; J. P. F. Ritz anda 
John H. Patterson, of the Miller Fertt- 
lizer Company; Edward L. Winder, of 
G. Ober & Sons Company; W. P. Cren- 
shaw, of the Home Fertilizer and Chemi- 
cal Company; Spencer Carter, of the 
Rasin-Monumental Company; Ww. iL. 
Summers, of the Hubbard Fertilizer 
Company; G. A. Dexter, of the Armour 
Fertilizer Works; Gould Levering, of the 
Piedmont-Mount Airy Company; Alexan- 
der Hoffmann, of H. J. Baker & Bro., 
and W. D. Huntington, of the Davison 
Chemical Company. A number of others 
are also expected to go, for interest in 
this year’s meeting is especially active, 
the fertilizer men being impressed with 
the importance of the problems that con- 
front them, and having a natural desire 
to get the opinions of others on a variety 
of subjects. 

Secretary Towles, of the association, 
who stopped in Baltimore recently on 
the way back from a tour dowm South, 
stated that virtually every concern in 
that section would be represented at the 
convention, and that all indications 
peinted to a record-breaking attendance. 


Fertilizer Men Lose Nitrate of Soda 
Cargo from Chile by Federal 


Commandeering. 


Just when the fertilizer men of Balti- 
more were hoping that they would get 
a considerable quantity of nitrate of soda 
with the arrival of the American 
auxiliary schooner Pauline at that port 
from Antofagasta, Chile, last week, the 
government requisitioned the quantity 
supposed to be available for agricultural 
consumption. This has naturally stimu- 
lated the inquiry for nitrate and tended 
to strengthen the market. Indications 
now give ground for the apprehension 
that the arrivals of nitrate of soda will 
fall far short of the needs of the ferti- 
lizer trade, the govermment, of course, 
having the first call on the receipts, The 
Pauline had been on the way much longer 
than the time usually required to make 
the trip, having been held from June 
21 to July 5 at the Panama end of the 
Panama Canal, as a result of reports 
that German submarines were operating 
in the North Atlantic off the coast of the 
United States. She was consigned to 
H. J. Baker & Bro. 


CAUSTIC SODA SUIT. 


J. C. Francesconi & Co., Defendant, 
Enters Counter-Claim of $1,050 
Against Stein, Hall & Co. 


Answer in the action begun against J. 
C, Francesconi & Co., Inc., by Stein, Hall 
& Co., alleging breach of contract for 
caustic soda, as recorded in the columns 
of the Reporter last week, has been filed 
by David R, Bernstein, attorney for the 
defendant. The defendant admits mak- 
ing the contract for the delivery of four 
cars of caustic soda, one car to be shipped 
monthly beginning September, 1917, and 
ending December, 1917. It is admitted 
that acceptance was made of the car of 
caustic soda which was required to be 
shipped during the month of September 
for which payment was made. Denial is 
made of other allegations appearing in 
the complaint with reference to the re- 
fusal of the defendant company to ae- 
cept shipments. It is stated that the 
plaintiff neglected to ship, according to 
contract, the allotment of caustic soda for 
October, November and December, 

The answer also sets forth that before 
the commencement of the action by the 
plaintiff, Stein, Hirsch & Co. transferred 
and assigned the assets of the latter to 
Leo Stein and Frank G. Hall, who in 
turn transferred the assets to the plain- 
tiff concern. 

The defendant sets up a counterclaim 
for damages by reason of alleged breach 
of contract on the part of the plaintiff 
in neglecting to make shipments as per 
contract. The defendant demands judg- 
ment on its counterclaim in the sum of 
$1,050, im addition to costs and disburse- 
ments, 
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Fire Insurance Committee, Paint, Oil 
and Varnish Club of New York, 
to Meet July 18. 


Luther Martin, chairman of the fire in- 
Surance committee of the N. P., O. and 
V., A., has called a special meeting of the 
Fire Insurance Committee of the Paint, 
Oil and Varnish Club of New York at his 
office, 135 William street, on Thursday 
next, July 18, at 12 o’clock sharp. As 
complete a representation as possible or 
the membership is desired, and the meet- 
ing will be of short duration. 


July 15, 1918. 


Dye Bases and Dye 
Woods. 


(Continued from page 91.) 


arrivals have been reported in many 
days, and none are expected, leaving 
the market in an entirely nominal po- 
sition, with prices heard ranging from 
$75 to $79 per ton for spot goods and 
73 for goods to arrive. 

Oe eTIC Stocks available for spot 
delivery are rapidly diminishing and 
prices are relatively firmer though at 
this time they show no change in 
price and the repeated figures of a 
55 per ton, are heard for small lots o 
the sticks, the price depending upon 
the quality and seller. Inquiry is re- 
ported moderate. Call for fustic ex- 
tract continues relatively large from 
dyers and firm prices are named for 
the various kinds. Sellers are asking 
27@28c. per pound for the solid, 14@15c. 
per pound for the 51-degree twaddle 
and 30c, per pound for the crystals. 

GAMBIER.—Increasing difficulty is 
being experienced by buyers in find- 
ing adequate supplies of gambier 
with no recent arrivals reported, and 
spot stocks getting very low. For 
the common kind, prices have ad- 
vanced generally to a level of 25@26c. 
per pound, with small offers at those 
figures, while the plantation kind also 
higher at 23@24c. per pound on the 
spot. Singapore cubes are almost en- 
tirely nominal at 35@35'ec. per pound 
and Java cubes are in fairly active 
call at 19@20c. per pound. 

INDIGO.—While supplies of vege- 
table indigo are restricted and there 
is a fair demand reported, prices 
show no quotable change, and are 
firm at the recently noted levels of 
$2.25@2.75 per pound for the Kurpah, 
Oudes and Guatemala kinds, and $3@ 
3.75 per pound for the Bengals. Mad- 
ras shows little movement at 90c. per 
pound, and Manila at 70c. per pound. 
It is stated that there are fairly large 
stocks of the material afloat and due 
to arrive soon, but it is not expected 
that these arrivals will have any de- 
pressing effect on the market as the 
bulk has been sold to arrive. Advices 
from Calcutta, India, under date of 
June 1, and relative to the market 
there report stocks on hand as total- 
ling 2,719 chests comprising 1,280 
chests of Behar cake indigo and 1,639 
chests of Oudes and Benares, The re- 
port says:—During the week this arti- 
Cle has received considerable atten- 
tion and the inquiry alluded to in our 
last report has resulted in further sat- 
isfactory progress being made with 
sales, 

LOGWOOD.—There thas been prac- 
tically no change in the situation in 
this market with possessors of the 
wood holding on to their stocks and 
not offering in the open market. 
Prices are nominal entirely at $45@50 
per ton for prime sticks on the spot, 
with no quotations obtainable on 
goods to arrive because of the inabil- 
ity of importers to tell when stocks 
will come in owing to the peculiar 
shipping situation. Inquiry for log- 
wood extracts continues heavy with a 
large movement of goods reported to 
consumers at the firm prices of 20@ 
2lc. per pound for the solid, 11%@ 
12%c. per pound for the 51-degree 
twaddle, and 9@10c. for the 42-degree 
liquid. Logwood crystals are holding 
at 21@27c. per pound, depending upon 
the quality. 

PRUSSIATE OF POTASH.—This 
market is without appreciable change 
and moderate offers are being made of 
the yellow prussiate on the basis of 
$1.08@1.10 per pound on the spot for 
domestic goods, while the Japanese 
material is quoted around $1.05 per 
pound, There is still a pronounced 
scarcity of the red prussiate of pot- 
ash, and this varies in price according 
to the views of the holders, who ask 
anywhere from $2.60 to $3 per pound. 

PRUSSIATE OF SODA.—Scattered 
resale lots of yellow prussiate of soda 
are reported passing to cOnsumers in 
urgent need of supplies, but otherwise 
buyers are holding aloof from the 
market and trading as a whole is 
quiet. Available supplies are still 
limited, however, to small quantities 
in second hands who are asking 58@ 
60c. per pound with some sales re- 
ported passing at 59c. per pound. Fu- 
ture deliveries are named at 55c. per 
pound, but attract little interest from 
purchasers, The spot prices represent 
a decline of 2c. per pound on the in- 
side figure under that of a week ago. 

QUEBRACHO. — The undertone of 
this market continues to show much 
strength, owing to the scarcity of the 
material and the constant good inquiry 
from tanners, Small lots are quoted 
py dealers at 91%4.@10c. per pound, 

MYRABOLANS. — Nominal prices 
and conditions continue to govern in 
this market, with no offers heard, In- 
quiry is fairly large and prices are 
various, from $60 to $65 per ton being 
heard for goods to arrive. Advices 
from Calcutta, India, relative to this 
article under date of June 1 last state: 
—The market for export is very quiet; 
local and country demand limited. 
Quotations for No. 1 picked yellow 
heavy nuts are Rs, 2-10, for ordinary 
No. 1 Rs, 2-4, for No, 2 mixed average 
nuts Rs, 1-14 to Rs. 2, for No. 3 rejec- 
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tions dark hollow nuts Rs. 1-8 to Rs. 
1-10 per B. md., weight, loose, for any 
delivery till June next. There are fair 
quantities of stocks in the country. 
This article is used chiefly for tanning 
purposes, 

QUERCITRON.—Continued large call 
is reported in this market, with stocks 
barely sufficient for the inquiry in 
hand and a probability that higher 
prices will prevail should the govern- 
ment grant export licenses that have 
been applied for. Nominally prices 
are without change at this writing and 
prompt shipments of the extract are 
quoted at 13@14c. per pound for the 
solid and 7@7%c. per pound for the 51- 
degree twaddle. 

STARCHES.—Features are absent in 
this market with a fairly large call 
reported, though of a routine character 
and stock about sufficient for the busi- 
ness in hand. Quotations are as fol- 
lows:—Globe pear! stars, in bags, $4.07; 
in barrels, $4.37; Buffalo corn starch, 
in bags, $4.25; in barréls, $4.55; Globe 
powdered starch, in bags, $4.25; in bar- 
rels, $4.55; Eagle finishing starch, in 
bags, $5.02; T. R. starch, No. 90 fluid- 
ity (hand-packed), $5.47; in barrels, 
$5.91; T. B. starch, No. 90 fluidity (ma- 
chine-packed), in bags, $5.42; in barrels, 
$5.76. Above prices are per 100 pounds 
in carload lots f. 0. b. New York. 

TURMERIC.—There has been some 
slackening in the demand for turmeric, 
that is for the Madras and China 
grades, and prices for those two quali- 
ties show a decline from the levels pre- 
valling a week ago. Fair sized offers 
of the material are being offered at 
9@10%c. per pound for the China grade 
and 11@12%c. per pound for the Ma- 
dras_ kind. The Aleppy material is 
hard to locate and nominal, while 
Pubna holds at 10%@l1l1c. per pound on 
the spot. Stocks are scanty at best 
in all grades and any sizable demand, 
it is stated, would send prices upward. 
Arrivals are slow and none are report- 
ed up to the present writing. Advices 
under date of May 26, from Calcutta, 
India, have the following to say of the 
market for turmeric there:—Limited 
sales are making for local and country 
consumption and occasionally for ex- 
port for prompt and near forward de- 
liveries on the ‘‘cash system” generally. 
No important sales are reported for 
Europe and America, New crop fin- 
gers and bulbs are moist and soft. Loss 
in weight for shrinkage is about 10 
per cent. Local and country retatr 
dealers are in evidence. 

ZINC.—There has been no important 
change in this market for several 
weeks. Routine business is reported 
passing and stocks are fairly liberal, 
‘with offers of domestic goods being 
made on the unaltered basis of 14@16c. 
per pound on the spot. 


DRUG MARKET. 


(Continued from page 82.) 


certain elements show _ increased 
strength at the close of the period. 
Beeswax has been in excellent request 
and shrinkage of stocks brought higher 
prices. Competition in carnauba No. 
3 chalky and North Country has been 
noted and lower prices eventuated. 


BEESWAX.—A. strong request devel- 
oped for all types of beeswax and on 
shrinkage of spot supplies the mate- 
rials have advanced until at the close 
of the market white pure was noted 
at 68@65c.; yellow crude, 42@48c.; re- 
fined, 45@46c. 

CARNAUBA.—Inquiry has been 
quieter during the period and compe- 
tition has ‘brought out lower prices In 
certain grades. Intrinsically, the ma; 
terials are as strong as ever, but hold- 
ings of material purchased at prices 
lower than those brought out by the 
increased shipment costs have weak- 
ened spot ideas. These developments 
are reflected in the lower prics ruling 
for North Country No. 3 and chalky 
waxes. The closing prices were at the 
following levels:—No. 1, 93@94c.; No. 2 
regular, 88@89c.; North Country No. 2, 
85@86c.; North Country No. 3, 77@78c.; 
chalky No. 3, 73@74. 

JAPAN.—Owing to the prevailing 
high shipment prices ruling in Japan 
spot sellers are holding for the time 
being and are turning their attention 
to such material as may be available 
on the spot. The high cost of the wax 
in Japan may be accounted for by the 
price the English market is willing to 
pay for material. This figure is placed 
as high as 28c. per pound. The spot 
price under competition was noted at 
23@24c. per pound on the spot. 


+o 


Bordeaux-Lead Arsenate as Made is 
Faulty, Says Fungicide Board. 








Manufacturers of Bordeaux-lead arsen- 
ate are informed by the Insecticide ana 
Fungicide Pcard, United States Depart- 
ment of Agriculture, that mearly or quite 
all of them are manufacturing a product 
which possesses a basic and serious fault. 
The fault consists in using entirely too 
much lead arsenate with respect to the 
copper present, or, putting it in another 
way, in using too little copper with re- 
spect to the lead arsenate present. It 
is the opinion of the board that this 
basic fault can never be overcome unless 


the various manufacturers change their 
formulas for making this mixture. 


THE 
SEMET-SOLVAY CO. . 


Manufactures and Sells 


Prime Yellow 
Prussiate of Soda 


U.S. P. Salicylic Acid 


Benzyl Chloride 
Benzaldehyde 


Nitrite of Soda 


Commercial 75% 
Calcium Chloride 


Solid and Granulated 
























Protective Paints for Iron 
and Steel 


Etc., Etc., Etc. 


SEMET-SOLVAY CO. 


SYRACUSE, N. Y. 





Ny ORK Ch sa MICAGS. Tu BOSTON, MASS 
Ne ore eae Tel: Harrison 8660 Tet.: Fortill 4990 





faCovers the Countny 
a) 


WE WILL SELL - 


Benzoate of Soda, U.S.P. 
Acetanilid, U.S.P. 
Castor Oil, U.S.P. 

Zinc Sulphate 
Calcium Carbide 


WE WILL BUY 


Acetic Acid, (Atl Grades) 
Sodium Sulphide 


(Chipped or Fused) 


Cream of Tartar 
Citric Acid 
Quinine Salts 


Benzoic Acid, U.S. P. 


Special Prices on large and small quantities. 


New York CHICAGO 
80) Reade St. || 227 West Huron Street 


Tel. Worth 8642 3-4-5-6-7-8 Tel. Superior 1927-8 
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The Mathieson Alkali Works 


At Saltville, Virginia, and at Niagara Falls, N. Y. 


Manufacturers of 


Pure Alkali, 58% 

Soda Ash, 48% and 58%, all densities 

Caustic Soda, 60”, 70”, 74”, 76% and 78% 
Eagle-Thistle Brand ¢ Powdered Caustic Soda 

Bicarbonate of Soda 

Bleaching Powder 

Liquid Chlorine 


Quotations Promptly Furnished for Spot 01 Forward Delivery 


ARNOLD, HOFFMAN & CO., Inc. 


SOLE AGENTS 
PROVIDENCE NEW YORK BOSTON PHILADELPHIA CHARLOTTE, N. C. 











Butterworth-Judson Corporation 


61 BROADWAY. NEW YORK 


Manufacturers of 


PICRAMIC ACID 


The best Intermediate for producing Chrome Browns 
that meet U. S. Government requirements 


| WORKS: 
Newark, N. J. Boston, Mass. Baltimore, Md. 


zs ’ A018 xa Chomnicals 


PERMANGANATE OF SODA 
SULPHATE OF ALUMINA 


FREE FROM IRON AND COMMERCIAL 


SULPHATE OF SODA 


POWDERED, ANHYDROUS, FOR STANDARDIZING ANILINE COLORS 


THE KALBFLEISCH CORPORATION, we'w'¥'o rx 


BROOKLYN, N.Y WATERBORY, CONN, ELIZABETHPORT, N.]. ERIE, PA. CHATTANOOGA, TENN. 
PROVIDENCE, - a a 7 ae Eee ae eee’ oer 
Fourth N Chemical Industr ace, New York, We 
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Saturday Noon, July 13, 1918. 


With a few exceptions the general list 
of chemicals in the market at New York 
shows more firmness, and prices in many 
cases show new high levels over those 
recently prevailing. Both the better 
feeling and the price increases are due 
not so much to a better demand as to a 
more pronounced shortage of available 
supplies. Producers of many of the 
items report that they are sold up for 
some time ahead, while the supplies re- 
maining in second hands are not suffi- 
cient to meet the relatively good inquiry 
in those particular cases. The constantly 
growing costs of production may also 
be taken as a factor in raising prices, as 
well as in being more Or less responsible 
for the shortage of materials, as manu- 
facturers are finding it hard to get 
labor, and such as they do get is not 
conducive toward quantity production, 
though obtaining higher wages. 

Then, again, must of the output, if 
not the entire quantity, of some of the 
items is going to meet government war 
needs, leaving only the scantiest quan- 
tities available for other consumers. In 
such cases substitute chemicals have 
been used, but, as would naturally be 
expected, these substitutes have also 
reached the limits of demand generally, 
and they have followed the course of the 
others generally. The war demand for 
acids has had a very noticeable effect 
along the lines mentioned, and recent 
price-fixing action by the government 
in regard to sulphuric and nitric acids, 
it is reliably stated, is soon to be fol- 
lowed by similar action in regard to a 
number of the other acid descriptions. 

One of the sharpest advances scored 
during the week is that in alum, prices 
for which have advanced from % to Ic. 
per pound for all kinds, owing to the 
increasing scarcity of the article and 
the announced withdrawal of one of 
the leading producers, who reports 
that he is sold up for some time to 
come. Sulphate of alumina, while un- 
changed at present, is reported as 
nearing the nominal state and very 
hard to obtain, with only the smallest 
kind of lots available to meet a rela- 
tively good call. Arsenic is hard to ob- 
tain, with some small offers reported, 
and arsenate of lead is receiving a 
rather good demand, with moderate 
stocks. There is increasing shortage in 
regard to silicate of soda, and the 
Same is even more true of the sulphide 
of soda, with rather sharp advances 
reported jin the prices of the_ last 
named. Blue vitriol has been moved 
up in price because of the increased 
cost of the basic raw copper and a 
very good off-season demand from ex- 
port sources. 

The so-called market leaders have 
not received any better inquiry and 
are still in a rather easy position, 
though the prices for the same are a 
shade higher in some directions be- 
cause of a belief in the trade that a 
better inquiry should soon prevail for 
the caustic, while at the same timé 
there is a fair movement of the ash 
for export. Consumers, however, are 
failing to exhibit any large inquiry in 
shipments of either material for the 
balance of the year. Meanwhile, con- 
tract deliveries are rather large, and 
holders are being pressed to find stor- 
age room. Bleaching powder is re- 
ceiving an unusually good inquiry for 
this time of the year, and it is stated 
that producers are increasing their 
output to care for the better demand. 
Prices for the material are ruling 
steady and unchanged. 

Latest advices from London give the 
following quotations for chemicals in 
the market at Paris, being in francs 
per 100 kilos:—Ordinary alum, in 
lumps, 90; chrome alum, 600; boric 
acid, 240; industrial, 50 per cent. lactic 
acid, 300; tartaric acid, 900; crystal- 
lized 98-100 per cent. acetic acid, 750; 
oxalic acid, 580; 70 per cent. formic 
acid, 395; 20-21 muriatic acid, 40 to 45; 
53-degree sulphuric acid, 20; 30-degree 
bisulphite of soda, 40; refined crystal 
borax. 157; bichromate of potash, 1,200; 
bichromate of soda, 400; dried chloride 
of calcium, 140; sulphate of magnesia, 
55; hyposulphite of soda, 80; crystal- 
lized carbonate of soda, 25; crystal- 
lized sulphide of sodium, 90; concen- 
trated sulphide of sodium, 150; zinc 
white, 285; 40 per cent. formol, 550; 48 
to 50 per cent. paraffin, 550. 

In the following will be found more 
comprehensive reports of the activi- 
ties of the markets for the principal 
items at New York, together with sum- 
maries of the chemical markets at 
London and Liverpool:— 


CHEMICALS: 


ACETATE OF LEAD.—There con- 
tinues to be what can ibe termed a 
strong call from consumers of acetate 
of lead, this applying to all grades. 
Little change has occurred in the basic 


Chemical Market 


Unless otherwise specified, our prices are those prevailing in the New 
York Market, and are for large quantities. Complete prices current will’ 
be found on pages 3, 4, 5, 6, and table of contents on page 2. 
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conditions governing this market, and 
prices heard are repeated at 155%@16c. 
per pound for the brown broken, 17@ 
17%c. per pound for the white crystals 
and 164%@lic. per pound for the white 
broken quality. The granular mate- 
rial holds at 174%@18%c. per pound, 
quality and quantity governing. Sup- 
plies are still moderate, being about 
sufficient for the inquiry. 

ACETATE OF LIME.—No business 
other than that subject to the estab- 
lished regulations and prices is being 
done in the market for acetate of lime. 
Prompt shipments are quoted at $4@ 
4.05 per hundred pounds by the pro- 
ducers, who are not seeking new busi- 
ness at this time. 

ALUM.—Higher prices are asked for 
the various qualities of ammonia alum, 
the increase being due to the inability 
of producers to get satisfactory labor, 
together with constantly growing 
costs of production Prompt shipments 
of the lump material are now held at 
4%@ic. per pound, while the ground 
rules at 54@5'4c., and the powdered at 
542@5%e. per pound. Chrome ammo- 
nia alum holds at 18@19c. per pound, 
and chrome potash at 20@21c. per 
pound, while potash lump is slightly 
higher at 84%@9\%c. per pound, prompt. 
There is a fair call for the material, 
and the undertone is distinctly firm. 
One of the largest producers of the 
ammonia qualities has withdrawn 
from the market, being well sold 
ahead. 

ALUMINUM HYDRATE.—Firmness 
continues to be the outstanding fea- 
ture of this market, with a moderate 
amount of routine business reported 
at the unchanged levels of 17@19c. 
per pound for light quality and 11@ 
13c. per pound for the heavy, prompt. 

ANTIMONY OXIDE.—There is a 
steady to firm undertone in this mar- 
ket, with offers less freely made owing 
to the fact that stocks are not too 
plentiful, while a fair volume of rou- 
tine business is passing. No change 
had been reported in prevailing prices, 
however, and prompt business is 
quoted on a basis of 15@16c. per pound 
for the oxide, 13%@1l4c. for the needle, 
25@26c. for the sulphuret red and 28@ 
30¢c. per pound for the golden. Crim- 
Son antimony holds at 45@47c. per 
pound. 

AQUA AMMONIA.—Fewer offers of 
aqua ammonia, that is, the 26-degree 
grade, are heard from second hands, 
who ask somewhat nominal prices, 
ranging from lic. to 20c. per pound 
for spot goods, The fixed price for 
this grade is 8c. per pound, and ef- 
forts are being made to prevent high- 
er figures than that being quoted to 
producers of war materials, who are 
forced from time to time to enter the 
spot market for urgent supplies. It ig 
believed that the shortage in this mar- 
ket will be checked soon, with the 
putting into operation of the govern- 
ment nitrate plants, releasing quanti- 
ties of ammonia now being absorbed 
for munitions making. There is, how- 
ever, a very strong call for ammonia 
from all sources, it being, in fact, of 
an unprecedented character. 

ARSENATE OF LEAD.—Supplies 
of this chemical] description are becom. 
ing more difficult to obtain, owing to 
an increased demand from new con- 
sumers, and the market shows a rela- 
tively firmer tone, though prices have 
not been changed up to the present 
writing, and leading producers con- 
tinue to name nominally the same 
prices at 15@18c. per pound for the 
paste material, and 31@36c. per pound 
for the powdered, according to quan- 
tity and style of package. 

ARSENIC.—Limited quantities of 
white arsenic are being offered in the 
market by dealers representing foreign 
producers, while domestic manufac- 
turers continue to hold aloof because 
of their soOld-up position generally. 
Prices there show a wide range from 
the established government price of 
9%4c. per pound for carloads to 17%e. 
per pound for small quantities from 
outside sources. There is a good de- 
mand reported. 





BARIUM CHLORIDE.—Stocks' of 
prime barium chloride are not bur- 
densome, and the market shows rela- 
tive firmness under a routine call 
from the usual trade. Prompt ship- 
ments of the 99-per cent. quality. are 
named at the repeated figure of $100 
per ton, while the lower tests range 
down to $65 per ton for the 80-per cent. 
kind. 

BLEACHING POWDER. — While 


second hands are still making moder- 
ate offers of prime bleaching powder 


in resale lots at 2@2%c. per pound for 
domestic drums, producers report that 
a good business is still passing with 
them on the bais of 2%c. per pound, 
and it is stated in some quarters that 
production is being increased some- 


what to care for the unusually good 
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C. Tennant, Sons & Co. of New York 
100 William Street, New York 





Norwegian 
Nitrite of Soda 


FOR IMMEDIATE DELIVERY 


Liquid Chlorine 


Our product is practically 100% pure 


Electro Bleaching Gas Company 


Maoufecturers of Liquid Chlorine 
Works: Office : 
Niagara Falls, New York 18 East 41st St., New York 








Soda Fluoride 
Hydrofluoric Acid 
Nickel Salts 

Zinc Sulphate 


Neutral Soda Soda Ash Caustic Soda 


Powdered—Glass, Pumice, Antimony, Blue Vitriol 


John C. Wiarda & Co. 


Manufacturers and Dealers 
Largest and most eomplete stock of Heavy Chemicals — Prompt Deliveries 
Green, Provost and Freeman Street, BROOKLYN, N. Y. 


Copper and Zinc Carbonates 
i som and Glauber Salts 


Bone Ash _— Barium Chloride 





MANUFACTURING CHEMISTS 


BOSTON, MASS, 


Acetic, Muriatic, Nitric, Oleum 
Sulphuric and Battery 


Merrimac Chemical Co., 
AUIDS: 


ALUM SULPHATE OF ALUMIN HYDRATE OF ALUMINA, 
RIDE OF ALUMINA, GLAUBER’S SAL’ SALT CAKE, NITRATE OF [RON, 
OF SODA, BISULPHITE OF SODA—Powdered aud Liqnid, 


AMMONIA AGES and, Aniydrons, SULPHIDE “OW SODICM Cong. and Crm 
W. H. & F. JORDAN, JR., Inc. 
IMPORTERS and EXPORTERS 


Founded 1778 
Albumen Egg Yolk 


Tapioca Flour 
Rice Flour Agar Agar 


All Grades 
Sago Flour 
Potato Flour Corn Flour Corn Starch 





NEW YORK PHILADELPHIA CHICAGO 


Webster Bidg. 


218 No. Delaware Ave. 


90 Wall Street 
CHLORIDE 
CARBONATE 
HYDRATE 


BARIUM && 


Chicago Copper & Chemical Co., Wren mie giao 





ESTABLISHED 1865 


FERGUSSON BROTHERS 


PHILADELPHIA, PA. 


Blue Vitriol 
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All tests. Light and Dense. Also 
Soda Ash Granular irae. which is most 


economical for Glassmakers. 


; M All _ Fused, Ground 
Caustic Soda 2" tes... Fused: Groun 





Highest 


Bicarbonate of Soda Uniform 


a «0 —Quaility. 
Guaranteed under the Pure Food and Drugs Act. 


Carbonic Soda Pros an 


bonated Waters. 


“MICHIGAN ALKALI CoO. 


Two Plants at Wyandotte, Michigan 





For Prices, Terms, etc., Apply to 


Edward Hill’s Son & Co., Inc. 


SOLE AGENTS 


Chicago NEW YORK St. Louis 


CABLE ADDRESS, LYCURGIS, NEW YORK 


GENERAL CHEMICAL CO 


MAKERS OF 


STANDARD CHEMICALS 


NEW" YORK PHILADELPHIA BUFFALO CLEVELAND CHICAGO ST.LOUIS 
PROVIDENCE BRIDGEPORT SYRACUSE EASTON PITTSBURG GAN FRANCISCO 


DISTRIBUTORS OF 
BAKER & ADAMSON 


STANDARD CHEMICALLY PURE 
_ ACIDS AND SALTS 


MANUFACTURERS 27 CEDAR ST. NEW YORK 


‘T BICARBONATE>*SODA»=SALERATUS 


teem SAL SODA p SALSODA 


MANUFACTURERS OF THE 160 TED 
Agove WELL nvowtseios AL COQNCENTRA!..; MONO-HYDRATE. 
THE PUREST AND BEST, QUALITY AND WEIGHT, ALWAYS GUARANTEED 
ZENITH CARBONATING POWDER 
FOR BOTTLERS USE AND MANUFACTURERS OF CARBONATED WATERS 
>MORE ECONOMICAL AND PURER THAN MARBLE DUST or WHITING 
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demand which exists for this season 


of the year. Export drums are quoted 
up to 3%c, per pound, depending upon 
quantity, container and seller. The 
market is very steady. 

BLUE VITRIOL.—See 
copper sulphate. 

BICARBONATE OF SODA.—Pro- 
ducers of bicarbonate of soda are still 
largely sold up, and tHere are only lim- 
ited quantities or resale material to 
be found in the local spot market at 
the unchanged prices of 3@3%c. per 
pound for barrels, with the usual 15c. 
per hundred pounds added for kegs. 
Nominal prices at producers’ works are 
24%@2%c. per pound for barrels. 

BRIMSTONB.—No prices are heard 
in the market for brimstone at the 
present writing, with the government 
taking over control of the industry. 
Action by the government setting a 
fixed price for sales to all consumers 
is being awaited by the trade. Mean- 
while, producers are working at ca- 
pacity to meet the continued enormous 
demand. 


CARBONATE OF POTASH.—This 
market is quiet, with offers fairly free, 
but arousing only small interest from 
consumers, the largest element of 
which appears to have had its wants 
satisfied for the present, and the mar- 
ket, therefore, shows a somewhat un- 
steady tone. Nominally, prices are un- 
changed, however, and spot goods are 
being quoted on the old basis of 38@ 
40c. per pound for the 80@85 per cent. 
calcined, 40@45c. for the 85@90 per cent. 
calcined, and from 65 to 75c. per pound 
for the 96@98 per cent. kind. 

CARBONATE OF COPPER.—At 29 
@30c. per pound, prices for spot lots 
of carbonate of copper are unchanged. 
There is a routine movement of small 
volume reported in a fairly steady 
market. New developments are absent 
in the trading, with stocks moderate. 

CARBONATE OF ZINC.—There is 
still nothing more than a routine move- 
ment reported in this market, and it 
is without particular feature. Prices 
are nominally without change at 22@ 
24c. per pound, according to quantity 
and seller. Reports of 18c. per pound 
being obtainable in one direction con- 
tinue. 

CARBON TETRACHLORIDE.— 
Firmness prevails in this market, with 
a steady movement of goods to con- 
sumers. Offers are more tightly held 
owing to the limited nature of supplies, 
though prices are nominally without 
change at 15% @22c. per pound, ac- 
cording to quantity and seller. 

CAUSTIC POTASH.—With business 
in this market confined principally to 
small lots and not many at that at the 


report on 
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beginning of the week, leading factors 
lowered prices to 77%c. per pound for 
shipments of 88@92 per cent. quality at 
works, 80c. per pound being the gel- 
erally prevailing spot price. Demand 
had improved slightly toward the close, 
but not sufficient to warrant any up- 
ward price movement. There has been 
no change in regard to the lower test, 
which rules at 61@63c. per pound, with 
the ins‘de price applying to large ship- 
ments at works 

CAUSTIC SODA.—Though there has 
been virtually no improvement in the 
demand in the market for caustic soda 
prices are steadier, owing to a feeling 
among the majority of leading sellers 
that improvement will soon take place, 
and they are, therefore, refusing to 
shade 4c. per pound for their holdings 
of the solid 76 per cent. soda, some sell- 
ers asking up to 4%c. for small quanti- 
ties. There are still reports that a shade 
under the inside figure may be done 
among sOme second hands, but no open 
offers are being made thereat. Contract 
arrivals continue fairly large, forcing 
some pressure of offers. Little interest 
is being shown by consumers in -ship- 
ments over the remainder of the year, 
such business being nominally priced at 
4%c. per pound. Good contracts are re- 
ported having been placed for 1919 de- 
liveries at 3%c. per pound for the 60 
per cent. material. Flake caustic for 
delivery next year is quoted at 4%c. 
per pound, while 6c. per pound is asked 
for spot goods. 

CHLORATE OF POTASH.—Business 
is quiet in the market for chlorate of 
potash, and resale lots are still being 
offered ‘by second hands at 39@41c. per 
pound for both the powdered and crys 
tallized materials of domestic manu- 
facture. Producers are asking 40c. per 
pound for future deliveries. 

CHLORATE OF SODA.—There has 
been little change in this market, with 
the amount of goods in second hands 
very small and tightly held at 24c. per 
pound, Producers are confining their 
sales to consumers only, and sales have 
been reported at the basis of 18c. per 
pound to such. The trading is rather 
quiet at this time, though in fair vol- 
ume. 

COPPERAS.—This market shows 
nothing but a routine movement, and 
there is little of feature to the situation, 
with trading confined to the usual chan- 
nels and goods moving at the recently 
noted price level of $1.50@1.75 per 100 
pounds. Stocks are about even with the 
inquiry, and there are no surplus sup- 
plies to be found. 

COPPER SULPHATE. — Increased 


cost of basic copper together with an 
unprecedented good demand for this 
time of the vear, has brought about an 


advance of prices for copper sulphate. 
The large 99 per cent. crystals are now 
quoted by producers on a basis of 9% 
@9%c. per pound, while the smaller 98 
@99 per cent crystals are named at 9@ 
9%c. per pound. There are still, how- 
ever, to be found some small resale lots 
of the material in the hands of other 
sellers who ask fractionally lower fig- 
ures for their offers. The market is 
very firm at the advance, 

CREAM OF TARTAR.—No improve- 
ment has been noted in the matter of 
available supplies in this market, and 
only limited quantities are to be found 
among second hands, with producers 
still out of the market and confining 
their efforts to meeting old contract 
specifications. Nominally prices are 
without change, and range from 66%%c. 
per pound named for crystals by pro- 

cers 1o 78c. per pound among second 

nds. The powdered material is simi- 
larly quoted at 67@78%%c. per pound. 

CYANIDE OF SODA. — Steady 
prices are named in the market for 
cyanide of soda, prompt shipments be- 
ing quoted at 40@42c. per pound, with 
business comparatively quiet at 
present and routine generally. 

FLUORIDE OF SODA.—Stocks of 
fluoride of soda available for spot de- 
liveries are not large, while at ths 
same time trading is rather quiet at 
present. There is, therefore, little 
change in the situation, and prices are 
nominally the same as a week ago at 
17@18c. per pound. 

GLAUBER’S SALT.—Leading fac- 
tors in the market for glauber’s salt 
report that there has been no appre- 
ciable change in the situation, and 
prices are the same on the basis of 
$1.50 per hundred pounds for large 
shipments, while some dealerg are 
asking up to $3 per hundred pounds 
for restricted lots on the spot, there 
being only very limited supplies of the 
material outside of producers’ hands, 
while the latter are finding a ready 
outlet for their production. 

NICKEL SALTS.—Offers of nickel 
salts, both the single and the double 
qualities, are moderate, but there is 
not much activity in the market at 
present. Prices are holding at the re- 
cently noted range of 12@13c. per 
pound for the double salt and 14@15c. 
per pound for the single quality. 

NITRITE OF SODA.—Both prompt 
and forward shipments of nitrate of 
soda are quoted at 28@30c. per pound, 
with business generally quiet at the 
present time, and of a routine char- 
acter. The inside figure named pre- 
vails for goods of domestic manufac- 
ture, while the Norwegian product 
rules at 29c. per pound in a large way, 
and up to 30c. for small lots. 


DIAMOND ALKALI Co. 
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PHOSPHORUS.—Limited offers are 
still being made in the market for 
phosphorus at the recently noted prices 
of $1.35@1.40 per pound for the yellow 
grade on the spot and $1.15@1.20 per 
pound for the red. Trading is fairly 
active, while supplies are still re- 
stricted. 

SAL SODA.—Scarcity of containers 
is hampering this market to a large 
extent, and the condition appears to 
be getting more difficult of, solution. 
Goods on the spot are more scarce, 
and prices running from $165 to $175 
per hundred pounds are heard for re- 
stricted lots. Producers name more or 
less nominal figures of $1.35@1.50 per 
pound for shipments at works, and are 
not asking much business because of 
their sold up position. 

SALT CAKE.—As for a number of 
weeks past, this market shows no ap- 
preciable change, with goods moving 
as steadily from producer to consumer 
as transportation conditions will allow, 
and prices ruling the same or at a 
range of $30@35 per ton for the refined 
glassmakers’ grade, and $20@25 per 
ton for the unrefined, prompt. Mak- 
ers of this commodity state that there 
is at no time any excess of supply 
owing to the nature of the output, 

SILICATE OF SODA.—Inquiry for 
the 40-degree silicate of soda is very 
active at present, while at the same 
time stocks on the spot are decidedly 
scarce, and small resale offers are be- 
ing made on the basis of 2%c. per 
pound, with producers naming $1.95@2 
per hundred pounds for future deliv- 
eries. There are virtually no offers 
heard of the higher or 60-degree test 
in the open market, with producers re- 
porting that their output is being 
taken up by old specifications to soap 
manufacturers and allied lines. 

SODA ASH.—Though there has not 
been any material increase in interest 
On the part of domestic consumers, 
there is a better inquiry from export 
Sources, and prices are slightly firmer 
and higher. There is, however, very 
little attention being given to deliv- 
eries over the remainder of the year, 
and these are placeable, it is stated, 
around the spot figure. The light 58- 
per cent. ash is now quoted at 2@2\%c, 
per pound in bags, and 25@2%c. per 
pound in barrels. Dense 58-per cent. 
ash is still scarce and quoted by sec- 
ond hands at 3%@3%c. per pound in 
bags and 3%@4c. per pound in barrels. 
Deliveries over 1919 are being offered 
at the unchanged figure of 2%@2%c., 
per pound for the light, basis 48 per 
cent., and 10c. per 100 pounds higher 
for the dense, basis 48 per cent. 

SULPHATE OF ALUMINA.—This 
market is in a more or less nominal 
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position, with producers largely sold 
up-and very scanty stocks on the spot. 
Prices are without apparent change at 
3%@4c. per pound for the iron free, 
and 24@2%c. per pound for the com- 
mercial. It is stated in some quarters 
the higher prices may soon prevail, 
because of the inability of producers 
to meet the large inquiry which is re- 
ported. 

SULPHIDE OF SODA.—Producers 
of this. chemical description are vir- 
tually out of the market for new busi- 
ness, because of their sold up position, 
and the quantities of both grades of 
the sulphide, which are available on 
the spot in second hands, is extremely 
small. Prices have, therefore, been 
rather sharply advanced, and the new 
levels are being maintained compara- 
tively easy, because of the continued 
g0od inquiry noted. For spot lots of 
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C. P. Chrome Yellow 
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Hellenic Chemical & Color Co. Inc. 
. Manufacturers and Dealers in 
EVERYTHING IN ANILINE DYES 
DRY COLORS AND CHEMICALS 
We Supply the Hard-to-get 
Hellenic Prices are always below the Market. 


Made in Glens Falls, N. Y. 
WE OFFER THESE PRODUCTS: 


Para Reds—Para Toners Toluidine Red Toners 
Prussian Blues (Soluble and Insoluble) 
We specialize in Pulp Colors for Wall Paper 


and Surface Coating Trades 
SAMPLES AND QUOTATIONS UPON REQUEST 


Imperial Color Works, Inc. 


Glens Falls, N. Y. 
New York Sales Offices— Rooms 914-916-918 Marbridge 
Building, Broadway and 34th Street 
Chicago Oftice—3801 So. Ashland Avenue 


EXTRACTS 


For immediate delivery 


Hypernic 
Hematine, Crystals and Paste 


Imperial Dyewood Company, Inc. 


AFFILIATED WITH 
John H. Heald & Co., Inc., Lynchburg, Va. 
Imperial Color Works, Inc., Glens Falls, N.Y. 


New York Office—Rooms 914-916-918 Marbridge Building, Broadway and 34th Street 
Chicago Oftice— 3801 So, Ashland Avenue 
San Francisco Office—808-804 Postal Telegraph Building 


Factories—Glens Falls, N. Y.; Lynchburg, Va. 
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resale materia] the prevailing level is 
now 6%@7c. per pound for the 60 per 
cent, fused in iron drums, and 4c. and 
higher for the 30 per cent crystals. 
Recent reports stated that two cars oO 
the 60 per cent. grade had been sold, 
September delivery, on a basis off 6c. 
per pound. / 
TIN BICESLORIDE.--There are vir- 
tually no offers of bichloride of tin 


in the jocal spot market, and pro- 
ducers are not seeking new business, 
because of their inability to ae 
necessa raw materials to keep u 

‘is Nominal- 


with existing specifications. 
ly, prices canes from 28c. to 29c. per 
pound for spot goods. 

TIN OXIDE.—This market is in the 
same position as the bichloride ef tin 
market, with stocks practically unob- 
tainable in the spot position ani pro- 
ducers not offering new business. The 
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nominal price heard for prompt ship- 
ments is $1@1.10 per pound, with no 


offers. 
ACIDS, 


Virtually all acids continue to be 
hard to locate in anything like sizable 
quantities in the local market, and the 
previously noted nominal prices con- 
tinue without change in most cases. 
Several of the acids are offered in 
small parcels, and trading in such has 
constituted the bulk of the jpusiness 
reported passing during the past week. 
Aside from the recent establishment 
of set prices for sulphuric, nitric and 
oleum, probably the most important 
development of the week in the acid 
market has been a further sharp ad- 
vance by producers of tannic acid. 
Higher prices have been brought about 
for that description by the constant 
demand of large volume and increas- 
ing costs of production. The net ad- 
vance in both grades of the acid was 
8c. per pound. Strong consumers de- 
mand continued at the close for both 
sulphuric and nitric acids, and this 
was likewise the case for acetic, mu- 
riatic and several others. Oxalic con- 
tinued quiet and was more or less 
freely offered at unchanged prices. 

ACETIC.—Lower price levels are 

named in some directions for the va- 
rious qualities of acetic acid held by 
second hands, with a wide range heard 
amcng such interests for the glacial 
9) per cent. which rules’ at 55@63c. 
rer pound on the spot. The 26 per 
cent is comparatively freely offered at 
1/4@18%c. per pound, and the 58 per 
cent, at 26%4@27%c. per pound, Pro- 
ducers, are, however, selling their out- 
put under the recently established 
price levels of the government, termed 
government because of their having 
been set by producers after an agree- 
ment with the War Industries Board. 
These prices have caused an easier 
trend in regard to prices of second 
hands. 
_ BATTERY.—No change is noticeable 
in the market for battery acid, and 
offers are virtually nil in the open 
market here. Prices are nominal, 
therefore, 

CRESYLIC.—For spot shipments of 
the 95@97 per cent acid in this market 
the generally prevailing price is $1@ 
1.20 per gallon, according to quantity 
and seller. The 50 per cent. kind holds 
at 75@80c. per gallon, and the 25 per 
cent. at 40@45c. per gallon on the spot. 
There is a fairly good call reported 
and stocks are fair. 

MURIATIC.—Large consumers are 
showing a lively interest in this mar- 
ket, and this in combination with a 
good call from other sources is giving 
the market a strong position, stocks 
being restricted, and there is no indi- 
cation that they will be more plentiful 
in the near future. Prices are more 
generally nominal in the local spot 
market at 2@2%c. per pound for the 
18 degree in carboys, 24@2%c. for the 
20 degree, and 2%@3c. per pound for 
the 22 degree. Some sellers are ask- 
ing up to 3%c, per pound for small 
lots of the high-test material, 

NITRIC.—No offers of nitric acid are 
heard from second hands, and produc- 
ers are not seeking further new busi- 
ness at present because of their pre- 
viously noted sold-up position. The 
recently established government quota- 
tions rule, and they are on a basis of 
844c. per pound for the 42-degree acid 
in large quantities and 7%c. per pound 
for the 40-degree acid. The price of 
the 38-degree acid has been set at 7c. 
per pound and 7\%c. per pound governs 
sales of the 36-degree kind, at produc- 
ers’ works. 


OXALIC.—There has been no change 
in this market, with interest on the 
part of consumers relatively small and 
without feature. For moderate lots of 
goods on the spot, second hands are 
asking 43@44c. per pound, while pro- 
ducers quote 42c. per pound for prompt 
shipments. There continues to be 
rather keen competition noted, and the 
market is just about steady in tone. 

SULPHURIC.—As has been previ- 
ously noted in this market, producers 
are confining their efforts apparently 
to caring for the enormous demand for 
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their product for government con- 
sumption, and in filling old contracts. 
giving them small chance to enter the 
lodal market. Sales are being made 
on the basis of the recently establishe1 
prices of $28 per ton for the 66-degree 
sulphuric and $18 per ton for the 60- 
degree acid. There are virtually no 
offers of spot resale lots heard at 
present from second hands, 

TANNIC.—Owing to the constant 
heavy demand from consumers of this 
acid and the continually increasing 
cost of production, manufacturers of 
tannic acid have advanced their quo- 
tations sharply and restricted supplies 
are being offered on a basis of $1.48 
per pound for the U. S. P. in bulk and 
68c. per pound for the technical qual- 
ity. The market is decidedly firm at 
the new level. 

TARTARIC.—Little change is noted 
in this market, with prices firmly main- 
tained at 86@95c. per vound for the 
crystals and 85@94c. per pound for the 
powdered. The inside figures in both 
cases are those of producers, who ara, 
however, not offering, while the out- 
side is generally asked for small resaie 
lots held by second hands. There ig a 
heavy demand, and only limited sup- 
plies available. 


Philadelphia Chemical Market. 
Philadelphia, July 12, 1918. 


CAUSTIIC SODA—Has shown very little ac- 
tivity since last report, with a rather light 
demand, and in consequence slightly lower fig- 
ures, and standard high tests on spot or nearby 
can be had at 4.25@4.50c., with limited quan- 
titles offering. Contracts over next year con- 
tinue to be quoted at 3%@3%c., basis of 60 
per cent., f. 0. b. works, for the high tests. 
Ground high test is held at 6@6.50c, 

SUDA ASH—Has shown little change, and 
ordinary 58 per cent. in bags can be had at 
2.35@2.50c., or 2.50@2.60c,. for barre!s, with 
very little offering, and the depression is due 
chiefly to lack of demand and the occasional 
eagerness to dispose of parcels rather than 
store. Contracts for 1919 are held at 2.25@ 
2.50c., basis of 48 per cent., f. 0. b. works, 
for the light 58 per cent., with the usual 
advance for the dense 58 per cent. 

SAL SODA—Is scarce on spot, with producers 
fully sold up and not offering, and second 
hands asking 1.65@1.75c. for prime brands in 
barrels Producers’ nominal figures continue 
at 1.35@1.40c. 

BLEACHING POWDER—Continues _ fairly 
steady, with producers firm at 244c. for prompt 
and forward deliveries. Some _ second-hand 
parce!s, however, can be had at below these 
figures in large drums, ; 

NITRATB OF SODA.—Buyers are awaiting 
arrivals under their new contracts under gov- 
ernment control, with stocks well exhausted, 
and it is difficult to obtain anything on spot. 
Nominal figures are 5@5.25c. for the 95 per 


cent. 
—_———“q70~“-o——_—- 


CAUSTIC SODA DECREE 


In Brazil Modified to Recognize Low 
Production Cost. 


The President of Brazil, acting upon the 
recommendation of the Minister of Agri- 
culture, Industry, and Commerce, has 
modified, by Decree No. 13,009, of May 4, 
1918, the terms of his previous decree (No. 
12,921, of March 16, 1918), relating to the 
establishment of catstic soda factories in 
Brazil. 

The previous decree provided that the 

etitioner shou]d present documents prov- 
ng that he is the owner of hydroelectric 
power, or has a contract to be furnished 





with it in a sufficient quantity for the 
operation of the factory he intends to 
install. 

By the new decree, this provision is 


amended to the effect that the petitioner 
shall present documents proving that he 
is the owner of hydroelectric power, or 
has a contract to be furnished with it, 
in case electric installation be used, 

The previous decree also stated that 
preference would be given to proposals 
to operate the factories within the short- 
est time, and if the periods be equal, then 
to those having the largest capacity of 


production. 
This article has been mofgified in the 
new decree to read:—‘‘Preference will be 


given to the proposals according to the 
following tests:—(1) The lowest cost of 
production of caustic soda; (2) the largest 
capacity of production; (3) the shortest 
time for the construction of the factory.”’ 


Chemical Service Praised by Chief of 
Staff, Gen. Peyton C. March. 


Washington, July 13, 1918. 


Tribute to the part that the chemical 
service is playing in helping the United 
States and the Allies to win the greatest 
war in history is paid by Gen. Peyton C. 
March, chief of staff, in a statement to 
the press. He says:— 

The matter of the use of gas in our service 
has iecently been consolidated by organizing 
what we call the chemical warfare service, 
under Major General Sibert, and this under 
presidential order has taken over the Bureau 
of Mines and experiment stations heretofore 
conducted by a great number of agencies, and 
is now being pressed forward under General 
Sibert into a very large and important section 
of army work. Chemical service in France 
was formerly called the gas service. General 
Pershing hag been directed to make his or- 
ganization conform to the organization adoptea 





here, and the chemical warfare service is the 
title now given to that section in France also 
In that connection the tribute which has been 
paid to the fine work of our chemists under 
the Bureau of Mines is thoroughly deserved. 


They have really done unusually good work, but 
the work now coming under one directing head 
will show the fine results achieved from unity 
of command everywhere. In order to have suc- 
cess In modern war you cannot have four or 
five men doing the same thing. 
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-The Columbia Chemical Co. 


BARBERTON, OHIO 


MANUFACTURERS OF 
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Main Office: Cincinnati, Ohio 


eee ———— 


Cocaine Hydrochloride 


Morphine Sulphate and Muriate 


Salicylic Acid 
Saccharine 
Benzoate of Soda and Acid 
Cream of Tartar 
Tartaric and Citric Acid 
Coumarin 
Naphthalene Flakes and Balls 
Yellow Prussiate’'Soda 


Quinine 


Kpsom Salt 


Bicarbonate of Soda 
and Other 


Drugs, Chemicals, Dyestuffs 


B. BROWN, Inc. 


237 WATER STREET 
BEBKMAN 2025 
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FULL INFORMATION SUPPLIED BY 


The Isaac Winkler & Bro. Company 


SOLE AGENTS 


‘Kettles 


for the 


Chemical 


and 


Allied Industries 


NITRATING KETTLES—We have a standard line of these 
units ranging in sizes from five (5) gallons to five hundred (500) gal- 
lons, each equipped with stirring device, bevel gears, tight and loose 
pulley and cover having all the necessary openings. A sheet steel 
jacket is furnished through which oil, steam or water can be circu- 
lated. Where desired an internal cooling cylinder is provided. 

REDUCTION KETTLES—Made in standard sizes equipped 
with powerful rake stirring device and with cover having all of the 
necessary openings, thermometer and charging funnel. The interior 


of the kettle is lined with sectional, removable cast iron slabs, so ar- “ 


ranged that they can be removed and renewed through large man- 
hole, thus eliminating the necessity of removing the cover. Each 
reduction kettle is fitted with a special patented discharge valve. 
SULPHONATING KETTLES—These units made in a variety 
of sizes and are similar to the ‘‘Devine”’ Nitrating Kettles described 
above. Each unit is equipped with a powerful agitator, and fitted 
with a sheet steel jacket for the circulation of steam or hot oil. 
FUSION KETTLES—Made in all sizes for any requirements 
ranging from laboratory units to the largest commercial outfit. Each 
unit is fitted with a cover; arranged in a sheet steel support, lined with 
fire-brick and equipped with a fuel oil burner. The kettle proper 
has a flat inclined bottom and is provided with a special discharge 
on the side, at the lowest point. A powerful blade stirring device 
with tight and’loose pulley and bevel gears completes the equipment. 
TILTING KETTLES—Of all capacities and all services. 
COPPER KETTLES JACKETED KETTLES 


Ask for bulletin 105 describing the above apparatus in detail 


J. P. DEVINE COMPANY 


The World’s Premier Vacuum Specialists 


BUFFALO, N. Y. 
NEW YORK OFFICE—42ed St. Bldg. Jas. Livingston, Ltd.—LONDON 
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Permanganate of 


Potash 


Spot and Contract 


| Laundry Blue 


In all size containers 





COOPER & COOPER 


CHEMICALS 


309 BROADWAY, NEW YORK 
Telephone Worth 853 








FOR BARRELS AND BAGS 


For shipments of granular, 
pulverized and powdered 
materials. Prevent sifting, 
keep conten‘s clean. 


Samples upon request 





Arkell Safety Bag Company 


120 Broadway l Jackson Blvd. 


NEW YORK CHICAGO, ILL. 








“ARKSAFE 


Elastic Paper Linings 
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Stresen-Reuter & Hancock 


INCORPORATED 











Carbon 
Tetrachloride 


Car Load or Local Shipments. 
Favorable Contracts for the 
balance of the year. 
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CHICAGO, Peoples Gas Building 


NEW YORK DETROIT CLEVELAND 
917 Woelworth Bldg. Kresge Bldg. Engineers Building 







Last week, the engineers of a 


large corporation placed an order for conveying 
equipment with us which ran well up into five fig- 
ures. These engineers afterwards told us that they 
could have purchased equipment to meet the condi- 
tions for nearly one-half of the cost of ours. Yet, 
they saw sufficient saving in the greater economy 
and dependability of our machinery to make them 
feel well satisfied that the additional investment 
was a wise one. 

Every bit of Bartlett and Snow Conveying Equip- 
ment is built with the broad idea that economy, and 
not price, is the true measure of value. 


THE C.0O. BARTLETT &SNOW CO. 


MAIN OFFICE & WORKS: CLEVELAND, OHIO, U S.A. 
Eastern Office: 50 Church Street, New York, N.Y. 
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Frank Hemingway, Inc. 
115 Broadway New York 


VICTORIA BLUE B 
VICTORIA BLUE BASE 
CRYSTAL VIOLET 
CHROME BROWN 
DINITROBENZOL 
BENZYL CHLORIDE 
SALICYLIC ACID 
PICRAMIC ACID 


Chlorate of Potash 
Caustic Potash 


ORTHONITROPHENOL 
| PARANITROPHENOL 
BENZIDINE SULPHATE 
EUGENE SUTER and BASE 
120 BROADWAY ela Tis ce METAPHENYLENEDIAMINE 





Branch Office Yokohama, Japan 












PARAPHENYLENEDIAMINE 


WILLIAMS PATENT 


CRUSHERS <teul . PULVERIZERS 
For Limestone in Cement, Lime and Sve D> For all soft materials, ia tee to 
plants: for Gypsum ahead of the Dryers; for Cuval. ie a oa sc fine degree, such as Ochres, oo? ors, 
either for coke oven, ~~ — grates or indus- fp D AG o< wD Limestone, Lime, Gypsum, ete 
Puspuess: or ie in yards; Hi yr \ 

either” case hardening, glue, or other purposes; S cK i) v ; SHREDDERS 

for for poultry feed and paaens - purposes, Aj . e ee. e Logw . — i = pape and ae 

~~ ad ma 2 ren iq F 7, fo) —_ ainda 1 uk roe ot, anda Sore and cereals 
| es fa n corice oe an material. 

GRINDERS ol . ae ae na cin 
ia 






oe for aie ch GRUSHING, GRINDING, PULVERIZ- 
n . 






ALWAYS SPECIFY CATALOG 
DESIRED BY NUMBER 









THE WILLIAMS PATENT CRUSHER & PULVERIZER CO., Old Colony en CHICACO, ‘LL 
Plant—St. Louis, Mo. First National Bank Bldg., Denver, Colo. 7 Second Street, San Francisco, Calif 








ESTABLISHED 1898 


Central Dyestuff and heal Co. 


Manufacturers Finest Quality 


Oil Colors in All Shades 


Blacks, Blues, Browns, Reds, Yellows, Orange, Scarlets, Mahoganies, Etc. 
COLORS FOR WOOD STAINS IN ALL SHADES 


Oaks, Mahoganies, Rosewoods, Walnuts, Reds, Etc. 
MAIN OFFICE AND WORKS NEWARK, N. J, 
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MONMOUTH 


sy EF Verdigris 


MANUFACTURERS OF 


CHLORATEof POTASH 


106 WALL STREET 


wh. 
EB es (65|/ Carbon 
PHOSPHORIC ACID PASTE Bisulphide 


ACIDS 


ACETIC MURIATIC SULPHURIC LACTIC 
E. G. KINGSBURY CO. 
115 BROADWAY - - NEW YORK ° ‘ 
Phones Rector 7550-7551 National Gum & Mi Cc a C 0. 
DISINFECTANTS 59th Street & 11th Avenue 


COALTAR SOLUBLE PINE OIL ODORLESS CHLORIDES ‘‘TARCO” BRAND SHEEP DIP i 
Quetty Guarnateed New York City 
KNOX & MORSE CO. of%rs 96 High St. Boston 


SOLE LAE E 


Supreme Universal — Guaranteed Gasket Sheeting 
















Se 
eee 











= SE ee 


Owing to the tremendous demands placed upon 
our resources, we must ask our friends to place 
their orders as far in advance as possible. 


As the material improves with age it is advisable 
to order in at least roll lots, thereby securing a 
10% saving and be assured of having the Gasket 
when needed. Rolls 3 feet x 25 feet. 1-16—1-8— 
3-16—1-4 thick. 


KEYSTONE SOLETHER’ CORPORATION 


1877 BROADWAY, NEW YORK CITY 
Phone, Columbus 3019 


leita 
erm oc 


[ 
| 
| 
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—————————————— ———————————— ee 


Clarendon Refining 





Saccharin Company 
Soluble Insoluble —aomeo 
FUEL OIL 
Para Toluol Sulphonamid GASOLINE 


NAPHTHA 
NEUTRALS 


“EMPIRE BRAND” || wae 
Cylinder Stocks 
and Petrolatum 





——_—— 
—oaaee———— 


Empire Chemical 
Company 


Clarendon - Pennsylvania 


11 BROADWAY, NEW YORK CITY 
Telephone Cortlandt 6008 423 OLIVER BLDG., PITTSBURGH 


1716 FORD BLDG., - DETROIT 


149 Broadway - New York 


CHLORATE OF POTASH 


OXALIC ACID 
CAUSTIC SODA ~~ ~—_—sOCSODA:- ASH 
BLEACHING POWDER 
NATURAL INDIGO 


Starch, Tapioca Flour, Dextrine and Gums 
for the Textile Trade 








Stein, Hall k Company, Inc., 61 Broadway, New York 
Successors to STEIN, HIRSH & COMPANY | 


Cable Address Foreign Office 
“STEINHIRSH ” 124 Wijnstraat, Rotterdam, Holland 
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Kuttroff, Pickhardt & Co. 


INCORPORATED 





128 Duane Street - New York 
Boston Chicago Peto tay oll a 
86 Federal Stre 305 W. Randolph Stre 52 Exchange Place jg- j=  _ IIl Arch Stree 


COAL-TAR DYES and COLORS 


Extracts of Logwood, Fustic, Hypernic, Indigo—Hematine 
‘“‘Heald’s” Quercitron Bark Extract—For Wool and for Cotton 


HYDROSULPHITE Concentrated Powder—BLANKIT—DECROLINE 





CHROMOS CHEMICAL COMPANY, Inc. seo1ay_nih.”Sy,xons, ory 


rers of 


Benzoate of Soda, U. S. Fs Sasiekc ‘Acid U. S. P. 


SACCHARINE, U.S. P. 
STANDARD GOODS OF THE HIGHEST GRADE 










REMOVABLE HEAD DRUM 


PATENTED Extra Heavy Steel — Coated Inside with Pure Block Tin 


re HEAD EASILY REPLACED. COMPLIES WITH I. GC. C. SPECIFICATIONS 
GUARANTEED TIGHT 


John Trageser Steam Copper Works, 447 to457 West 26th St., New York 





Hooker Electrochemical Co. 


40 WALL STREET NEW YORK 


Manufacturers of 


Bleaching Powder 
Caustic Soda 


Monochlorbenzol 


Murtatic Acid 


We handle all heavy chemicals 


Works— Niagara Falls, New York 
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BATTELLE & RENWICK 


80 MAIDEN LANE, NEW YORK 
Established 1840. ( Sustimep 
| ms 


Niagara Brand Brooklyn Brand 


SALTPETRE, NITRATE 
OF SODA 


Ro._t BRIMSTONE 


Incorporated 1902. ’ 
LOUR 


Double Refined Manufacturers SULPHUR 4 Frowsrs oF 
Crystals, Granulated and Powdered. ALso 


Complying with B. A. 1. requirements. Telephone 103-4 John. l Com. Four 99% 


Adeps Lanae danolin) 
U: S. P. 


HYDROUS AND ANHYDROUS 


Neutral Woolfat 


FINEST QUALITY 


ADELANO COMPANY, Inc. 
135 Front Street New York 


BURNSIDE’S 
Eucalyptus Oil, U.S.P. or B.P. 


Gives satisfaction 


Cable or write for quotations 


Burnside & Company, Readies 


Cables—‘‘Burnside Company,” A.B.C, 5th edition 








~ STRICTLY BROKERS 


Caustic Soda Sulphate of Ammonia 
Bichromates Formaldehyde 
Soda Ash Acetic Acid 


and all other chemicals. 


E. E. REIFENBERG & BRO., Inc. 


Woolworth Bldg., (Room 917-19) New York 








The “Johnson” 
FILTER PRESS 


Backed by 38 years’ experience 
Over 15,000 in ase 


JOHN JOHNSON COMPANY 
37th Street and Second Avenue, Brooklyn, New York 


RECTOR CHEMICAL COMPANY, Inc. 


2 Rector Street 
MANUFACTURE 
Para amidophenol hydrochloride 
Para amidophenol base 
Paranitroso Dimethylaniline 





American Process Co. 


-  $toneware eae or stopcock 








Tel. Rector 1125 


ne an 
WHITE ANTIMONY OXIDE |! 
ANCOCOAM BRAND—96/97% Soluble 
Made under best French process 


We also make best quality Antimony Regulus 


The Antimony & Compounds Co. of America _ 
P. O. Box 293, New Brunswick, N. J. 


U. S. RARE MINERALS CO., 


Producers and Shippers of 
Sachs SiniaeianS ene aa o. = r and phosphorus, less 1% iron 
MOLYBDENUM MMONIA LYBD DATE, MOLYBDIC ACID 
TUNGSTEN, TUNGSTIC ACID" FLUORSPAR 


1008 Gas and Electric Building 
DENVER, COLO, 


Dryers for By-Products 


AND ALL OTHER MATERIAL 





MATERIAL CARRIED IN STOCK FOR STANDARD SIZES 
Write for Catalogue B. P. 
68 WILLIAM STREET 
NEW YORK 


ACID PROOF STONEWARE 


**Weeks-Akron’’ on stoneware has the 
same meaning as ‘‘ Sterling’’ on silver. It 
is guaranteed stoneware. We use the best 
domestic material—the equal of the best 
foreign made products. 


Tell us your wants—let us quote prices. 


Send us your blue prints or sketches for 
special work. 


of Chemical and 910 EAST MARKET ST. 


A. J. We hed Pract oseeass Aoneet ts in ndard or Special AKRON, OHIO 


INDIGO 


Imported by 






Halle Perris Trading 
Corporation 


24 State Street, New York 





New York. City 
DISTRIBUTORS OF 
Benzyl Chloride, Commercial and Refined 
Naphthaline Flakes 
Sulphanilic Acid 
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Manganese Dioxide 


We offer high grade material for | 
Prompt er forward shipment 


E.J. Lavino & Co.., raapariia $a 


E. J. BEGGS & CO. 


92 WILLIAM STREET, NEW YORK 
AMERICAN ISINGLASS 
IRISH MOSS 
FILTER MASS 


REMOVAL 
NOTICE 


Please address all future correspondence to 


418 THIRD AVENUE, BROOKLYN, N. Y. 
INDEPENDENT FILTER PRESS CO.), Inc. 


PHONE—SOUTH 5162 














pie PHOSPHATE OF AMMONIA 
TT PHOSPHORIC ACID 
FUL OXALIC ACID 
eae? EPSOM SALTS U.S. P. 
wee” BAKING POWDER CHEMICALS 
VICTOR CHEMICAL WORKS 


New York CHICAGO St. Louis 


CRESOL U.S.P. 


Cresylic Acid, Cresol Compounds 
Disinfectants 


BAIRD & McGUIRE, Inc., “ass.” 





















Butyric Ether 





Northwestern Chemical Co. 
Wauwatosa, Wis. 







JACQUES WOLF é CO., Passaic, NJ. 


HYDROSULPHITB ALIZARINE YELLOWS 
SULPHUR BLACK 


oo ene |f) AN ONE, 
, SULPHURIC ACID 


ACETIC ACID ae kas 
SULPHURIC ACID Sulphurets of Antimony, Acetic Acid, Nitric Acid, 
NITRIC ACID | Aqua Fortis, Muriatic Acid, etc., etc. 
MURIATIC ACID ; f 

TARTARIC ACID MANUFACTURED BY 





THE 


76 |\9*) Naugatuck Chemical Company 
WARREN PRODUCTS CO. Gey NAUGATUCK CONNECTICUT 


PHONE 3340 WORTH 


296 Broadway New York 










Jungman & Co., Inc., Brokers, 100William St., New York 
Negotiate Sales and Purchases of Drugs, Chemicals, etc. 
for Manufacturers, Importers, Exporters and Dealers. 


Business Restricted to Responsible Buyers and Sellers. 


BARIUM CHLORIDE =... 


BLOCK CHEMICAL WORKS, Berkeley Heights, N. J. 


MANUFACTURERS 





CAUSTIC POTASH 


First Sorts, 88—927% and U.S.P. Sticks 


BINOXIDE OF BARIUM 
STEARATE OF ZINC, U.S.P. 
TRI PHOSPHATE OF SODA 

LIQ. SULPHUR DIOXIDE . 















Cable Address: Widenmann, BS . CHAS. FE. GARRIGUES COMPANY 
YS ENMANN BROICHER & Co., Ries: tna NEW YORK CITY | 
-ONDON HOUSE: CRUTCHED FRIARS, LONDON, E,C, 3 






All Fine and Heavy Chemicals, Drugs, Colonial 
Produce 
BUYERS AND SELLERS 






Phosphate of Soda 
Sulphuric Acid 
Phosphoric Acid Paste 47-50% 
Infusorial Earth Talc 
Mica Magnesite (All Grades) 










ESTABLISHED 1832 


J. Q. DICKINSON & CO., Malden, W. Va. 


MANUFACTURERS 


BROMINE 


CALCIUM—MAGNESIUM CHLORIDE 









Edward iw Meeker, Manufacturers’ Agent 


68 Maiden Lane New York Telephone John 6346 
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Caustic Soda—Chloride of Lime (Bleach) | AMERICAN ALKALI AND ACID CO., "F<" | 






Prices uniformly the lowest © iste: ss ORR dialign ods and perfect packing. “MADE IN AMERICA 
naw vorx orice THE. MENDLESON, CORPORATION  rastorr—aivanr. NX. | Qxalic Acid Lactic Acid Sulphuric Acid 









Sodium Sulphite Sulphuric Acid we. 
(CRYSTALS) an oe ; 
Standard Chemicals & Metals Corporation Muriatic and Nitric Acids 
16 Ootar Serene New York 1! Electrolyte or Battery Acid 
United States Dye Extracts Co., Ine. All Concentrations---Highest Purity 


801 Vernon Avenue, pti a City, N. Y. Delivered in our Tank Cars, 
Manufactu Drums or Carboys 





Logwood Crystals "Hleistine Paste 
Logwood Extract, 51° TW. Central Chemical Co. 


Hematine Crystals Main Office: 115 W. Washington St., Chicago 


Telephone Astoria 2751-2758 Eastern Office: 217 Broadway, New York 


SULPHATE OF ALUMINA 


Manufacture? THE JARECKI CHEMICAL COMPANY 


For full particulars address 


The Isaac Winkler & Bro. Company setiag Ase: Cincinnati, O. 


“American Made 
and 
Actually 


Available” 


FOR IMMEDIATE: SHIPMENT 


PARA NITRO PHENOL 
TOLIDIN 1-3-6 ACID 


28-30% 
ALPHA NAPHTHYLAMIN 
ORTHO NITRO TOLUOL 
ORTHO TOLUIDIN 
PARA AMIDO PHENOL 
PARA NITRO TOLUOL 
PARA TOLUIDIN 
NITRO NAPHTHALIN 













ACETYL SALICYLIC ACID (Aspirin) 
SUBLIMED SULPHUR, U.S.P. 
ACETPHENETEDIN, U.S.P. 


Bulk or any size Container 


HURON CHEMICAL COMPANY 
285 Butler Street Brooklyn, N. Y. 


Acetic Acid Nitrate of Lead 
Ammonia Alum Glue 
Chrome Alum Gelatine 


COFF-GARROD COMPANY, Inc. 
Weelwot Svadies. New York 


en 17-5488 
Agents, CHARLES LENNIG co., - PHILADELPHIA, PA 























SCHMOLL FILS & CO., 28-30 Spruce St., NEW YORK 


Divi Divi—Gambier—Cutch—Quebracko 


TANNING EXTRACTS AND MATERIALS 


DEXTERS 


NEWPORT CHEMICAL WORKS PRODUCE —GREASE- CHEMICALS 


on en eae 











362 CITY ROAD 
New York Otfices— 120 BROADWAY- Phone Rector 7335 London 


General Officee—First National Bank Building, Milwaukee 


England 
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National Aniline & Chemical Co. 


INCORPORATED 


21 Burling Slip, New York 


Headquarters tor 


Acetone 

Amy! Acetate 

Barium Peroxide 88.02 
Barium Chloride 
Barium Nitrate 

Blanc Fixe 

Citric, Cresylic Acids 
Stearic, Tartaric Acids 
Calomel, Howard’s English 
Carbon Tetrachloride 
Chalk, English Precipitated 
Formaldehyde 


Gum Tragacanth 
Japanese Camphor 
Menthol 

Cod Liver Oil 
Mineral Oil 

Myrbane Oil 

Olive Oil 

Spermacetti 

Japan Wax 

Pure Beeswax, *{)o",20" 
Certified Food Colors 
Essential Oils 
Powdered Rice Starch 


Gum Arabic 
BRANCHES 
Buffalo Charlotte Kansas City Boston 
Cincinnati Milwaukee Minneapolis Hartford 
Philadelphia Providence 


Chicago 





The Dow Chemical Co. 


Midland, Michigan. 
makes 


Acid Acetyl Salicylic 
Acid Salicylic 
Carbon Tetrachloride 
Dibromindigo 20% Ethyl Bromide 
Chloroform U.S.P. and Anaesthetic 
Synthetic Indigo 20% Paste 
Iron Chloride Liquid U.S. P. 
Iron Chloride Liquid Neutral 40° Be. 


Iron Chloride Crystals U.S.P. and 
Commercial 


Epsom Salts, Technical and U.S. P. 
~Monochlorbenzol Monobrombenzol 
Sulphur Chloride, Red and Yellow 


and other chemicals. 
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National Gum & Mica Co. 


59th Street & 11th Avenue 


309 BROADWAY 









BERGERE ET COMPAGNIE 


Phone Worth 3503 - 8838 






EXPORTERS, ATTENTION! 


If you have not yet dealt with us, you are losing an op- 
portunity. Make up for lost time; send us your inquir- 
j ies daily results will be mutually satisfactory. 


We Specialize in: 
Caustic Soda 
Sodium Sulphide 
Quinine Sulphate 
Epsom Salts 
Salicylates 
Soda Ash 
Sodium Sulphate 


Bicarbonate of Soda 


Silicate of Soda 40° 
Coal - Tar Pitch 
Asphaltum 


LOGWOOD 
HEMATINE — 


New York City 
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ATLANTIC CHEMICAL CO. || Bichromate of Soda 
Chemicals for the Tanning and Textile Trade Yellow Prussiate of Soda 
50 Congress Street Boston, Mass. HART & CO., 52 Broadway, Phone—Broad 1816 NEW YORK 


ARSENIC 


DOMESTIC ANTIMONY OXIDE 
EDWARD HILL’S SON & CO., Ine 


SCHAPPER CHEMICAL co., b North Clark Street, CHICAGO, ILL. CHICAGO NEW YORK ‘$7. LOUIS 
ACTURERS 


METHYLENE. BLUE HB7 MEDICINAL 





















Sulphuric Acid Nitric Acid Electrolyte 


66° Beaume 36° 40° 42° Beaume 1.200 to 1.300 Sp. Gr. 





Imperial Chemical Works 


Telephone and Telegraph Address: Warren, Pa. VANDAL, WARREN CO., PA. 





Methylene Blue HB7 for Bacteriological Stains 
Methylene Blue HR7 Commercial, for Technical and Dyeing —- 
Para-N trosodimethy! Aniline Hydrochloride 


LINDER & MEYER, 89 State St., BOSTON | TURKEY RED OL > SOLUBLE OIL 
Representing WING & BVANS OF ae Saree for the sale of SULPHONOLE 


John Shaw & Co., 15 tnins st, So. Boston, Mass. 





48% & 58% Pure Alkali and Caustic Soda 74: & 762 y saieisiimeaialidiieaas 
Manufactured by THE SOLVAY PROCESS CO.., Syracuse, N. Y. part ot ‘SUL HONOLE added to. sagen quu at sea 


oil gives a clear oil that will make a perfect emulsion in water. 
SAVE YOUR SPENT ACID 


It can probably be made fit for your use 
again at a cost much less than new acid. 
ell us how much acid you have a da 
—its strength and what and how muc 
of anything it contains, and we will 
tell you whet may be done with it. 





POTASH HEADQUARTERS 







31 Union Square West 
N. Y. 


Kalbperry Corporation, “New ¥ 


Soap Green Concentrated | Caustic Soda Bleaching Powder 
CHAS. T. STORK & CO., Inc. NIAGARA ALKALI CO., NIAGARA FALLS, N. Y. 


154 Nassau Street, New York Telephone, Beekman 7330 
Taerdeemciereersceats = KNICKERBOCKER 


CITRATE of Sopa, osx CHEMICAL SUPPLY CO. || FREDERICK H. CONE & CO. 


SODA ASH, 58% light Otfice—69 Wall 
SALICYLIC ACID, U. S. P. . 8079 Besover (INCORPORATED) 
Wanted 500 tons of SOYA BEANS, basis No. Carolina 2065 East (3th Street BROOKLYN, N.Y. 181 Front St., New York Tel. John 1998 


SACCHARINE ~ BICHROMATE SODA 
FOR SALE 
; CREAM TARTAR SODA ASH 
Saccharine Novarsenobenzol 
Arsenobenzol Phenacetine BENZOIC ACID CAUSTIC SODA 
Phenolphthalein Camphor QUININE CAUSTIC POTASH 


Menthol Caffeine ACETYL SALICYLIC CHLORATE POTASH 
A. WEISS, 45-47-49 William St., New Yor k All Other Drugs and Chemicals 


Telephone Jahn 3790-3791-346 


CAUSTIC POTASH 











GEORGE A ERKENBRACH CO. 


RABUPACTURING CH SMISTS 








115 MAIDEN LAN NEW YORK e e * 
AQUA AM Nom. o grades in Re CONC. NITROUS SrTeRe, 1 to 91 
Carboys 0 HOFFMAN’ $8 ANODY O I 
NIT. AMMONIA pare ‘and coml. z 
BISULPH. CARBON. ora NIDE POTA Cc. P. Fused 
SOLUBLE COTTON NITRATE THORTCM and’ fu iP line of 


WARREN, PA. 


Manufacturers of 


Sulphuric Acid 
Muriatic Acid 
Hydrofluoric Acid 
Nitric Acid 
Battery Acid 
Salt Cake 


SULPHURIC ETHER, 1880 and 1900 PHOTO-ENGRAVERS’ CHEMICALS 


Caustic Potash 
88-92% 
Carbonate of Potash 
99% 
~ Western Alkali Refining Co. 


Manufacturers 
820 World-Herald Bldg. Omaha, Nebraska 






















































HANOVER 
7034 -. 7035 
6716 
y a 
= . 
J ms 5 
“A P . 

Sf wale i. bu 
Pang r K ies : 
Y ZAIIIU | LUYU SNe. \Y 
i THe KOAA-N-SEAL 16 a Borrie Cap Possess- \ ‘ 

Lf ING MORE REAL QUALITIES OF Ex NCE TH CAN BE \ and 
/ FOUNO IN ANY OTHER CLOSURE ON THE MARKET TO-DAY. \ \ 
i Ir NOT ONLY INSUF: €S An Assotvre SEAL UPON FIAsTAPPLI \\)) \ 
/ CATION, BUT A PerRFrect RESEAL AFTER BEING REPLACED On 1} 
| THE BOTTLE ANY NUMBER OF TIMES BY HANO. IT STANOS THE |\|9 {II} 
Hignest Pressurmes To WHICH BOTTLES ARE SUBJECTED, veT sell 
ITS REMOVAL AND RETURN TO THE BOTTLE REQUIRE NO More | 
| Errorr Tran BurroninG One's Coat. Fur tTrnermmore, THe car | | 
1s Removeo WitTHOUT THE USE OF AN Opener of Any DESCRIP 
Tion. IT LENOS ITSELF WELL TO AUTOMATIC MECHANICAL AP fj j 
. PLICATION WHERE USED IN GREAT NUMBERS, THEREFORE ‘ for 
APPEALS TO THOSE CONCERNS PUTTING OUT LARGE QuAN- 
TITIES OF PRoDucT. IT HAS PROVEN, BEYOND A 
pouer, iTS Errecriveness AS A “Sient 
Ano Erricient SALESMAN AND WILL 
2 HELP GREATLY THE SALE OF ; }py 
cir coe FLY account 
tel Pte 
The Cap is Equally ag The Cap is Opened 0 f 
Well Adapted to (4 J and Closed by Rais- 
Bottles and Tin Cans. (ee | ing and Lowering 
en ¥ the Lever 
; e iJ 
eo 
princti- 
DECATUR, ILL. 











ORK 


CHICAGO EW YOR 
1678 Hudson Terminal Bldg. 


1405 Fisher Bldg. 


SUMNER W. WHITE 
Vice-President 


FREDERICK W. WHITE 
President 


OIL PAINT AND DRUG REPORTER 





July 15, 1918. 





The Well Trading Co., inc. 





BROKERS 
96-98 Water Street New York 
CITRI€ ACID, U. S. P., Cryst. 
TARTARIC ACID, U. S. P., Cryst. 
CREAM OF TARTAR, U. S. P., Powd. 
SODIUM SALICYLATE, UV. S. P. 
SALICYLIC ACID, U. S. P., and Tech. 
BENZOATE OF SODA, U. S. P. 
BENZOIC ACID, U. S. P. 
SACCHARINE, Insoluble and Soluble. 
AND OTHER DRUGS. 

CAUSTIC SODA, Solid 76%, spot and future. 
SODA ASH, 58% Light and Dense, spot and future. 
BLEACHING POWDER, 35-37%, Domestic and 

Export, spot and future. 
BICHROMATE OF SODA AND POTASH. 
YELLOW PRUSSIATE OF SODA AND 

POTASH. 
BICARBONATE OF SODA AND POTASH. 
ZINC OXIDE. 
FORMALDEHYDE, U. S. P. 
BLANC FIXE. 
WHITE SAL AMMONIAC. 
ACETIC ACID. 
ACETATE OF SODA. 

AND OTHER CHEMICALS. 

CASTOR OIL, No. | Med. and No. 3. 
PALM OIL. 
CHINA WOOD OIL. 
COCOANUT OIL. 
COTTONSEED OIL. 
NEATSFOOT OIL. 
CORN OIL. 


AND OTHER OILS. 


J. T. BULLWINKEL 


Treasurer 


PETERS, WHITE 6 CO. 


51-57 John Street + 


NEW YORK 


CAUSTIC POTASH 88-92% 


CARBONATE OF POTASH 
SULPHATE OF. AMMONIA 
SULPHATE OF POTASH 
MURIATE OF POTASH 
PHOSPHATE ROCK 
60° SULPHURIC ACID 


Telephones—John 5270 


Cable Address—“PETERS New York” 
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| The Chemical Pigments Corporation, Manufacturers 


| ZINCOLITH ZINCOLITH | ZINCOLITH | 
LITHOPONE I | LITHOPONE LITHOPONE 


Sales Office : Stock Exchange Building, Philadelphia 


DILL-CROSETT, Inc. OF N. Y. 








Cable Address “‘Dill-New York” 45 J OHN STREET Phone John 6010 

Manufacturers Importers Exporters 

ACID CARBOLIC U.S.P. ACID OXALIC ACID PHTHALIC 

ACID SALICYLIC U.S.P. CHROME ALUM ACID SULPHANILIC 

FORMALDEHYDE U.S.P. HYDROQUINONE ALPHANAPTHYLAMINE 

RESORCIN U.S.P. POTASH META BISULPHITE ANILINE OIL 

SODA BICARBONATE U.S.P. SODIUM NITRITE BETA NAPHTHOL 

DIMETHYLANILINE METANITRANILINE 


ANILINE DYES 





W 
Suidell 


are Standard for Dependabili 


—the reason why they are so well known, so 
largely used and now so greatly in demand 
New catalog just issued 


Whitaker-Glessner Company, Portsmouth Works, 
Barrel Sales Dept., Portsmouth, Ohio 
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Nichols Copper Company 


25 Broad Street, New York 


Refiners of Copper 


Consignments of Ore, Matte 
and Blister Copper 
Solicited 


lelephone 2620 Broad 








Manufacturers of 
TRIANGLE BRAND 
Sulphate of Copper (Bie Vitriol) 
Guaranteed 99% Pure 


Cable Address ‘‘Acidsmill’’ New York 


OXIDE OF ZINC 


Indian 
5% Leaded 





Brands 


35% Leaded 


Write for samples and prices to the selling agents 


The Westmoreland Chemical and Color Company 


925 CHESTNUT STREET, PHILADELPHIA 


92 Williarn Street, New York 


R. W. GREEFF & CO. 


Incorporated 
Exporters and Importers 
80 MAIDEN LANE 


Manufacturers’ Agents 


Acetyl Salicylic Acid, Salicylic 
Acid, Salol, Sodium Salicylate 





Quinine Sulphate, Cinchonine 
Cinchonidine & Quinidine 
Alkaloids & Sulphates 





Acetanilide Bromides 
Phenolphthalein 





Formaldehyde 
Formic Acid Oxalic Acid 


AGENTS FOR 


R. W. GREEFF & CO. 
LONDON & MANCHESTER, ENGLAND 


NEW YORK CITY 


Geo. B. Cary, 208 South La Salle Street, Chicago 








‘“‘Naproco’ Brand — 


Reg. U. S. Pat. Off. 





SODA 


BICHROMATES 


POTASH 


MANUFACTURED BY 


Natural Products Refining 
Company 


Office and Works 902-912 Garfield Avenue 
Jersey City, N. J. 
CABLE ADDRESS: “NAPROCO JERSEY CITY” 
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ANTIMONY, SULPH—50 cks, 28,000 lbs, T 
Downing & Co : 
50 cks, 28,000 Ibs, T D Downing & Co 
ANILINE COLORS—7 cks, 2,100 lbs, American 
Dyewood Co 
15 cks, 4,500 Ibs, Geisenheimer & Co 
23 cks, 6,900 lbs, F Bredt & Co 
5 cks, 1,500 lbs,.W F Sykes & Co 
7 cks, 2,100 lbs, Heller & Merz Co 
8 cks, 2,400 lbs, New York Color & Chem 
Co 


2 cks, 600 Ibs, Charles Bischoff & Co 

3 cks, 900 Ibs, Geisenheimer & Co 

10 cks, 3,000 Ibs, American Dyewood Co 

8 cks, 2,400 lbs, F_ Bredt & Co 

11 cks, 3,300 lbs, W F Sykes & Co 

6 cks, 1,800 Ibs, Heller & Merz Co 

11 cyls, 3,300 lbs, American Dyewood Co 
15 cks, 4,500 lbs, American Dyewood Co 
83 cks, 24,900 lbs, A Klipstein & Co 

2 cks, 600 lbs, New York Color and Chem 


Co- 
3 cyls, 900 Ibs, New York Color and Chem 


“o 
13 cyls, 3,900 lbs, F Bredt & Co 
5 cyls, 1,500 lbs, F Bredt & Co 
13 cks, 3.900 lbs, W F Sykes & Co 
21 cks, 6,300 lbs, Heller & Merz Co 
2 cks, 600 Ibs, Geisenheimer & Co 
2 cyls, 600 Ibs, Geisenheimer & Co 
106 cks, 31,800 Ibs, A Klipstein & Co 
15 cyls, 4,500 lbs, Geisenheimer & Co 
5 cks, 1,500 lbs, Geisenheimer & Co 
7 cks, 2,100 lbs, F Bredt & Co 
BARK, BUCKTHORN—327 bls, 5,400 lbs, V A 
Garcia 
BAY RUM—25 cs, Schieffelin & Co 


BERRIES, BLDER—13 bls, 2,600 Ibs, Allaire, 
Woodward & Co 

BRISTLES—4 cs 532 lbs, F H Cone 

CHALK, PRECIPITATED—300 bgs, National 


Aniline & Chem Co 
CHAMOIS SKINS—1 cs, Lasker & Bernstein 


1 cs, Bloomingdale Bros 
CHEMICAL PREPARATIONS—3 cs, G J 
Wallan 
1 cs, R G Gates 
38 es, J J Gavin & Co 
8 cs, Clyde S S Co 
4 cs, Kronfeld, Saunders & Co 
2 cs, American Express Co 
1 cs, Black & Co 
COTORS—3 cs, Charles Bischoff & Co 
cs, Thomas Meadows & Co 
COCOANUT, DES—142 cs, 18,460 lbs, Frame 


& Co 
250 cs, 32,500 lbs, Frost & Cundell, Ine 
200 cs. 26,000 Ibs, H W Peabody & Co 
50 cs, 6,500 lbs, Wood & Selick 
58 cs, 7,540 lbs, Frame & Co 
420 cs, 54,600 Ibs, Dodwell & Co 
115 cs, 14,950 Ibs, Wood &Selick 
260 cs, 33,800 Ibs, Dodwell & Co 
450 cs, 58,500 Ibs, American Express Co 
100 cs, 13,000 Ibs, Birdsong Bros 
41 cs, 5,330 Ibs, W R Grace & Co 
200 cs, 26 000 lbs, P H Petry & Co 
CRUCIBLE—224 cks, 112,000 Ibs, Gasket & 
Packing Co 
DRUGS—129 bls, 25,800 Ibs, Mechanic & Metal 
National Bank 
3 es, Suzarte & Whitney 


250 bis, 50,000 Ibs, Mechanic & Metal 
National Bank 
2 cs, H Kohnstamm & Co 


EARTH—3 cks, 900 lbs, Erie R 
SIENNA—100 cks, 36,000 Ibs, 
& Co 
ENAMEL—1 cs, 100 Ibs, 
pean Forwarding Co 
FLOWERS, SAFFRON—2 cs, 
Kleckned 
GELATINE—45 bls, 9,900 Ibs, French Trading 


R 
J W Coulston 


American & Euro- 


200 Ibs, David 


Co 
GLUE—155 bls, 34,100 Ibs, W E Miller 
GLYCERINE—30 dms, 30,990 lbs, American 
Trading Co 
42 dms, 43,260 Ibs, American Trading Co 


GUM—1 cs, 100 lbs, Wells, Fargo & Co Ex- 
press 
HERBS, CRUDE—10 bls, 2,000 Ibs, Peek & 


Velsor 
HORNS AND HOOFS—Bulk, 118,210 lbs, T M 
Duche & Sons 
INDIGO—50 chests, 12,500 Ibs, W H Kimball 
200 chests, 50.000 Ibs, W A Brown & Co 
50 chests, 12,500 lbs, W _H Kimball 
125 chests, 31,250 lbs, Warehouse Mercan- 
tile Co 
89 chests, 22,250 lbs, Warehouse Mercantile 
Co 
892 chests, 73,000 lbs, Funch, Edye & Co 


LIME JUICE—30 cks, 1,860 Ibs, K H Butler 
& Co 
10 cks, 620 gls, Middleton & Co 


29 cks, 1,798 gls, F B Vandegrift & Co 
17 hhds, 867 els, Van Dyke & Lindsay 
13 cks, 806 gls, Van Dyke & Lindsay 


MANGANESE ORE—Bulk, 500 tons, A H 
Ringk & Co 
MEDICINAL PREPARATIONS—12_ ¢s, E 


Fongera & Co 
MICA—7 cs, 875 lbs, Farmers’ Loan and Trust 
Co 
‘MINERAL WATER—140 cs, 
Co 
250 cs, H Gourd & Co 
625 cs, H Gourd & Co 
175 cs, R F Downing & Co 
160 es, R F Downing & Co 
1,233 cs, H Gourd & Co 
MOSS, IRISH—40 bls, 8,000 lbs, Innis, Spelaen 


& Co 
nO bls, 10.000 lbs, F W Mead & Co 
75 bis, 15,000 Ibs, Peek & Velsor 
MYRABOLANS—7,390 pockets, 406,450 
Proctor, Ellis 
NUTS, ARECA—35 bgs, J L Hopkins & Co 
NUX VOMICA—4,000 pockets, 220,000 Ibs, Mc- 
Kesson & Robbins 
820 begs, 143,500 Ibs, P Hi Petry & Co 


OLL, BAY—2 cs, 80 Ibs, National Aniline & 


R F Downing & 


lbs, 





Chem Co 
2 pkgs, 80 Ibs, National Aniline & Chem 
Co 


SSSENTIAL—13 cs, F R Arnold & Co 
9 cs, F R Arnold & Co 
2 bundles, Dodge & Olcott Co 
1 cs, Dodge & Olcott Co 
1 cs, Stern Bros 
2 cs, Huttlinger & Struller 
1 cs, Huttlinger & Struller 
27 cs, F R Arnold & Co 
51 cs, Rogers & Gallett 
6 cs, Ungerer & Co 
8 es, Maurice Levy 
1 es, Tice & Lynch 
12 cs, A H Smith & Co 
15 cs, Maurice Levy 
LIME—13 cs, 910 Ibs, K H Butler & Co 
OCHER—50 cks, 39,000 Ibs, R J Waddell & Co 
OPIUM—23 cs, 2,875 lbs, Powers, Weightmann 
& Rosengarten Co 


PIG HATR—11 pkgs, 1,463 lbs, American Ex- 
press Co 


| IMPORTS AND EXPORTS 


For the Week Ending July 13, 1918. 


PLUMBAGO—268 bbls, 155,440 Ibs, 
Boardman & Knapp 
187 bbls, 108,460 lbs, Winter, Sons & Co 
353. bbis, 193,140 lbs, Paterson, Boardman 
@& Knapp 
216 bbls, 125,280 lbs, Winter, Sons & Co 
92 bbls, 53,360 lbs, J F Starkey & Co 
98 bbls, 56,840 lbs, Winter, Sons & Co 
POTASH, CARBONATE—500 cks, 250,000 Ibs, 
Hollinghorst & Co 
ROOTS, GENTIAN—65 bis, 15,600 Ibs, R F 
2 bis, 400 Ibs, French Line 


Paterson, 


Downing & Co 


SALTPETER—639 bgs, 127,800 Ibs, Funch, 
Edye & Co 
1,542 begs, 308,400 lbs, E I du Pont de 


Nemours & Co 
494 begs, 98,800 lbs, Funch, Edye & Co 
2,294 bgs, 458,800 Ibs, E I du Pont de Ne- 
mours & Co 
SAIND—100 cks, 30,000 Ibs, G W Sheldon & Co 
MOLDING—100 cs, Thomas Meadows & Co 
a bgs, 4,500 Ibs, Peter Henderson 
‘0 


20 bgs, 3,000 lbs, American Express Co 
CASTOR—1,000 bgs, 3,500 bushels, Peruvian 
Co, Inc 
37 bgs, 129 bushels, W R Grace & Co 
CLOVER—225 bis, 45,000 lbs, American Ex- 
press Co 
200 bis, 40,000 Ibs, American Express Co 
CORIANDER—1,100 bgs, 110,000 Ibs, L ‘Lit- 
tlejohn & Co 
1,400 bgs, 146,000 Ibs, L Littlejohn & Co 
300 bgs, 30,000 Ibs, L Littlejohn & Co 
CUMIN—1l117 bgs, 12,879 lbs, R S Cohen & Co 
233 bgs, 25,630 lbs, R A Kurka 
300 bgs, 33,000 lbs, Toledano & Co 
SHELLAC—1,000 bgs, 164,000 Ibs, Rogers & 
Pyatt Shellac Co 
10 bgs, 1,640 lbs, H W Peabody & Co 


715 begs, 117,260 lbs, Marx & Rawolle 
300 bgs, 49,200 Ibs, Marx & Rawolle 
So bls, 6,800 Ibs, Lasker & Bern- 

stein 
100 bis, 10,000 Ibs, Lasker & Bernstein 


TARTAR, CRUDE—619 bgs, 
tar Chemical Co 
108 cks, 84,240 Ibs, Tartar Chemical Co 
548 bes, 95,900 Ibs, Tartar Chemical Co 
260 bgs, 45,500 lbs, Chas Pfizer & Co 
730 bgs, 127,750 ibs, Tartar Chemical Co 
465 ‘bgs, 81,375 lbs, Tartar Chemical Co 
499 bgs, 87,225 lbs, Tartar Chemical Co 
201 begs. 35,175 lbs, Chas Pfizer & Co 
TEA, WASTE—1,556 bgs, 194,500 ibs, Mon- 
santo Chamical Works 
VARNISH—3 cs, 66 gls, Favor. Ruhl & Co 
WAX, BEES—15 bgs, 2,175 lbs, Sugar Product 


108,325 Ibs, Tar- 


: Co 
ZINC, COLORS—1 bx, Neuss, Hesslein & Co 


Imports at New York in Transit. 


ANILINE COLORS—6 cks, 1,800 Ibs, fF E 
Atteaux & Co, Boston 
3 cks, 900 lbs, Andreykoviez & Dunk, 
Philadelphia 


3 cks, 900 lbs, E M Thayer & Co, Boston 

6 cks, 1,800 lbs, L B Fortner Co, Phila- 
delphia 

2 cks, 600 Ibe, Eaton Clark & Co, Detroit 


6 cks, 1,800 lbs, Andreykoviez & Dunk, 
Philadelphia 

11 cks, 3,300 lbs, F EB Atteaux & Co, 
Boston 

15 cks, 4,500 Ibs, Watson, Jack & Co, 
Montreal 

6 cks, 1,800 lbs, Watson, Jack & Co, 
Montreal 

6 cks, 1,800 lbs, Andreykoviez & Dunk, 
Philadelphia 

11 cks, 3,300 lbs, L B Fortner & Co, 
Philadelphia 


4 cks, 1,200 lbs, E M Thayer & Co Bos- 
ton 
39 cks, 11,700 lbs, F E Atteaux & Co, 


Boston 
5 cks, 1,500 Iba, Eaton Clark & Co., De- 
troit 
CAPSULES—10 cs, American Express Co, 
Cleveland 
CHEMICAL PREPARATIONS — 4 cs, R 
Bronard, Cleveland 
9 es;, New York & Cuba Mail S S Co, 
Havana 
14 cs, New York & Cuba Mail S S Co, 
Havana 


14 cs, American Express Co, Detroit 


DRUGS, MEDICINAL-—351 bls, 70,200 Ibs, A 
Joenssen, Chattanooga 
33 bis, 6,600 lbs, R H Petry & Co, Minne- 


apolis 
12 cs, New York & Porto Rico S S Co, 
San Juan 

MEDICINAL PREPARATIONS—2 cs, New 
York & Cuba Mail S S Co, Havana 
14 cs, New York & Cuba Mail S S Co, 
Vera Cruz 
9 cs, New York & Cuba Mail S S Co, 
Havana .. ; 
3 cs, New York & Cuba Mail S S Co, 


Havana 
14 es, American Express Co, Montreal 
MINERAL WATER—1,075 cs, R F Downing 
& Co, Philadelphia ; 
150 cs, R F Downing & Co, Chicago 
OIL, ESSENTIAL—3 cs, New York & Cuba 
Mail S 8S Co, Vera Cruz 
1 cs, New York & Cuba 
Havana 


Mail S S Co, 


SEEDS—10 begs, 1,500 lbs, Western Seed Co, 
Denver 
2 bes, 300 Ibs, American Express Co, 
Newark 
14 bes, 2,100 lbs, Northrup King & Co, 
Minneapolis ; 
1 be, 150 lbs, F B Vandegrift & Co, De- 
troit 

TARTAR, CRUDE—2 cks, 1,560 lbs, Adams 


Express Co, Toronto 
6 cks, 4,680 lbs, Adams Express Co, Mon- 


treal 


2 cks, 1,560 lbs, Adams Express Co, 
Toronto : 

85 bes, 14,450 lbs, American Express Co, 
Boston : : 
232 bes, 39,440 lbs, Harshaw, Filler & 


Goodwin Co, Cleveland 
. 





Warehoused in Bond at New York. 


BALSAM COPAIBA—200 cs, 16,000 Ibs, 
Dodges & Olcott Co 

BRISTLES—20 cs, 2,660 lbs, F H Cone 

COCOANUT DES—10 cs, 13,000 lbs, Bird- 


song Bros 
41 cs, 5,330 Ibs, 
EGG YOLK—270 
cialty Co 
GLYCERINE—42 
Trading Co 


& Co 
Gasco Spe- 


W R Grace 
59,400 lbs, 


cs, 


dms, 43,260 lbs, American 


IMPORTS ENTERED FOR CONSUMPTION AT NEW YORK. 


INDIGO—52 chs, 13,000 lbs, Warehouse Mer- 
cantile Co 
143 chs, 35,750 lbs, Warehouse Mercantile 


Co 
OIL, ESSENTIAL—30 cs, A Bourjois & Co 
eee re bls, 19,900 lbs, Lasker & Bern. 
stein 
126 bls, 12,600 lbs, Lasker & Bernstein 








Imports at Boston. 


ACID, CARBOLIC—2 cs, 220 lbs, England 
OXALIC—12 cks, 4,200 lbs, England 

3 cs, 330 lbs, England 
ANTIMONY, SULPH—16 cks, 8,960 lbs, Eng- 


land 
POWDER—15 cks, 59,800 Ibs, 


BLEACHING 

England 
BLUE—46 cs, 4,600 Ibs, England 
BRISTLES—3 cks, 1,500 lbs, England 
CHEMICALS—50 pkgs, 2,500 lbs, Englana 
CLAY, CHINA—450 cks, 504,000 lbs, England 
COLORS, EARTH—10 cks, 3,000 Ibs, England 
CORK—20 cs, 2,000 lbs, England 
CREAM TARTAR—7 cks, 5,460 lbs, England 
DRUGS—16 cs, England 


ESSENCE—2 cs, 100 lbs, England 

yg ee 500 tons, Eng- 
lan 

GLUE STOCK—40 bls, 8,800 Ibs, South 
America 

GUM—10 es, England 


GYPSUM--10 begs, 1,500 lbs, England 
want EXTRACT—10 cks, 4,500 lbs, Eng- 
an 
MARINE GLUE PITCH—15 cks, 4,500 Ibs, 
England 
li es, England 
MEDICINAL PREPARATIONS—324 cs, 16,200 
lbs, England 
OIL, COD—37 cks, 1,850 gis, Canada 
CAKE—12 bes, 1,800 Ibs, England 
CODLIVER—2 bbls, 60 gis, England 
eOLIVE—250 cs, 2,500 gis, England 
POTASH, NITRATE—56,750 lbs, Chile 
QUEPRACHD BXTRACT—660 begs, 79,200 Ibs, 
South America 
SHELLAC—40 chests, 6,560 lbs, India 
SOAP STOCK—52 bbls, 19,240 lbs, Itaty 
SODA ASH—30 bbls,~15,000 lbs, England 
BICHLORIDE—5 pkgs, England 
CAUSTIC—98 dms, 68,600 lbs, England 
SOOT—6 cs, 600 lbs, England 
SUMAC—210 begs, 23,600 lbs, England 
VARNISH—4 dms, England 
8 cs, England 


VEGETABLE SIZE—4 cs, England 


WAX, VEGETABLE—38 cs, 11,400 lbs, Eng- 
land 
ZINC, OXIDE—12 cks, 3,600 lbs, England 





Imports at Seattle. 


CASSIA—1,900 125,400 Ibs, 
Karanjia 
COPRA—2,410 bgs, 313,300 lbs, Guthrie & Co 
MANGANESE ORE—264 begs, 35,640 Ibs, 
Shibikawa & Co 
OIL, COCOANUT—7,00 cs, 70,000 gls, Rogers, 
Brown & Co 
500 cs, 5,000 gls, Rogers, Brown & Co 
HEMP—200 bbls, 10,000 gls, S L Jones & Co 
SOYA BEAN—2,000 cs, 20,000 gis, Rogers, 
Brown & Co 
800 bbls, 40,000 gis, Willits & Patterson 
290 bbls, 14,500 gis, China Agency and 
Trading Co 
2,675 cs, 26,750 gls, Rogers, Brown & Co 
PEPPPR, BLACK—2,018 bgs, 282,520 lbs, HB 
M Consul General 
WHITE—350 begs, 49,000 lbs, H B M Consul 
General 
SEED, MUSTARD—43 bgs, 9,675 lbs, 
and Foreign Trade Co 
534 bgs, 120,150 lbs, Northwestern Trading 


cs, Hogg & 


Home 








Co 
TAPIOCA, PEARL—742 bgs, 103,880 Ibs, 
Leslie & Co 
Imports at Seattle in Transit. 
ANTIMONY REGULUS—1,000 cs, 225,000 
lbs, China Mining & Metal Co, New 


York 
BEANS, CASTOR—887 bgs, 1,354 bu, S L 
Jones & Co, San Francisco 
WG 


BRISTLES—107 cs, 14,231 Ibs, Hum- 


phreys & Co, New York 

25 cs, 3,325 lbs, National Park Bank, 
New York . 

66 cs, 8,778 lbs, American Express Co, 
New York 

82 cs, 10,906 lbs, American Express Co, 
New York 

25 es, 3,325 lbs, American Express Co, 
New York 

CASSIA—14 cs 2,240 lbs, Union Trading 


Co, New York 
1,900 bls, 152,000 Ibs, Karanjia & Co, New 


York 

COPRA—1,665 begs, 199,800 Ibs, Southport 
Mills, Ltd, New Orleans 
1,198 bgs, 143,760 Ibs, Irving National 


Bank, New York 
CUBEBS—56 bgs, 6,720 lbs, A A Stillwell & 


Co, New York 
56 bgs, 6,720 lbs, J B Horner, New York 
37 begs, 4.440 Ibs, Dodge & Olcott Co, 
New York . 
FLOWERS, PYRATHRUM—100 bls, 2 ,000 
lbs, McCormick & Co, Baltimore 
GINGER—1,400 bgs, 175,000 lbs, Mitsui & 
Co, New York 
GUM, COPAL—184 begs, 27,600 Ibs, UC Gil- 
lespie & Sons, New York 
DAMAR—251 bkts, 57,720 Ibs, Otto Isen- 
stein & Co, New York 
333 bgs, 49,950 lbs, Otto Isenstein & Co, 
New York 
350 cs, 73,500 lbs, Otto Isenstein & Co, 
New York 
OIL, CASTOR—500 bbls, 25,000 gis, Guar- 


anty Trust Co, New York 

100 bbls, 5,000 gls, Royal Bank of Canada, 
Vancouver 

600 bbis, 30,000 gis, S L 
San Francisco 


Jones & Co, 





COCOANUT—13,000 cs, 130,000 gls, Mitsui 
& Co, New York 
500 bbls, 25,000 gis, Mitsui & Co, New 
York 
2,500 cs, 25,000 bbls, A O.Anderson & 
Co, San Francisco 
5,700 cs, 57,000 gis, Mitsui & Co, New 
York 

COPRA—1,000 cs, 10,000 gls, Haley Ham 
mond & Co, New York 

FISH—6,000 cs, 60,000 gis, Marden, Orth 


New York 


& Hastings, 
es, 120,000 gls, 


PEANUT—12,000 Mitsui & 


Co, New York 
1,500 es, 15,000 gis, Mitsui & Co, New 
York 








oo 


2,000 cs, 20,000 gis, Mitsui & Co, New 
R APESEED—4 000 0 
4 ESEE % cs, 40,000 gis, Mar 
_. Orth & Hastings, New York —P 
SOYA BEAN—21,500 cs, 215,000 gis, Mitsul 
__ & Co, New York 
PEPPER, BLACK—1,598 bgs, 223,720 


> . - 
Frame & Co, New York “a 


1,602 bgs, 224,280 lbs, Old & Wallace, 
New York 

432 bgs, 60,480 lbs, Frame & Co, New 
York 

1,728 bgs, 241,920 Ibe, L Lit 

New biek tlejohn & Co, 


SAGO FLOUR—1,725 bgs, 241,500 Ibs, Stei 
Hall & Co, New York s Z 
1,548 bgs, 216,720 lbs, L Littlejohn & Co, 
a. York 
gs, 110,880 lbs, L Littl 
New vou Le — & Co, 
1,540 bgs, 215,600 lbs, Old & Wallace, 
ae York 
200 bgs, 28,000 lbs, Royal Bank of Can- 
ada, New York : 
1,610 bgs, 225,400 lbs, Winter Sons & Co, 
New York 
1,983 lbs, 277,620 Ibs, Dodwell & Co, New 
York 
SEEDS, MUSTARD—1,000 bgs, 225,000 Ibs, 
IF W Peters & Co, San Francisco 
113 bgs, 25,425 lbs, W R Grace & Co, 
New York 
619 begs, 139,275 lbs, W R Grace & Co, New 


York 
lbs, T W Simons & Co, 


1,093 begs, 245,725 
__ San Francisco 
SESAME—3,125 begs, 625,000 lbs, A O An- 
derson & Co, San Francisco 
TAPIOCA, PEARL—1,215 bgs, 182,250 Ibs, 
L Littlejohn & Co, New York 
1,310 bgs, 196,500 lbs, Dodwell & Co 


EXPORTS. 


Exports from Boston. 


ACID, BORIC—3 bbls, 750 Ibs 
AMMONIA—2 dms, 1,000 Ibs, caneee 
SONY Hine ton pkgs, 22,500 lbs, England 
3ONKE, G IUND—600 begs, 90. e 
CANDLES—76 cs, Canada en 
_EXTRACT—1 cs, Canada 
GINGER—11 bgs, 1,375 lbs, Canada 
GLUE—1 bbl, 300 Ibs, England 
1 cs, 150 Ibs, England 
GREASE—6 tes, England 
HEMLOCK EXTRACT—80 bgs, 12,000 
England 
MEDICINE—5 cs, 250 lbs, England 
_PATENT—1,288 cs, 61,900 Ibs, England 
OIL, ESSENTIAL—2 cs, Canada 
LUBRICATING—1 bbl, 50 gls, Canada 
1 es, 10 gls, Canada 
MEAL—510 bgs, 76,500 Ibs, Canada 
Costa Rica 

England 


NEATSFOOT—10 gls, 
OLEO—65. tes, 

PARAFFIN—4 bbls, 200 gls, England 
PAINT—2 bbls, 600 lbs, Canada 

PEPPER—5 begs, 750 Ibs, Canada 
PERFUMERY—2 pkgs, Canada 

1 cs, Canada 
PITCH—1 cs, 100 Ibs, 
SANDPAPER—%0 cs, 
10 rolls, England 

SOAP—% cs, 150 Ibs, Canada 

CHIPS—3 bbls, England 

POWDER—40 cs, Canada 
SODA ASH—2 bbls, 600 lbs, Canada 
SPICES—1 bbl, 150 Ibs, Canada 
TANKAGE—1,792 bgs, 268,800 Ibs, 
STARCH—1,358 bes, 203.700 Ibs, 
TALLOW—100 bbls 40,000 Ibs, 
_———— EXTRACT—32Z bbls, 

and 

TURPENTINE—12 bbls, 600 gis, 
VARNISH—2 cs, 44 gls, England 
WAX, BEES’—10 cs, 3,000 Ibs, England 
WHITE LEAD—1 cs, 135 Ibs, Canada 
WITCH HAZEL—2 bbls, England 
WOOD STAIN—1: pkg, Canada 


792 





Ibs, 





Canada 
England 


Canada 
England 

England 

600 Ibs, Eng- 


England 


Exports from Seattle. 


ar. CARBOLIC—320 bbls, 77,580 Ibs, 
$33. 767 
CARBON BLACK—127 cs, 19,050 Ibs, $2,823 
TETRACHLORIDE —3 cs, 397 Ibs, $80 
DYESTUFF—306 bbls, 110,762 lbs, $24,300 
HYDPROQUINONE-—2 cs, 120 Ibs, $80 
PLASTER—500 bdls, 120,000 Ibs, $675 
PHENOL—162 bbls, $22,100 ‘ 
ROSIN--166 bbls, 81,280 Ibs, $2,234 
170 bbls, 82,290 Ibs, $2,288 
319 bbls, 159,625 Ibs, $4,294 
268 bbls, 135,895 Ibs 
195 bbls, 100,000 lbs, $3,200 
SODA ASH—300 bbls, 97.160 Ibs, $2,882 
190 bbls, 64.347 Tbs, $1,959 
CAUSTIC—957 dms, 678,911 Ibs, $34,604 
159 dms, 113.155 Ibs, $9.860 
82 dms, 61,235 Ibs, 


$4,708 
WOOD PULP—75 cs, 49,665 Ibs, $3,582 


Domestic Shipments to New York. 


ALCOHOL—147 bbls, 7,350 gls. P RR 
25 dms, A D Strauss & Co 
ANIMAL CHARCOAL—968 bgs, 217,800 Ibs, 
Coastwise 
ANTIMONY REGULUS—760 bgs, 171,000 Ibs, 
Coastwise 
250 cs. 56,250 lbs, Coastwise 


237,600 Ibs, Coastwise 
Coastwise 

Coast wise 
Coast wise 

Coastwise 

Coastwise 


ASPHALT—1,584 begs, 
598 bgs, 88,950 lbs, 
658 ‘begs, 98,700 Ibs, 
829 bes, 49.350 Ibs, 
151 begs, 22.650 lbs, 
299 bbls, 149,500 Ibs, 


BARYTES, GROUND—660 bgs, Gutta Percha 
& Rubber Mfg Co, B& ORR 
BARK, CASCARA—435 begs, 65,250 Ibs, Na- 
tional Aniline & Chem Co, Coastwise 
265 begs, 64,750 lbs, National Aniline & 
Chem Co. Coastwise 
COCOANUT—417 bgs, 54,210 Ibs, Coastwise 
866 bgs, 112,580 lbs, Coastwise 
CORK WOOD—256 bls, 40,960 lbs, Coastwise 
EARTH, FULLERS’—28 bbls, Coastwise 


Coastwise 
Coastwise 
Coastwise 


160 erts, 
1,920 certs, 
55 bes, % ton, 


FARINA—300 bbls, 60,000 Ibs. American Trad- 
ing Co, CR Rot NJ 
GLUE, DRY—123 bbls, 36,900 Ibs, Milligan & 


Higgins Glue Co, B& ORR 
157 bbls, 47,100 lbs, S Isaacs & Co, B&O 
RR 
11 bbls, 3,300 lbs, B& ORR 
GUM COPAL—234 begs, 35,100 lbs, Coastwise 
GRUASE—4O bbls, 20,000 lbs, B & ORR 
113 bxs, P RR 
1 car, ERR 
609 cs, Vacuum Oil Co, B& ORR 
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OIL PAINT AND 


DRUG REPORTER 


July 15, 1918. 





J. L. & D.S. RIKER, Inc. 


19 Cedar Street, New York 
IMPORTERS’ and MANUFACTURERS’ AGENTS 


Sole Agents for the United States and Canada of 


The United Alkali Company, Limited | Niagara Alkali Co., Niagara Falls, N. Y. 
of Great Britain 


for the sale of their various brands 0, 


BLEACHING POWDER|and CAUSTIC SODA 





700 6cs, B& ORR 


> cars, Pp tt R 
ear, CR Rof NJ 
car. P RR 
RR 


ear, PRR 

68 cs, D, L& WRR 
2,217 tes, D,. L& WRR 

6 cars, D, L& WRR 

9 cars, WS RR 

OIL--60 bbis, 3,000 gis, 

Co. NYCRR 
COCOANUT 


199 bbls, 9,950 gis 


1 
1 
8 cars, W 8S 
1 
™ 
2 


Jardine, Matheson & 


100 bb's, 5,000 gis, Coastwise 


Coast wise 





CORN—263 bbls 13,150 gis, Jackson & 
Hathaway, D L& WRR . 
COTTONSEED—11i1 bbls, 5,590 gis Coast 


wise 
1 car, W 
10) = bbls, 


3i2 bbls 


iison & Co, P RR 
5000 gis. Coastwise 
2 15,000 gis, © 
1,999 bbis, 99,950 gis, Coastwise 
100 bbis, 5,000 gis, D, L. & W RR 
GAS—2 cars, C R Roof N J 
LU BRICATING—120 bb's, 6,000 gis Be& Oo 


~astwise 


* FA Marsily & Co, P 












« 
2 cars, Lunham & Moore, P RR 
3 cars, C RRof N J 
120 bbls, 6,000 gis, Coastwise 
1 car, Lunham & Moore, P RR 
2cars, CRRofN J 
120 bbis, 6.000 gis, B& ORR 
142 bbls, 7,100 gis, EF F Drew & Co, B&O 
RR 
5 cars. P RR 
OLEVL—100 tes, D, LD & WRR 
200 bbis, 10,000 gis, D, L & WRR 


545 tes, D 
PEANUT 
625 cs, 6 


1 car, C 


L& wWRR 
ear, C RRofN J 
‘oastwise 
N J 








PINE—100 bbls, 5,000 gls, Coastwise 
1%) bbls, 5,000 gis, Coastwise 
1) bbls, 5,000 gis, Coastwis 
4 bbis, 200 -Is, Coastwise 
ROSIN—3S8 bbls, 1,900 gis, Coastwise 
SOYA BEAN—154 6,700 gis, F L Young 


c& Co, B& ORR 


100 bbls, 5,000 gis, Coastwise 
TAR—2v0 bbls, 10,000 V0e wis 
PEPPER—) begs, 12,600 Coastwis 
PIT CH—1luo l AL \ . 

35 bbls, 17,500 ( Astw € 





(‘oas 
t vis 
1 st 
] \ 
SAGO FLOUR 0) =~bes 75.000 bs Wir 
Sons & Co, C R Rof N J 
SHEEP DIP LIQUID—1,350 cs, B& OR! 


,& ORR 
B& ORR 
B&ORR 
100 bbis 


Hoo cs, 
noo es, 
590 cs, 


SOAP STOCK 5.000 gl Coast wise 


MERCK & CO, 


St. Louis - NEW YORK .- Montreal 


CREAM OF TARTAR 








SODA ASH—285 bes, Partola Mfg C B&O 
RR 

S70 bes, Welch, Holme & Clark ¢ B&O 
RR 


285 bes, Partoia Mfe (Co, 
BICARBONATE—25 s, Co 
SPIRITS—945 bbls, 47,250 gis, Coast wise 


214 bbls, 14,700 2! Coastw 


‘ 
1,202 bhis, 60,100 2 Coastwise 
100 ‘bbis, 5.000 els ‘“‘oast wise 
SPONGES—147 1 Lasker & Bern- 


14,700 1 


stein, Coastwi 


SPONGES—20 his, 2,000 Ibs, Lasker & Bern 
stein 
STARCH—MW0 be S Weil & Son 
nao bes, S825 S 1 T Camphbe & Co 
D, LL & W R 
5S) bes, SS I T Campl & Co 
DL&W R 
O80 bes, SS ibs, J TT’ Campbe & Co 





DL&WRR 
SUMAC EXTRACT-175 bbls, A 
P R Re 


TALLOW—119 cks, 47,600 Ibs, Coastwise 
lear, ERR 
> bbls 18.000) Ibe ( istwise 
7 ms, BOAO Tb indenhove & CC B &« 
ORR 
7 h PS 0000 Tbs We h Holme & Clark 
B& ORR 


lcar, CR Rot N J 
14? casks, 59,000 Tbs, ¢ 


istwise 


law bbls, 40,000 Jackson & Hathaway 
Be ORR 

217 ck 86.800 }bs, Coastwise 

| 1 








Sole Agents for the 


for the sale of their 


BLEACHING POWDER 





less 


au- 
this 
authorized, 


requested to do so by proper 
thority. The collecting of funds for 
purpose is not desired or 
Statements of a lack of supplies of this 
kind should be reported immediately to 
the district commandant of the navy, who 
will always have these reports investi- 
gated at once by his medical officer. 


Platinum Control Through Emergency 
Act of Congress Urged Before 
Ways and Means Committee. 


A special 
government 


act to give the 


platinum in 


emergency 


control over all 


vwiasieniatiemsiighliiatse a the United States was recommended by 
PROHIBITION NEARER members of the Ways and Means Com- 
mittee Friday morning, after hearing 
—-- further evidence as to the short supply 

° » " s of metal. 
Food Production Bill With Anti- Among those who appeared before the 
. A fi committee were Chairman Kitchin and 
Alcohol Rider Given Right- Louis J. Weinstein, of Columbia Uni- 


versity. 
lieved a 


Congressman Kitchin said he be- 
measure of this kind should be 
enacted right away instead of waiting for 


of-Way in Senate. 


Washington, July 13, 1918. the enactment of the revenue bill, which 
When Congress failed to take a recess MAY impose a heavy tax on all platinum 
’ users >» elai > 2 oj ati > ¢ 

last Saturday the hopes of the prohibl- ar eeudaee a ae Sues See: 
tionists in the Senate -that they would Mr. Weinstein, in his testimony, re- 
be able in the end to put through their Vealed the fact that the government's re- 
war-time prohibition measure now pend- oe cals aes apodeme dees on aaa thet 
; ae a ( a ‘sale je ‘rs, anc iat 

ing rose considerably. They succeeded 2,600 have been left free to make what- 


the 


which carries 


in having 
tion bill, 


hibition 


ever use 
on hand. 
: ments from 
unfinished ounces .a 


food the 
claimed, 
amount 
have been 


saw fit of 
Besides, he 
Colombia 
month, 


production 
the 


made the 


platinum 
the ship- 
gz to 1,009 


interfered 


TARTARIC ACID 


app! »pria- 


war-time pro- 


feature, 


GUARANTEED 993-100 PER CENT. PURE 


TARTAR CHEMICAL WORKS, 135 William Street, NEW YORK 


ROYAL BAKING POWDER COMPANY 





TAR—110 bbis, 55,000 3+, Coastwise 
wt §, 25.000 | (‘oastwise 
200 bbis, 100,000 \ 
200 bbls, 1UU,00 s CoastWw 
TURPENTINE—#1 b $5 2 Coast wise 
lt bDbis, 5.000 els tw 
Lacy bbls, GS8.450 gis, Coa 
LO4y bbis, 52,000 gis, ¢ is 
ri2 bbis Is, G00 (‘oa 
Te s, 2,000 Coa 
rAVti \ I UR 2,140 $22,350 Ibs, 
stein, Ha & 4 Coas 
1 ’ ERR 
Tou es 105.000 lbs \ NX ols & Co 
N ¥ RR 
172 be 5 SU0 \ N s & Co, 
N = C 
WAX, PARAFTIN-—1 PRI 
20 Coast wi 
>< 


Medicine Supply Ample for Navy 


Department, Says Daniels. 


Wa July 13 1918. 
rhe Navy D irtment has a_ sufficient 
supply of medicine t meet all require- 
ment and private partl ire urged by 
Secretary Daniel to re iin from at- 
temvts to supply ships. In an authorized 
statement the Navy Department em- 
phatically denies rumors that have causea 
considerable misunderstanding as _ fol- 
lows 
Seeretary Danie tute n connection 
with rumo t e effe that there was 
1 lack of medica I es on some ships, 
tha t} nay h idance Oo ll 
needed medical ipplies, and that all re- 
l¢ for 1} I ‘ een promptts 
re 
i} n ] 1 I depo of the . \ 
I ) s ‘ with é s 
! oO r¢ and da ! 
I oO nN i tis Ing 
l | t it ind ils 
‘ eff ppl sul 





business of the 
ing for it the right-of-way. 
taken up in the 


Wednesday 


Senate, thereby obtain- with by 
The bill was and the 


Senate early dwindling, 


pro-Germans_ in 
supply 


that 
available is 


country, 
rapidly 
this week, 


and on the Senate, by a vote 


>< 


> 





of 26 to 33, decided that the prohibit‘o as ; Rene 
amendment was in order ou his a} See Cleveland Paint Club Picnic - 
priation bill. When the vote , comes 





July 18. 


in the Senate, it is believed amend- 

ment will be adopted by a considera The Cleveland Paint, Oi! and Varnish 
larger majority; that the House will ac- Cl yi sidbeaeas. tas 
cept ft. and that then only the Pres , i ee OS 
dent will be able to stop war-time pro Mento Park, Thursda J l This 


hibition by interposing a 
sires to go to that 


veto—if he de- 
length. It is known 


will be for a h j i ib mem- 
bers will meet at W ie Park entrance 


that the administration is opposed to war- Euclid avenue, near the Elysium, trom 
time prohibition at this time. which point the start wil be made 

The Senate Committee on Agriculture, prompt!y at 2 o'clock in machines, arriv- 
at a meeting early this week, determined ing at the destination about 3.30 p. m 
to modify the prohibition amendment The Entertainment Committee will pro- 
somewhat, and latér Senator Gore, of vide lunches and other features, such as 


Oklahoma, chairman of the committee, baseball, tug of war, sack races, mumble 


offered the committee amendment as a peg, SWimming, el« Special features will 
substitute for the amendment alrend, e- be provided fo ihe Jadies and children 
ported to the Senate by the committee. Supper-lunch and a dance will follow. 
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IMPORTERS— COMMISSION MERCHANTS 
INDUSTRIAL CHEMICALS 


DOMESTIC — FOREIGN 
Special Announcement for this Week 


NITRITE OF SODA 











Main Works at Rahway, N. Jj. 


MEDICINAL ANALYTICAL 


@hemicals 


PHOTOGRAPHIC TECHNICAL 





July 15, 


1918. 
NAVAL STORES. 





(Continued from page 35.) 


ROSIN 






Prices, 
. Se: 310.65 @— 
Ww, Gs 10.65 @ 
Wb Satccaevosuese 0.50 @— 
M 10.50 @- 
K sWes bvwusdces 10.40 @— 
I edu cécueesse hee ae 
Mm. 10.00 @ 
ass ane y « ee 
 steseesss cesses 980 @ 
BB. ovcescoses 9.90 @- 
D O85 @ 
DD op cdedpbogecee 9.80 @— 
RECEIPTS 
Rosin. 
Today ol 
This week. 2,412 
This month 2,618 TOS 
This season net 14,660 49,750 
Other ports 240 
SHIPMEN TS s 
Rosin 
Today ’ 
This week.... 
This month.... 
This season 
Foreign . 
New York 
Sutidries * ec.c. 





QUOTATIONS. 


Same time 








last 
$6.60 
6.35 @6.50 
6.20 @6.30 
5.50) @5.60 
515 
5.10 
5.00 
naw 
5.00 
5.00 
5.00 @5.05 
5.00 @-- 
Same 
time 


pa 
Spiri 
4 





time 


Spiri 
” 





JACKSONVILLE. 








last year. 

. -_—— 
ts. tosin 
12 , 
5,004 
15 O87 
92.005 
9.819 


Same 
last year. 


Zosin. 


1,741 


ts. 








Jacksonville, Fla., July 11, 1918. 
SPIRITS OF TURPENTINE.—Below is a 
table of prices, sales, receipts, shipments and 
stocks for each successive day during the past 
week: 
Re- Ship- 
l’rices. Sales. ceipts. ments. Stoc ks. 
Friday Hola im S75 nd, 62. 
Saturday 60104 aie 286 207 61 1 
Monday. nD @ 191 549 m2 55,261 
Tuesday.. . OLa Ny 2%) 1.008 H4.503 
Wednesday 59%@ 200 «691049254921 
Thursday.. 59%@ 277 451054, T47 
ROSIN.—Following are given the sales, re- 
ceipts, shipments and stocks covering the 
week :— , 
Re Ship 
Sales, ceipts. ments, Stocks. 
Friday B01 2,049 458 168,605 
Saturday ..... 70 «1.766 = 1,506 168,863 
Monday ....-- 2.850 1,510 1,630 168, 745 
Tuesday ..... 1,454 1,165 700 =: 169,208 
W ednesday 95 ‘i 1,472 169,424 


1,437 
ROSIN 


Thursday 






Prices 
w. W sea. & BG 
Ww. ¢ 16.60 @ ; 
N 10.40 @10.55 
M 10.25 @10.35 
K eee wee deny 10.15 @10.20 
ere Se 
vies esagtestesy 9.00 @ 
G chiseeseenenceet? ew a 
ID escvscortencete ae 
 sessstavecs 9.80 @ 
SP ospe und een ess eee 980 @ 
D  tveanewehtee 9.80 @ 
RE CEIPTS, 
time 
Spirits. Rosin. Spiri 
POS 28. Bins O10 1,688 
This week..... 1,709 4.565 
This month 3,850 12.932 ¥ 
Since Apri! 1.. 25,961 SO.417 W.4 
SHIPMENTS, 
time 
: Wee ce 
Spirits. tosin. Spi 
WOGES csssiass 492 1,47 
This week... 3, 80% 
This month.... 
Since April 1 
Fureign .- 
Domestic 








aT5 169,624 


vie 


QUOTATIONS. 

















Same time 
last year. 
wo 


a 


Same 
last 
LL . 
Rosin 
1,267 
BTS 
19, 5€8 
151,451 


year. 


Same 

last year. 
AL ~ 

Rosin 

2,18) 


5,000 
125,604 


OIL MARKET. 


(Continued from page 44.) 


fered by holders. 


offerings of good grades, 


degras at 24%725c. 
upon 


also 


tic 
pend'ng 


There are a 


quality 
few 


There 
of 
per 


of 


resale 


are 
the 


pound, 


com 


» liberal 
» domes- 
de- 
position. 


offerings 


of the English variety at correspouding 


levels. The 


embargo is still 
tion from the United Kingdom, 


in 


opera- 
and no 


degras has cleared from English ports 


for several months. 


What 


litt 


le stock 


is left in local holders hands was ship- 





ASPEGREN &X CO. Produce Excha 











OIL PAINT AND DRUG REPORTER 


old licenses, 
supplies from Eng- 

grade has found 
consumers of woolwax 
and sufficient has been manufactured 
to cover the demand in this country. 
The neutral grade has also been placed 
on an easier basis, offerings being 
made at 26@29c. per pound. The for- 
ward strides made in preparing degras 


ped some time ago under 
In the absence of 
land, the domestic 
favor among 


for lubricants is looked upon with 
favor for textile machinery. 

HORSE OIL.—Comparatively small 
stocks are he'd in the market, which 
was firm and quiet. To date con- 
sumers appear to have gathered suffi- 
cient working stock, and display no 


sharp interest in the market. There 1s 
no indication of future stocks, assum- 
ing large proportions and holders are 
maintain‘ng firm levels for the stock 
on hand. With respect to quality, 
holders are asking 17@17\%c. per pound 
for desirable grades. The oil has been 
in good inquiry lately for lubricating 
greases. 

LARD OIL.—Business 
small and regulated to actual needs. 
Refiners continued to offer plentiful 
stocks, which were lacking for several 
months. There does not seem to be 
any disposition on the part of con- 
sumers to build up stocks for future 
consumption in view of the approach 
of the hot weather, when it is not 
particularly desirable to hold an ac- 
cumulated supply. A general atmos- 
phere of conservation pervaded the oil 
groups, and due to the scarcity of the 
majority of oil stocks, consumers ap- 
ply sparingly. Price levels for the 
var‘ous qualities of lard oi) are as 
follows:—Prime winter, edible, $2.20@ 
$2.25 per gallon; non-edible, $1.75@1.86 
per gallon; off prime, $1.65@1.70 per 
gallon; extra No. 1, $1.45@1.50 per gal- 
lon: No. 1, $1.40@1.42, and No. 2, $1.38 
@1.40, 

NEATSFOOT 
in the market, 
firm basis, in view 
While prices have 
owing ‘+o the lifting of the demand ex- 
erted on the market from government 
account, pressure from outside con- 
sumers has not asserted itself. Busi- 
is routine and conforms with nec- 


passing was 


OTL.—Quietness reigns 
which continues on a 
of curtailed stocks. 
declined recently, 


ness 
essary requirements. Quotations for 
neatsfoot oil, depending upon quality, 
are in effect:—20 degrees cold test, 
$3.45@3.50 per gallon; 30 degrees cold 
test, $8@3.05, and 49 degrees cold test, 
$2.95@3; prince, $1.65@1.70, and dark, 


$1.5001.60 ver gallon. 

RED O'TL.—There was a good inquiry 
for red oil during the week ending, but 
no appreciative voluine of business 
Was earried forward. Future supplies 
of olive oil being restricted, there is 
an absence of olive oil foo*ts, since lit- 
tle refining of olive oil is being con- 
ducted. In the absence of the regular 
supply of olive oi] foots, consumers have 
turned their attention to red oil as a 
substitute. From this influence, beth 
avalities of red oil, elaine and saponi- 
fied are firmly Feld by holders. In 
addition, there is no overabundance of 
supplies of this commodity. Holders 
maintain 17@17%c. for the grades, with 
re-nvect to quality and quantity. 

STFARTC ACID.—The market 
stear’e acid continues firm, with 
peas of well established routine char- 
acter. Applica‘ion restricted by 
consumers to meet pressing needs. 
Supnvlies are reported iimited, with no 
inclination on the part of holders to 
press sales. Prices are fully main- 
tained in every quarter. The various 
grades of stearic acid were auoted at 
the as follows: 2@23c. per 
pond the single-pressed grade; 
234 pyund double-pressed, 
for the tr’vle-vressed 
fair export demand re- 
local market for var’ous 


for 
busi- 


is 





close 
for 
a?4c. ner 
14@ 26c. 
was a 


in the 


for 
avd 25 
There 
ported 
needs. 
TAT.TOW OTL.--Pressure 
is Jacking from consumers, 
of limited stocks, holders 
sparingly Rendered tallow 
high levels; and the refining 


of demand 
and in view 
are offering 
is held at 


of the o'] 


is held in abeyance from the influence 
of the slight demand. There was no 
business of importance transacted dur- 


ing the interval. Consumers appar- 
ently have satisfied current needs, and 
have long since indicated that they 
are not operating beyond a narrow 
scope. The market is firm and prices 
fully maintained. For acidless tallow, 


$1.58@1.60 per gallon is asked, and the 
prime quality is held at $1.53@1.55 per 
gallon. 
FISH OILS. 
COD OIL.—Restriction of further 


supplies to replenish stocks reduced to 


low ebb has produced a firmer ten- 
dency. On the other hand the d@mand 
from consumers is not pressing, and 
these interests have long since moder- 
ated use in their requirements on a par 
with actual needs. There was no new 
feature to add to the market. Quiet- 
ness ruled, with no indication on the 
part of holders to, press sales. Firmer 
prices are asked by holders for the 


Newfoundland cod oil, the range being 
from $1.32 to $1.35 per gallon. In view of 


the limited supply available there is 
but a nominal significance to the pre- 
vailing quotations. Reports from Lon- 
don continue to show offerings -as nil 
for the Newfoundland grade, and 
prices nominally repeated. Domestic 
prime is quoted at $1.23@1.25 per gallon. 

HPRRING OIL.—The spot market is 
depleted of stocks of this oil. An in- 


quiry was noted from tanning interests 
and a few parcels were forwarded from 
the coast lately for Eastern account. 
There are offerings of the Japanese va- 
riety of the oil, held at $1.07 per gallon 
f. o. b. cOast shipment. Limited sup- 
plies available are fully maintained, 
with the outlook for a higher tendency 
in view of the higher price levels exist- 
ing in the Orient for this and allied oils. 

MENHADEN OIL.—There is a good 
demand for paint requirements. Re- 
fined grades of menhaden are indeed 
limited, and the market continues firm 
on the recent advances. At present 
consumers are not inclined to favor the 


market. Because of the restricted 
stocks, holders are maintaining the 
pressed grades at high levels, and are 
not anxious to press transactions. The 
tendency of the market is steadily up- 
ward. While no special changes in 


prices were recorded this week, quota- 
tions for the pressed grades have prac- 
tically a nominal significance in view 
of the meager supply, The market for 
the varieties is quoted follows:— 
Light pressed, $1.25 per gallon; yellow 
bleached, $1.28 per gallon, and white, 
bleached, winter, $1.30 per gallon. For 
the few parcels of the dark grade, 
holders are asking $1.15 per gallon. 
From the standpoint of Chesapeake 
fishing nothing new developed during 
the week that would occasion any great 
degree of interest. Advices from the 
fishing centers indicated that the catch 
last week surpassed that of weeks pre- 
ceding by a few thousand fish. The 
fish were small and lean, consequently 
the yield of oil did not compensate the 
catch for oil producers. For fertilizer 
purposes the catch is considered good. 


as 


On the unfavorable operations experi- 
enced thus far, producers do not ex- 
hibit any desire to name auotations 
from these centers. Few offers have 
been made, the range varying from 
$1.05 to $1.10 per gallon for the crude. 
There is a good demand current in the 
local market for new oil. A sale was 
reported at $1,05 per gallon, f. 0, b. fish- 
ing factory 

POR POISE JAW Ot1L.—In view of 
the searcity of supplies, the market is 
firm. Consuming demand has adopted 


and consump- 
makers’ trade 
with pressing 
overabundant 
The market is 

$20 per gallon 
the market. 


conservation, 
in the clock 
to conform 


a policy of 
tion largely 
is regulated 
requirements, and no 
stock is held in store. 
nominally quoted at 
with few holders in 

SPERM OIL.—The extreme scarcity 
of supplies imparts a very firm tone 
to the market. Consumers have for 
several months held their require- 


Phone 6760 


117 


the high levels 
at which the ojl is held having de- 
creased consumption in a marked de- 
gree. There are not many holders of 
the oi] on the spot, and prices for the 
various grades are nominally quoted. 
Transactions depend upon the strength 


ments to actual needs, 





of the actual demand of the consumer. 
Most of the buying has been recorded 
in the regular season and correspond- 
ing periods of the off-season have reg- 
istered dullness. At present there is 
no bright outlook for future supplies. 
The government was in the market re- 
cently, and a fair quantity of the oil 
was absorbed on contract. The mar- 
ket is nominally quoted as follows:— 
sleached, 38 degrees cold test, $2.23@ 
2.25 per gallon, and the 45 degrees at 


92.18@2.20; natural grades at $2.20@2.22 
for the 38 degrees cold test, and $2.15 
a@217 per gallon for the 45 degrees. 
WHALE OIL.—What applies to kin- 
dred markets rules for the market for 
Whale oil. Scarcity of supplies has 
created a firm market, with no display 
of interest on the part of buyers, Con- 
sumption is curbed to conform with 
actual requirements, and, consequent- 
ly, business passing is of a routine 
character, with holders not offering 
freely. There was no new develop- 
ments in the market to impart inter- 


est. Quotations are more or less nom- 
inal and are in effect as follows:—No. 
1 crude oil, $1.30; No. 2, $1.15; No. 3, 
$1.65; natural winter, $1.15@1.25; 
bleached winter, $1.25@1.35, and the 
extra bleached winter, $1.50@1.55 per 
gallon. 
—_——___—_». 2 

Aetna Explosives Co. May Take 


12,000,000 Smokeless Powder 


Contract With Government. 


Aetna 
its 
Holt, 
States 

take a 
for the 
pounds of 
less. powder, deliveries to be 
rate of 1,000,000 pounds per 
order of the court also 
to the receivers for the 
nitric acid plant at Emporium, 
to which property is to be vested in the 
United States Government. Just what 
price is named for the contract could not 
be learned from the company’s officials, 
but it stated that it substantially 
satisfactory, and will net the company 
a fair return, 

Progress 
the erection 
the one 
explosion 


The 
through 
G. 
United 
Hand to 
ernment 
12,000,000 


Ex plosives Inc., 
receivers. B. 
has been 
District 
contract 
delivery 


Company, 
B. Odell and 
authorized by 
Judge Learned 
with the gov- 
of a total ofr 
water-dried smo’xe 
made at the 
month. The 
gives approval 
erection of a 
Pa., title 


Is is 


is in the 

plant 
week 
Union, 


reported 
of a new 
destroved a 
at Mount 


plans for 
to replace 
ago by the 
Pa. 


sola 
Cotton Crees in 1917 Smallest Since. 
1909, with Exception of 1915. 


Washington, July 2, 1918. 

Last year’s cotton crop was the smal]- 
est since 1809, with the single exception 
of 1915. The most notable increase was 
in Louisiana, where the production was 
629,719 bales, the largest for any year 
since 1907 

Director of the Census Sam L. Rogers 
will shortly issue a pamphlet entitle 


“Cotton Production in the United States, 
1917" whieh was prepared under the su- 
pervision of William L. Austin, chief sta- 
tistician for cotton. 

The crop of 1917, according 
turns of the ginners, 
242 running bales, counting round as half 
bales, equivalent to 11,302,375 bales of 500 
pounds gross weight. With one exception 
it was the smallest crop produced since 
1909. that of 1915 amounting to only 11,- 
(68.173 bales. Compared with the crop of 
1916 there was a falling off in Alabama. 
Arkansas, Florida, Missouri, North Caro 
lina, Tennessee, Texas, and Viegas. ana 
an increase in Arizona, ‘aliforn’a 
Georgia, Louisiana, Mississip oe OR]la- 
homa, and South Carolina. 

+> 
the proposed government 
Plant, to be built by the Air Nitrates 
Corporation has been tentatively se- 
lected 14 miles northeast of Cincin- 
nati, near the town of Milford. Sey- 
eral other sites will probably be con- 
sidered. 


to the re- 
amounted to 11,248,- 





A site for 





nge Building, New York City 


Broad 


Crude or Refined Cotton Seed Oil, Peanut Oil, Soya Bean Oil 





Soap Stock 








In Barrels or Drums—-P7E ANUT OI! “a or Sellers Tank Cars 


Compound Lard—Butterine— Baking—Salad Oil—Medical Trades 
CHOICE WHITF DEODORIZR 


WE ARE THE SOLE SELLING AGENTS FOR 
The Portsmouth Cotton Oil Refining Corp., Portsmouth, Va. 


The Gulf & Valley Cotton Oil Co., Ltd., New Orleans, La. 





, 


\\ ze 
&\ieze 


eo UBTAINED FROM ay 
“Zap SINi a + 


“den 3 





\65% Boiled Down 
Cotion Seed Soap 
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WHAT OTHERS HAVE TO SAY ABOUT 





or 
ROTARY PUMPS 


WALLOON LAKE, MICH., Sept. 30, 1916. 


Blackmer Rotary Pump Co., Petoskey, Mich. 
Dear Sir: Enclosed find check for $20 for pump. I have it installed 
Yours truly, 


and it works fine. Thank you very much. 
Jonn McConncii, 


(signed) 


Let us give you some of “1 
the names of users who 
are in your line of busi- 
ness so you may take 
the matter up direct. 


BLACKMER ROTARY PUMP CO. 


PETOSKEY, MICHIGAN 











Contact Process Co., Buffalo, N. Y. 


Manufacturers ot 


ACIDS 


Sulphuric, Battery, Nitric, Nitrating. Mixed 
Muriate, Acids aud S It Cake 


See our exhibit at the Fourth National Exposition of Chemical Industries 
Grand Central Palace, New York, Week of Sept. 23rd. 
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THE MARSDEN-SEWELL CORPORATION 


INDUSTRIAL CHEMICALS 
ANILINE PRODUCTS 


115 Broadway New York City 
Telephone 6630-1-2-3 Rector 


Acids 
Mixed 
Nitric 
Muriatic Salt 
Sulphuric Oil 
BATTERY ACID 
NITRATED PRODUCTS 


DINITRO.PHENOL DINITRO-BENZOL DINITROCHLOR-BENZOL 
ORTHONITROCHLOR-BENZOL P DINITRO-TOLUOL 


PRUSSIAN BLUE—OIL SOLUBLE—YELLOW 








Blue Vitriol 


OT teases ot tse Seale 
HOLLINGSWORTH & PETERSON | Irvington Smelting and Refining Works 


PHILADELPHIA, PA. 
Representing WinG & Evans Inc., of NEW YORK 
For the sale of 


PURE ALKALI, 48% ana 58% 
CAUSTIC SODA, 60%, 70%, 74% & 76% 


Manufactured by 


Brunner, Monp & Co., Ltd., 
England 


AQUA AMMONIA 


SoLvay Process COMPANY 
Syracuse, N. Y. 


CHEMICALS aciIps} () X [| DE 
EPSOM SALTS HENRY_H. WOOD, Inc. 
*Phone John 2276 68 William St., NEW YORK ! 68 Beaver Street — New York 











Quality Gaexec.iee 


H. J. BAKER & BRO., Camphor Refiners, 81 Fulton Street, New York 










Malachite Green Crystals Superfine 
Malachite Green Base 
Oil Soluble Green 





Prompt Deliveries - High Quality 





LORRAINE CHEMICAL COMPANY 


80 SOUTH STREET - - - NEW YORK CITY 


New York Office 


NEWARK 


IRVINGTON NEW JERSEY 


30 Church Street 





Balbach Smelting & Refining Co. 


ESTABLISHED 1852 





Manufacturers of 


BLUE VITRIOL 


NEW JERSEY 








Benzaldehyde 
Caustic Soda Epsom Salts 
Chloride Lime 
Paramidophenol Hydrochloride 


White Crystals — Photographic Developer 
Giay Crystals — Intermediate or a Fur Dye 


Soda Ash 58% Dense & Light Whiting 
Zinc Oxide Zinc Sulphate 
Heavy Calcined Magnesia 


RALPH L FULLER & -.. 


NEW YORK CLEVELAND PHILADELPHIA 
2 Rector Street Guardian Building Real Estate Trust Building 
LONDON GENOA 
17 Colonial House, Tooley Street, 8.E-I. 136 Palazao Nuova Borsa 
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‘The coming year presents many unusual 
problems which can be satisfactorily 
solved by each doing his best” 


NAc 


AMERICAN CAN COMPANY 


SS 








|/ESTABLISHED | 1913 





ROLLIN CHEMICAL CO. | INC. 


Charleston, West Virginia 
Pioneer Manufacturers of Barium Products in the United States. 


TRADE-MARKE 


CHLOR-BAR 


ISTER 


Barium Binoxide . Barium Nitrate Barium Chloride 
Precipitated Barium Carbonate Precipitated Barium Sulphate 


CHLORINE PRODUCTS: 


Carbon Tetrachloride Monochlor Benzol Sulphur Chloride 


SODA PRODUCTS: 


Sodium Sulphide Caustic Soda 
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DIRECT IMPORTERS 


S. WINTERBOURNE & COMPANY THE SAFE PRIMER ys | 
Varnish Gums Exclusively We have a Live, Big, Profitable St alias 


94 Pine Street NEW YORK 


BUROPE, NEW ZEALAND & BAST INDIES “M UNNS WALL SIZE” 
Paterson, Board man ‘n Ar Knapp INFORMATION GLADLY FURNISHED 


g a 10 Bridge Street, NEW YORK 
PLUMBAGO, KAURI GUM, MANILA GUM, E. A. MUNNS KALSOMINE CO. 


DAMAR GUM, COCOANUT OIL, WOOD OIL 217 Fulton Street, Brooklyn, N. Y. 


OILS sw NAVAL STORES [Egg Albumen, Tale, || ACETONE ETHER ACETIC 
Agents for Refimers and Supplymes Gum Tra acanth ; AMYL ACETATE 


Sell Jobers Only Vanilla Beans, Essential Oils saitsatlie ales 
ae. —$—$ MICAL CO. . 
We B. BARBER AGENCY CO M. L. Barrett & Co., Chicago Albany. N.Y. METHYL ACETATE 
Cable Address American thru and thru 
Western Unie on FORMERLY 


1501 Hamline Ave. 8. B. Minneapolis. Minn. 
JAENINKO™ 
Retabiioned 1942 Be : i pee oe t Ae) ‘ 
Four Actos of = iu = American Chemists Otto Isenstein & Co. 


| JAENECKE- AULT CO. "mse" | INNES & CO. 1". 


American Manufacturers 10 Risbér: Serect . New York 


COPRA - gm, | VARNISH 


ATKINS, KROLL & CO., : San Francisco, Cal. (GUMS 


q ay ) OF —s HS 
FUCHSINE| ——— 


, Absolutely Guaranteed 
MANUFACTURERS Producers of 


DICKS, DAVID CO.., Inc. 299 BROADWAY, NEW YORK | ’ 
pel eeeenmnntne tee ‘‘Diamond D”’ Extra Refined Wood Alcohol 
ACE] IC ACID SULPHURIC ACID Epsom Salts Special Solvents 


~ FORMALDEHYDE U.S.P. or Technical Methyl Acetone 
MINER-EDGAR CO, 30Church S-.. NEW YORK || Ask for Sumples beetle. | | Gratanae ode sal 


TE LEPHONE CORTLANDT 2404 


Steady, Dependable Deliveries, Purity, Strength, Solubility, Brillian 


Shipping problems of many kinds have been 
solved by us. 

“Draper” Steel Drums mean Shipping 
Satisfaction. 


THE DRAPER MFG.CO. 


55-Gallon 3603-11 East 82ad Street - CLEVELAND, OHIO 
No. 4GALVANIZED CHARLES F, GARRIGUES Co., Sales Representatives, 80 Maiden Lane, NEW YORK CITY 


ddress—Garrigues, New 


L. C. GILLESPIE & SONS, 6 and 8 Fletcher Street, NEW YORK 
VARNISH GUMS, CHINA WOOD OIL, GUM SHELLAC, SOYA BEAN OIL 


OUR BRANCH HOUSES IN THE PRIMARY MARKETS BUY, PACK AND SHIP EXCLUSIVELY TO US. 


THE MURALO COMPANY 


NEW YORK 


FOR A QUARTER OF A CENTURY THE LARGEST MANUFACTURERS OF SANITARY 
WALL COATINGS IN THE WORLD. 





